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IV  PREFACE. 

proved  types  of  cells,  and  the  latest  knowledge  as  to  their  effi- 
ciency, measurement,  and  modes  of  use. 

The  number  of  sources  laid  under  contribution  is  large. 
Chief  among  them  is  Dr.  D.  Tommasi's  recent  treatise,  **  Les 
Piles  Electriques,**  from  which  copious  extracts  have  been 
translated.  The  extensive  electrical  library  collected  by  the 
author  and  now  known  by  his  name  has  been  freely  drawn 
upon,  especially  for  the  valuable  information  contained  in  the 
older  and  rarer  works  regarding  the  labors  of  Volta,  Galvani, 
Aldini,  Ritter,  Erman,  Sturgeon,  Cruikshank,  Bunsen,  Daniell, 
and  the  earlier  investigators.  Especial  acknowledgments  are 
due  to  the  published  Transactions  of  the  American  Institute 
of  Electrical  Engineers,  to  the  files  of  the  Electrical  Engineer 
and  the  Electrical  World,  to  Mr.  Edward  Weston,  and  to  the 
excellent  treatises  of  Mr.  Carl  Hering,  Mr.  W.  T.  A.  Emptage, 
Professor  W.  Larden,  Professors  Ayrton  and  Perry,  Mr.  J.  T. 
Niblett,  Messrs.  Slingo  and  Brooker,  besides  many  others 
which  have  been  consulted  as  occasion  required. 

New  York,  February,  1893. 
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CHAPTER  I. 
THE   BEGINNING  OF  THE  VOLTAIC  CELL. 

In  the  year  1767  there  was  published,  probably  in  Paris  (al- 
though no  place  is  named  on  its  title-page),  a  little  work  entitled 
"Nouvelle  Th6orie  des  Plaisirs,  par  M.  Sulzer  de  TAcad^mie 
Royale  des  Sciences  et  Belles-lettres  de  Berlin."  The  preface 
states  that  its  contents  had  been  read  in  the  form  of  memoirs 
before  the  learned  society  named.  Its  aesthetical  philosophy  is 
that  all  pleasure  is  merely  relative,  and  that  supreme  enjoyment 
is  only  attained  by  those  who  have  endured  trouble  and  vexa- 
tion— which  last,  it  is  believed,  is  not  wholly  out  of  accordance 
with  the  experience  of  many  people  who  labor  in  the  electrical 
field.  In  discussing  phenomena  which  affect  the  senses  the 
author  says : 

"How  is  it  possible  to  explain  the  action  of  odoriferous 
substances  or  of  savors,  if  not  by  a  succession  of  impulses  ?  A 
single  particle  striking  but  once  can  excite  only  a  momentary 
sensation,  and  therefore  reiterated  impacts  are  necessary  in 
order  to  produce  a  lasting  impression.  It  cannot  be  said  that 
the  nerves  receive  a  movement  of  vibration  which  they  retain 
for  a  perceptible  time  :  they  are  neither  tense  nor  rigid  bodies. 
In  that  case,  a  merely  momentary  impression  would  produce 
sensations  of  long  duration,  which  is  contrary  to  experience. 
In  fact,  when  the  eye  or  ear  is  closed,  sensations  end,  instead 
of  continuing  as  would  be  the  case  did  the  nerves  have  a  sensible 
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movement  of  vibration/'  In  support  of  this  theory,  that  all 
sensation  is  due  to  a  vast  number  of  momentary  impressions 
succeeding  one  another  with  great  rapidity — the  analogue  of 
the  corpuscular  theory  of  light — Sulzer  adds  in  a  foot-note  the 
following  remarkable  passage : 

*'  If  two  pieces  of  metal,  the  one  of  lead  and  the  other  of 
silver,  be  joined  together  in  such  a  way  that  their  respective 
edges  may  form  but  one  plane,  and  if  they  be  thus  placed  on 
the  tongue,  a  taste  will  be  perceived  quite  similar  to  that  of 
vitriol  of  iron  ;  nevertheless,  if  either  of  these  pieces  of  metal  be 
separately  applied,  no  vestige  of  such  a  taste  is  left.  It  is  not 
probable  that  by  the  junction  of  these  two  metals  any  solution 
of  either  occurs,  or  that  the  dissolved  particles  insinuate  them- 
selves into  the  tongue.  It  must  therefore  be  concluded  that 
the  junction  of  the  metals  causes  in  one  or  the  other,  or  fn  both, 
a  vibration  of  their  particles,  and  that  this  vibration  necessarily 
affects  the  nerves  of  the  tongue  and  produces  the  taste  men- 
tioned." 

This  statement — and  even  in  the  light  of  our  modern  hy- 
potheses it  may  well  be  regarded  as  extraordinary,  for  more 
than  one  reason  * — is  the  beginning  of  our  knowledge  of  the 
voltaic  cell ;  and,  like  the  first  announcements  of  most  important 
discoveries,  it  remained  unnoticed  and  unknown  for  many  years. 
The  fact  seems  to  have  been  rediscovered  by  Humboldt  in 
1799,  for  he  describes  the  same  experiment,  and  then,  curiously 
enough,  adds  to  each  plate  a  long  iron  wire.  "  By  passing  the 
wires,*'  he  says,  **  in  a  parallel  direction  through  a  door  behind 
which  they  are  brought  together  and  separated  alternately,  the 
person  who  makes  the  experiment  ascertains,  by  the  taste  he 
feels  on  the  tongue,  the  situation  of  the  extremity  of  each  of  the 
wires."  Literally,  a  foretaste  of  the  telegraph.  The  discovery 
was  again  made  by  Volta,  and  it  was  announced  at  the  time  when 
the  conflict  between  himself  and  his  great  rival,  Galvani,  was  at 


*  "  We  have  the  strongest  reason  for  believing  that  what  the  nerves  convey 
to  the  brain  is,  in  all  cases,  motion.  It  is  the  motion  excited  by  sugar  in  the 
nerves  of  taste  which,  transmitted  to  the  brain,  produces  the  sensation  of  sweet- 
ness, while  bitterness  is  the  result  of  motion  produced  by  aloes." — TynpALL. 
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its  height.  He  noticed  "that  a  *  coating  of  the  nerve '  applied 
to  the  point  or  to  the  inferior  surface  of  the  tongue  and  a 
^coating  of  the  muscle*  applied  to  the  superior  excite,  the  in- 
stant they  are  brought  into  contact,  an  acidulous  taste  similar 
to  the  one  which  is  perceived  after  the  tongue  is  burned/*  The 
world,  even  at  that  early  day,  had  determined  to  call  ail  these 
phenomena  by  Galvani*s  name  whether  they  were  justly  attribu- 
table to  him  or  not — a  predilection  of  which  it  is  only  just  be- 
ginning to  become  cured.  And,  therefore;  this  particular  oc- 
currence discovered  first  by  Sulzer,  again  by  Humboldt,  and 
again  by  Volta,  is  called  by  Wilkinson,  writing  in  1804,  **  the 
galvanic  taste.*' 

The  story  of  Galvani  and  his  frogs  is  known  to  every  school- 
boy and  needs  no  repetition  here.  Like  all  popular  legends,  it 
has  been  greatly  distorted,  and  perhaps  has  tended  rather  to 
obscure  the  brilliancy  of  Galvani's  fame  than  to  enhance  it. 
The  man  was  a  cautious  and  skilful  investigator,  and  had  his 
life  been  spent  outside  of  the  arena  of  scientific  controversies 
or  been  less  embittered  by  personal  misfortune  he  would  have 
left  mankind  owing  him  even  a  greater  debt  than  it  now  does. 
But  whether  history  will  give  him  the  eminence  which  his  own 
■contemporaries  accorded  him  is  doubtful.  The  smoke  of  the 
■conflict,  now  nearly  a  century  old,  between  the  believers  in  the 
chemical  theory  and  the  adherents  of  the  contact  theory  has  not 
yet  cleared  away,  nor  can  that  controversy  yet  be  said  to  have 
definitely  ended.  But  enough  issues  have  been  settled,  enough 
facts  are  undisputed,  to  make  it  plain  to  the  student  that,  for 
the  practical  electro-chemical  cell  as  we  know  it  to-day,  the 
palm  belongs  to  Volta  and  not  to  Galvani ;  and  that  the  terms 
** Galvanism  '*  and  the  "Galvanic  battery,*'  like  **  Franklinism  " 
and  the  "  Franklinic  current,**  are  ultimately  to  be  detached 
from  the  phenomena  to  which  they  have  been  applied,  and 
thrown  aside  with  the  husks  of  discarded  names  which  strev* 
the  pathway  along  which  physical  science  advances. 

Galvani  describes  his  discovery  of  what  he  always  called  "  ani- 
mal electricity  '*  in  his  famous  De  Viribus  Electricitatis  of  1791 
in  the  following  words:   "  It  is  principally  found  in  the  nerves 
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and  in  the  muscles,  and  its  path  seems  to  be  from  the  muscles- 
to  the  nerves,  or  rather  from  the  nerves  to  the  muscles,  by  the 
shortest  route,  as  in  the  Leyden  jar.  .  .  .  There  is  in  every  part 
a  double  electricity,  positive  and  negative  and  disjunctive  .  .  . 
One  exists  internally  in  the  muscles,  the  other  externally ;  so 
that  the  muscular  fibre  acts  like  a  little  Leyden  jar,  and  the 
nerves  simply  serve  the  office  of  conductors/*  The  term  **gal. 
vanic  phenomena,'*  almost  at  the  beginning,  was  applied  to  the 
property  which  the  nerves  were  said  to  possess  of  becoming 
irritated  by  the  contact  of  living  organs  and  metallic  substances 
or  substances  containing  charcoal.  The  substances  which, 
were  applied  to  animal  matter  were  known  as  **  coatings ;  '*  and 
these,  says  Reinhold,  in  his  Geschichte  des  GalvanismuSy  1803, 
being  "applied  to  a  part  of  an  animal  capable  of  being  incited, 
give  motion  to  the  galvanic  fluid  by  embracing  it  in^  some  way 
or  other."  He  divides  the  coatings  into  two  classes — the 
"nervous,*'  which  are  applied  to  the  nerves,  and  the  "  muscular,** 
which  are  applied  to  the  muscles — and  even,  after  the  fashion 
of  nowadays,  represents  these  by  letter  symbols ;  as  CM,  CN. 
The  cause  of  the  phenomena  observed  was  **  a  galvanic  fluid  ** ; 
but  the  term  was  not  generally  accepted.  Creve  prefers 
**  metallic  irritation  ;  *'  Fowler,  simply  **  influence  ;  "  and  Car- 
radori,  **  nervous  fluid.*' 

Meanwhile,  people  began  to  recognize  the  function  of  dif- 
ferent parts  of  the  apparatus.  The  first  division  made  was 
that  between  **  exciters  **  and  **  conductors  ;  **  the  exciters  in- 
cluding the  substances  which,  united  together,  produce  the 
galvanic  phenomena,  and  the  conductors  those  "  which,  while  ^ 
not  exciting  the  galvanic  phenomena,  offer  no  obstacle  to  their 
manifestation."  It  was  observed  that  the  several  parts  of  the 
apparatus  stood  in  series  relation  one  to  the  other ;  for  the  con- 
ductor was  connected  to  one  coating,  which  in  turn  made  con- 
tact with  the  animal  matter,  which  in  turn  made  contact  with 
the  other  coating,  which  was  finally  joined  to  the  conductor. 
Humboldt  calls  this  "the  galvanic  chain;'*  Reinhold,  "  the 
galvanic  ring;"  Wilkinson,  "the  galvanic  circle.**  *  In  1798, 
Halle  differentiated  this  circle   into  two  parts ;  namely,  the 
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"**  animal  arc,'*  which  is  formed  by  the  organs  of  the  animal,  and 
the  "  exciting  arc,"  which  is  composed  of  the  coatings  in  the 
conductor.  But  note  the  theory.  Some  fluid  exists  in  the 
living  flesh.  Irritate  the  flesh  and  it  is  made  to  appear.  No 
wonder  that  all  Europe  depopulated  the  frog-ponds.  The  con- 
ditions which  Charles  Lamb  so  wittily  describes  in  his  essay 
*•  On  Roast  Pig  "  were  all  here  repeated  ;  and  the  Chinese  who 
burned  their  pigsties  for  the  sake  of  the  crackling  of  the  succu- 
lent porker  found  their  imitators  in  the  European  philosophers 
who  ravaged  the  swamps  and  the  marshes  for  the  material 
wherewith  to  make  their  electrical  generators.  And  yet,  during 
the  same  year  that  Galvani's  famous  Latin  work  appeared, 
another  scientific  student,  long  unknown  to  fame  and  scarcely 
recognized  any  more  than  Sulzer  is  nowadays,  wrote  to  the 
Scientific  Academy  of  Florence  concerning  experiments  which 
he  had  made  with  metals  that  he  had  plunged  into  water,  and 
said  that  he  was  convinced  '*  that  a  chemical  action  had  taken 
place,  and  that  it  was  unnecessary  to  seek  elsewhere  the  nature 
of  the  new  stimulus ;  •  .  .  that  it  was  manifestly  owing  to  the 
slow  combustion  and  oxidation  of  the  metal ;  which  combus- 
tion must  have  been  accompanied  by  an  attraction  of  oxygen 
and  by  a  disengagement  of  light  and  caloric."  Those  were 
wonderful  words  uttered  by  Fabroni,  but,  like  many  another 
discoverer,  in  saying  them  he  committed  the  crime  of  being 
ahead  of  his  time,  and  therefore  they  were  buried  out  of  sight 
in  musty  archives — the  usual  penalty  inflicted  by  the  world  for 
such  temerity,  even  when  it  considerately  refrains  from  starv- 
ing the  discoverer. 

But  perhaps  Fabroni's  voice  was  lost  amid  the  clamor  of 
the  conflict  which  soon  began.  **  The  new  principle  of  artifi- 
cial electricity  discovered  by  me,"  says  Alexander  Volta  of 
Pavia,  **  is  the  force  and  virtue  of  metals  and  charcoal  in 
exciting  and  expelling  the  electric  fluid  by  the  means  of  a 
simple  contact  with  all  humid  bodies  which  become,  by  this 
quality,  so  many  conductors. .  .  .**  Thus  in  the  Philosophical  and 
Medical  Journal  of  Leipsic  of  1793,  and  again  in  the  Philo- 
.sophical  Transactions  of  the  same  year,  he  says :  "  We  ought 
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rather  to  say  we  disturb  the  equilibrium  of  the  electric  fluid 
than  restore  it,  in  that  it  flows  from  one  part  to  another  of  a 
nerve  or  muscle,  etc.,  as  well  interiorly  by  their  conducting 
fibres  as  exteriorly  by  means  of  applied  metallic  conductors; 
not  in  consequence  of  a  respective  excess  or  defect,  but  by  an 
action  proper  to  those  metals  when  they  are  of  different  kinds. 
It  is  thus  that  I  have  discovered  a  new  law,  which  is  not  so 
much  a  law  of  animal  electricity  as  a  law  of  common  electricity  ; 
to  which  ought  to  be  attributed  most  of  the  phenomena  which 
would  appear  from  both  Galvani's  experiments  and  mine  to 
belong  to  a  principal  spontaneous  animal  electricity,  and  which 
are  not  so,  but  are  really  the  effects  of  a  very  weak,  artificial 
electricity."  And  then  later,  in  his  famous  memoir  to  the 
French  National  Institute  of  1801,  he  describes  his  "electro- 
motive apparatus."  It  is  made,  he  says,  "  in  the  form  of  a  pile 
or  of  a  range  of  cups  .  .  .  and  consists  in.  the  simple  metallic 
pair  of  plates  composed  of  two  different  metals,  and  not  in  a 
humid  substance  applied  to  a  metallic  substance  or  comprised 
between  two  different  metals.  The  humid  layers  in  a  com- 
pound apparatus  of  this  description  are  therefore  merely  intro- 
duced to  establish  a  reciprocal  communication  between  all  the 
metallic  pairs  of  plates,  so  arranged  as  to  impel  the  electric 
fluid  in  one  particular  direction  ;.  or,  in  other  words,  to  make 
their  communication  in  such  a  way  that  no  part  of  the  action 
should  take  a  contrary  direction.*'  The  zinc  is  to  be  laid  over 
the  silver,  the  moist  pasteboard  over  the  zinc,  and  so  on,  con- 
secutively. He  called  the  different  conducting  substances  the 
**  motors,"  and  their  arrangement  a  **  circle,"  in  which  "  an* 
electric  stream  is  occasioned  which  ceases  only  when  the  circle 
is  broken,  and  which  is  renewed  when  the  circle  is  again  ren- 
dered  complete." 

Such  was  the  genesis  of  the  voltaic  cell,  and  such  was  the 
beginning  of  a  conflict  which  has  continued  through  the  whole 
of  the  century  now  closing.  **Voltaism,"  says  Sturgeon,  writ- 
ing in  1842,  **is  the  production  of  electricity  by  the  association 
of  metals  and  other  inorganic  bodies  ...  by  the  simple  contact 
of  inorganic  bodies,  whether  solid  or  fluid ;"  and  galvanism  is 
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the  production  of  electrical  effects  "either  by  a  natural  or  an 
artificial  association  of  animal  matter,  whether  alive  or  dead." 

But  the  "  animal  matter"  part  was  dropped  out  of  the  last 
definition  by  the  majority  of  writers,  and  gradually  the  issues 
cleared  and  became  formulated  into  what  are  now  known  as 
the  **  contact  theory  **  and  the  "  chemical  theory  "  of  the  cell. 
The  writers  on  electricity  adopted  one  theory  or  the  other  at 
will,  or  else  trimmed,  and,  after  the  fashion  of  Dc  la  Rive  in 
1853,  defined  the  voltaic  pile  as  "an  apparatus  in  which  elec- 
tricity is  developed,  according  to  some,  by  the  contact  of  two 
metals  of  a  different  nature,  and  according  to  others,  by  the 
chemical  action  of  the  liquids  with  which  it  is  charged  upon 
one  of  the  two  metals  which  enter  into  its  formation."  Per- 
haps the  best  statement  of  these  two  great  theories  is  that 
given  by  Faraday,  and  is  as  follows : 

**  The  contact  theory  [of  the  cell]  assumes  that  when  two 
different  bodies  being  conductors  of  electricity  are  in  contact, 
there  is  a  force  at  the  point  of  contact  by  which  one  of  the 
bodies  gives  a  part  of  its  natural  portion  of  electricity  to  the 
other  body,  which  the  latter  takes  in  addition  to  its  own  nat- 
ural portion ;  that,  though  the  touching  points  have  thus  re- 
spectively given  and  taken  electricity,  they  cannot  retain  the 
charge  which  their  contact  has  caused,  but  discharge  their  elec- 
tricities to  the  masses  respectively  behind  them  ;  that  the  force 
which  at  the  point  of  contact  induces  the  particles  to  assume  a 
new  state  cannot  enable  them  to  keep  that  state ;  that  all  this 
happens  without  any  permanent  alteration  of  the  parts  that  are 
in  contact,  and  has  no  reference  to  their  chemical  forces  (Exp. 
Res.,  1840). 

"The  chemical  theory  [of  the  cell]  assumes  that  at  the 
place  of  action  the  particles  which  are  in  contact  act  chemi- 
cally upon  each  other  and  are  able,  under  the  circumstances,  to 
throw  more  or  less  of  the  acting  force  into  a  dynamic  form  ; 
that,  in  the  most  favorable  circumstances,  the  whole  is  con- 
verted into  dynamic  force ;  that  then  the  amount  of  current- 
force  produced  is  an  exact  equivalent  of  the  original  force 
employed  ;  and  that  in  no  case  (in  the  voltaic  pile)  can  any 


8  THE    VOLTAIC  CELL, 

electric  current  be  produced  without  the  active  exertion  and 
consumption  of  an  equal  amount  of  chemical  force  ending  in  a 
given  amount  of  chemical  change  (Exp.  Res.,  1840).'* 

The  theory  which  to-day  finds  the  most  general  acceptance 
is  by  Gore  thus  excellently  defined : 

**  The  essential  cause  is  the  stored-up  and  ceaseless  molecu- 
lar energy  of  the  corroded  metal  and  of  the  corroding  element 
of  liquid  with  which  it  unites,  whilst  contact  is  only  a  static 
condition,  and  chemical  action  is  the  process  or  mode  by  which 
the  molecular  motions  of  those  substances  are  more  or  less 
transformed  into  heat  and  current." 


CHAPTER  II. 
GENERAL  DEFINITIONS. 

Electromotive  Force  (symbol  E.  M.  F.)  is  defined  by  Max- 
well (1881)  as  "whatever  produces  or  tends  to  produce  a 
transfer  of  electrification  ;"  by  Gore  (1890)  as  "  that  . .  .  which 
moves  or  tends  to  move  electricity  from  one  place  to  another, 
and  is  in  some  sense  analogous  to  pressure." 

Current^  says  Faraday  (1833),  is  "anything  progressive, 
whether  it  be  a  fluid  of  electricity  or  two  fluids  moving  in  op- 
posite directions,  or  merely  vibrations,  or,  speaking  still  more 
generally,  progressive  forces." 

An  electrical  element y  couple^  or  pair  consists  of  two  bodies 
connected  in  an  electrical  conducting  circuit  between  which  two 
bodies  exists  a  difference  of  potential,  and  between  which  the 
electromotive  force  due  to  that  difference  of  potential  is  main- 
tained by  the  expenditure  of  energy  upon  a  part  of  the  circuit, 
including  and  included  between  the  bodies. 

A  voltaic  element,  couple^  or  pair  is  an  electrical  element  in 
which  the  energy  of  chemical  action  is  expended  in  maintain- 
ing the  potential  difference,  and  hence  is  converted  into  the 
energy  of  an  electric  current. 

A  voltaic  cell  is  a  combination  containing  an  electrical  ele- 
ment,  means  for  converting  the  energy  of  chemical  action  into 
the  energy  of  an  electric  current,  and  circuit  connections  so 
arranged  that  the  combination  itself  forms  a  portion  of  the 
conducting  circuit. 

A  primary  voltaic  cell  is  one  in  which  the  means  for  the  de- 
velopment of  the  energy  of  chemical  action  is  normally  present 
and  active  or  ready  to  act. 

A  secondary  voltaic  cell  or  voltaic  acaimulator  is  one  in  which 
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the  means  for  the  development  of  chemical  action  is  nor- 
mally present,  but  is  not  active  until  so  rendered  by  a  chem- 
ical alteration  produced  by  an  electric  current  from  another 
source. 

A  voltaic  battery^  primary  or  secondary,  is  two  or  more  vol- 
taic cells  connected  so  as  to  deliver  their  currents  upon  the 
circuit. 

Concerning  the  names  of  the  parts  of  a  voltaic  cell  much 
confusion  has  arisen.  **  Electrodes,'*  "  plates,**  "  poles,**  **  ele- 
ments,*' are  all  used  as  interconvertible  terms,  though  material 
distinctions  are  frequently  drawn  when  the  qualifying  adjec- 
tives "  positive'*  and  "  negative**  are  added.  To  get  at  the  ex- 
act meaning  it  is  therefore  necessary  to  go  down  to  the  bed- 
rock of  Faraday. 

"  The  general  phraseology  is,**  he  says  (Exp.  Res.,  Jan.  1834, 
^66i  et  seq,)y  "  that  the  positive  pole  attracts  oxygen,  acids, 
etc.,  or,  more  cautiously,  that  it  determines  their  evolution  upon 
its  surface;  and  that  the  negative  pole  acts  in  an  equal  manner 
upon  hydrogen,  combustibles,  metals,  and  bases.  According  to 
my  view,  the  determining  force  is  not  at  the  poles,  but  within 
the  body  under  decomposition  ;  and  the  oxygen  and  acids  are 
rendered  at  the  negative  extremity  of  that  body,  whilst  hydro- 
gen, metals,  etc.,  are  evolved  at  the  positive  extremity. .  .  .  The 
poles,  as  they  are  usually  called,  are  only  the  doors  or  ways  by 
which  the  electric  current  passes  into  and  out  of  the  decom- 
posing body ;  and  they,  of  course,  when  in  contact  with  that 
body  are  the  limits  of  its  extent  in  the  direction  of  the  current. 
The  term  has  been  generally  applied  to  the  metal  surfaces  in 
contact  with  the  decomposing  substance  ;  but  whether  philoso- 
phers generally  would  also  apply  it  to  the  surfaces  of  air  and 
water  against  which  I  have  effected  electro-chemical  decomposi- 
tion is  subject  to  doubt.  In  place  of  the  term  pole,  I  propose 
using  that  of  electrode  (ijXsKTpov  and  060^,  a  way),  and  I  mean 
thereby  that  substance,  or  rather  surface,  whether  of  air,  water, 
metal,  or  any  other  body  which  bounds  the  extent  of  the  de- 
composing matter  in  the  direction  of  the  electric  current.  .  .  . 
The  anode  is  .  .  .  that  surface  at  which  the  electric  current  .  .  » 
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enters;  it  is  the  negative  extremity  of  the  decomposing  body; 
is  where  oxygen,  chlorine,  acids,  etc.,  are  evolved,  and  is  against 
or  opposite  X\\^fasitire  electrode.  The  cathode  is  that  surface  at 
which  the  curreat  leaves  the  decomposftijg^  body  and  is  its  posi- 
tive extremity;  the  combustible  bodies,  metals,  alkalies,  and 
bases  are  evolved  there,  and  it  is  in'  contact  with  the  negative 
€l€ctr/>de,  .  .  .  Many  bodies  are  decomposed  directly  by  the 
electric  current,  their  elements  being  set  free ;  these  I  propose 
to  call  electrolytes^   ■. 

The  distinction  drawn  by  Faraday  between  the  surfaces  of 
the  decomposing  body  at  which  the  current  enters  and  leaves, 
and  the  surfaces  or  substances  which  not  merely  bound  the 
extent  of  decomposing  matter,  but  against  or  in  contact  with 
which  the  surfaces  of  the  decomposing  body  exist,  is  very  often 
entirely  overlooked — with  the  consequence  that  the  terms 
"positive  electrode"  and  **  negative  electrode**  are  applied  re- 
spectively to  the  anode  and  the  cathode,  as  if  the  terms  were 
synonymous,  which  is  not  strictly  the  case.  This  distinction 
will  be  clear  from  the  diagram  Fig.  i. 


Decomposable  Body 


or 


1 


Electrolybet 


Dirweiion  of  CiirrejUs 


i 


Fig.  I. 


The  positive  electrode,  therefore,  is  the  substance  or  body 
with  which  the  surface  of  the  electrolyte  whereat  the  current 
enters  the  electrolyte  is  in  contact.  It  is  the  one  from  which 
the  current  moves  within  the  cell.  It  is  the  zinc  in  the  zinc- 
copper  cell. 
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The  negative  electrode  is  the  substance  or  body  with  which 
the  surface  of  the  electrolyte  whereat  the  current  leaves  the 
electrolyte  is  in  contact.  It  is  the  one  toward  which  the  cur- 
rent  moves  within  the  cell.  It  is  the  copper  in  the  zinc-copper 
cell. 

The  terminals  of  a  voltaic  couple  are  those  points  whereat 
the  electrodes  are  connected  to  the  part  of  the  circuit  which 
is  external  to  the  cell.  As  the  current  in  that  part  of  the  cir- 
cuit moves  apparently  from  the  negative  electrode  to  the  posi- 
tive one,  the  terminal  of  the  negative  electrode  is  sometimes 
called  the  positive  terminal  and  that  of  the  positive  electrode 
the  negative  terminal. 

The  electrolyte  is  that  body  in  the  cell  which  undergoes  de- 
composition and  which  also  serves  as  a  conducting  medium  for 
the  current  between  the  electrodes.  If  a  liquid,  it  is  frequently 
termed  the  **  exciting  liquid." 

The  path  of  the  current,  therefore,  is  inside  the  cell  through 
the  electrolyte  and  from  the  positive  to  the  negative  electrode, 
and  outside  of  the  cell  through  an  external  conductor  leading 
from  the  positive  to  the  negative  terminal. 

In  a  secondary  cell,  charged  and  active,  and  therefore, 
substantially,  a  primary  cell,  the  same  rules  apply.  During 
the  charging  of  the  cell  the  conditions  are  of  course  re- 
versed, and  the  electrode  which  ultimately  is  negative  is  then 
positive. 

Polarisation  is  a  condition  due  to  the  formation  of  a  body, 
most  commonly  hydrogen,  by  electro-chemical  decomposition 
upon  the  negative  electrode,  whereby  a  current  in  opposite  direc- 
tion to  the  normal  current  of  the  cell  is  produced,  and  through 
which  the  normal  current  maybe  greatly  weakened.  To  remove 
this  body  by  any  suitable  means,  chemical  or  mechanical,  is 
termed  "  depolarizing  ;*'  and  if  a  chemical  agent  is  employed  for 
the  purpose,  it  is  called  a  **  depolarizer."  A  constant  cell  is  one 
in  which  polarization  is  reduced  to  a  minimum  or  prevented.  A 
closed-circuit  cell  is  one  in  which  the  depolarizer  acts  so  as  prac- 
tically to  prevent  polarization,  in  order  that  the  cell  may  thus 
be  left  upon  a  closed  circuit  of  moderate  resistance  for  a  long 
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time  without  much  diminution  of  the  current-strength.  On 
the  other  hand,  an  open-circuit  cell  is  one  in  which  the  depolar- 
izer may  be  weak  or  absent,  and  which  therefore  is  adapted  to 
furnish  current  only  at  intervals  and  for  short  periods  of  time ; 
the  effects  of  polarization  being  eliminated  while  the  cell  is 
standing  with  the  circuit  open. 

Local  action  is  chemical  action  occurring  within  the  cell, 
and  is  caused  by  the  innumerable  small  currents  which  circu- 
late between  portions  of  the  same  electrode,  as,  for  example, 
the  zinc,  due  to  differences  between  said  portions  in  chemical 
or  mechanical  properties.  In  an  open-circuit  cell,  therefore,  it 
is  advisable  that  means,  such  as  amalgamation,  should  be  pro- 
vided for  the  elimination  of  local  action. 

The  external  resistance  is  the  resistance  in  a  circuit  exclu- 
sive of  that  of  the  current  generator.  Internal  resistance  is 
that  portion  of  the  resistance  of  a  circuit  which  exists  within 
the  generator. 

The  foregoing  definitions  have  been  prepared  after  a  very 
careful  consultation  of  all  the  principal  authorities.     It  is  un- 
fortunate that  there  should  have  been  in  the  past  such  wide 
differences  as  to  the  meanings  of  electrical  terms  as  applied 
to  the  voltaic  cell.     For  example,  the  word  "element*'  is  a{>- 
plied  by  Volta  simply  to  a  pair  of  plates.     *'  The  true  ele- 
ment," he  says, '•of  my  electromotive  apparatus  consists  in 
the  simple  metallic  pair  of  plates  composed  of  two  different 
metals."     Hcnrj-.  writing  in  1835.  speaks  of  a  battery  a.s  of  •*  a 
single  element  or  pair/'     De  !a  Rive  *  1856;  considers  a  vol- 
taic pair  to  consist  of  two  elements  :  and  that  scms  to  be  thf*; 
opinion  of  Wilkinson  « 18G4'.  who  defines  primary-  exciters  a^ 
••the  elements  of  a  voltaic  couple/'     Maxwell  •  1^73    '•^^''>  the 
word  " dement '' as  sj-nonj-mou-s  vith  volrax  cell:  an^-^ar-rr 
describing  the  purpose  of  the  appara^uj,  ^atys  ''thit  ':orr;r>tr.;^ 
tion  is  called  a  ccH  or  element  of  Dar.iell  gravity,'     F".:''  vor 
Carhart  « 1891 »  apparently  ^ves  the  term  **  eienie-.t '  \  i^^rj  '.m\' 
ited  significatron.  as  hcdefine*  :t  ajt"*  \  iy-,tem  -A  '*',  -i.rf ':'-;-.* 
metals  inmiciscrf  sum  Ifqufd  whrcfa  act^  chea;;c-.^lv  on  oe    a 
them  iriica  tie  cioxx,  k  do-ied  .  "  in  sfTJicS:.  '.v.:..  >r.  ;.-::  .■.    ry 
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viously  not  in  accord  with  Professor  Houston,  who,  in  his 
Electrical  Dictionary  (1892),  defines  a  voltaic  element  as  "one 
of  the  two  metals  or  substances  which  form  a  voltaic  couple." 
An  element,  strictly  speaking,  is  something  which  cannot  be 
resolved  into  constituent  parts  or  ingredients ;  but  the  term, 
as  electrically  used  and  as  applied  to  an  electrical  generator, 
means  a  combination  of  parts  all  of  which  are  essential  to  the 
production  of  electricity.  Such  a  generator  is  therefore,  elec- 
trically considered,  an  indivisible  element ;  although,  mechan- 
ically considered  as  a  structure,  it  may  be  resolved  into  con- 
stituent parts. 

The  word  "  cell  '*  is  often  used  ambiguously,  as  witness  the 
following  passage  from  Maxwell :  "  A  solution  of  sulphate  of 
zinc  is  placed  in  a  cell  of  porous  earthenware,  and  this  cell  is 
placed  in  a  vessel  containing  a  saturated  solution  of  sulphate 
of  copper.  A  piece  of  zinc  is  dipped  into  the  sulphate  of  zinc, 
and  a  piece  of  copper  is  dipped  into  the  sulphate  of  copper. 
Wires  are  soldered  to  the  zinc  and  to  the  copper  above  the 
surfaces  of  the  liquid.  The  combination  is  called  a  cell  or  ele- 
ment of  Daniell's  battery,"  Here,  obviously,  the  word  is  ap- 
plied to  the  entire  structure  and  also  specifically  to  its  contain- 
ing vessel.  The  names  that  have  been  given  to  the  voltaic 
cell  and  to  the  process  of  electrical  generation  therein  are  very 
numerous  and  very  confusing.  **  Galvanic  cell "  and  "  galvan- 
ism '*  are  still  in  current  use.  The  "  hydro-electric  cell,"  the 
"galvanic  circle,"  "galvanic  plates,"  " chemico-electric  cell,** 
are  terms  frequently  encountered.  The  word  "  pile  "  is  used 
specifically  to  mean  the  column  of  superposed  electrodes,  such 
as  that  of  Volta  or  Zamboni,  or  else  is  appropriated  bodily 
from  the  French,  where  it  means  any  kind  of  a  cell.  The  con- 
fusing of  the  word  **  battery  "  with  "  cell  "  is  of  every-day  oc- 
currence ;  and  in  fact,  so  far  as  relative  usage  is  concerned,  the 
term  "  battery  "  is  employed  in  the  majority  of  cases,  whether 
we  speak  of  one  or  more  cells.  Henry  seems  to  have  made 
the  terms  "battery"  and  "cell"  synonymous,  and  for  an 
assemblage  of  cells  he  uses  the  words  "  compound  battery." 
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With  regard  to  the  names  of  the  electrodes,  the  student  of 
electrical  Hterature  must  rely  upon  the  context  in  order  to  de- 
termine  which  one  is  meant.  Writers  who  lean  to  the  contact 
theory  of  the  cell  are  always  inclined  to  look  at  it  from  the  out- 
side,  and  as  there  the  current  apparently  moves  from  copper 
to  zinc,  they  regard  and  call  the  copper  the  positive  pole  or 
electrode,  and  the  zinc  the  negative.  Most  French  and  Ger- 
man writers  follow  this  rule — a  fact  which  should  be  borne  in 
mind  in  consulting  their  works.  On  the  other  hand,  those  who 
favor  the  chemical  theory  look  at  the  decomposition  of  the 
-electrolyte  and  the  direction  of  the  current  therein,  and  give  to 
the  electrodes  exactly  the  opposite  names.  This  is  the  practice 
of  most  American  and  English  writers.  A  distinction  is  also 
sometimes  drawn  between  "  electrode  *'  and  **  plate.'*  Thus,  it 
is  stated  in  Slingo  and  Brooker's  **  Electrical  Engineering  ** 
(1890)  :  "  The  cell  so  acted  upon  became  a  secondary  cell  in 
which  the  negative  electrode  acted  as  the  positive  plate,  being 
a  sheet  of  lead  with  more  or  less  complete  film  of  gaseous  hydro- 
gen ;  the  other  plate,  or  positive  electrode,  with  its  film  of  in- 
soluble lead  peroxide  behaving  as  the  negative  plate.*'  De  la 
Rive  calls  the  zinc  in  the  cell  both  the  positive  metal  and  the 
positive  or  zinc  pole;  the  copper  being  termed  the  negative 
metal  and  the  negative  or  copper  pole.  Nevertheless,  he  defines 
positive  pole  as  **that  extremity  of  the  pole  toward  which  the 
zincs  of  each  pair  are  turned."  Some  writers  prefer  to  call  the 
cell  terminals  **  rheophores  " — a  Greek  name  for  which  there  is 
not  the  slightest  necessity.  Professor  Carhart  (1891)  detaches 
the  term  "  electrode"  from  the  cell  proper  and  applies  it  to  the 
wires  connected  respectively  with  the  zinc  and  copper  plates. 
Henry  defines  a  " deflagrator  **  as  "several  batteries  united,  the 
copper  pole  of  the  one  with  the  zinc  pole  of  another,  and  so  on,'* 
and  a  **calorimotor'*  as  **a  battery  in  which  one  connector 
unites  all  the  zinc,  and  the  other  all  the  copper  *' ;  the  cells,  of 
course,  being  connected  in  one  case  in  series,  and  in  the  other  in 
multiple  arc.  The  circuit  connection  whereby  the  cells  were 
joined  in  the  first  instance  were  called  by  Henry  an  **  alternate 
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or  serial  connector;"  in  the  second  case,  a  "homogeneous  con- 
nector.'* Henry's  connectors  are  sometimes  confused  with  the 
"conjunctive  wire"  of  Green  (1827)  and  De  la  Rive  (1853), 
which  was  the  seat  of  what  Oersted  called  "  the  conflict  of  elec- 
tricity"— a  phenomenon,  by  the  way,  which  he  pointed  out 
(1820)  as  occurring  not  merely  in  that  conductor,  but  "  in  the 
surrounding  space.'* 


CHAPTER  III. 

MEASUREMENTS. 

UNITS  OF  MEASUREMENT. 

Fundamental  Units. — The  fundamental  units  are  those  of 
lengthy  tnass^  and  time.  Others  are  derived  from  these.  The 
fundamental  units  used  in  electrical  measurements  are  the  sec- 
ond, the  centimeter,  and  the  gram. 

The  Second  is  the  Unit  of  Time.  Its  value  is  the  ^^irv  P^i^t 
of  the  mean  solar  day. 

The  Centimeter  is  the  Unit  of  Lejigth,  Its  value  is  the  y^  part 

of  a  meter.  The  meter  =  -x^-^-^fsisisis  P^**^  ^^  ^^^  quadrant  of  a 
meridian  of  the  earth. 

The  Gram  is  the  Unit  of  Weight.  It  is  the  weight  of  one 
cubic  centimeter  of  pure  water  at  4°  C.  (39°.2  Fahr.),  the  tem- 
perature of  the  maximum  density  of  water. 

The  system  based  on  these  units  is  known  as  the  centimeter- 
gram-second,  or  C.  G.  S.,  system. 

Mechanical  Units. — Of  the  mechanical  units  derived  from 
the  fundamental  units  above  noted,  the  most  important  are  the 
units  of  force  and  the  unit  of  work. 

The  Unit  of  Force  is  the  Dyne,  It  is  the  force  which,  acting 
on  a  mass  of  I  gram  for  i  second,  generates  in  it  a  velocity  of 
I  centimeter  per  second.  The  acceleration  due  to  gravity  may 
be  taken  as  981  centimeters  per  second  per  second.  That  is, 
the  unit  of  mass  (i  cubic  centimeter)  is  acted  on  by  the  earth's 
attraction  with  981  units  of  force.  Therefore  i  gram  weighs 
981  dynes,  and  i  dyne  =  1.0194  milligrams  =  .015731  grain. 

The  Unit  of  Work  is  the  Erg,  It  is  the  work  done  by  one 
dyne  when  it  moves  its  point  of  application  through  a  distance 
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of  I  centimeter  in  the  direction  in  which  it  acts.  The  erg  is 
therefore  the  product  of  the  unit  of  force — the  dyne — and  the 
unit  of  length — the  centimeter. 

The  American  and  English  Practical  Work  Unit — The  Foot- 
pound. In  American  and  English  engineering  practice  the 
foot-pound  is  commonly  employed  as  the  practical  unit  of  work. 
It  represents  the  work  done  when  a  force  equal  to  the  weight 
of  I  pound  moves  its  point  of  application  through  a  distance 
of  I  foot  in  the  direction  in  which  it  acts.  As  i  cm.  =  .0328 
foot  and  i  gram  =  981  dynes  =  .002204  pound,  we  have  i 
foot  =  .irsW  cn^'>  I  pound  weight  =  ttW^At  dynes  and  i  foot- 
pound =  jsiiiwi  X  .0328  erg  =  1.356  X  10'  ergs  =  .13825 
kilogrammeter  =  .0018434  metric  h.p.  per  second  =  .00181818 
English  h.p.  per  second  =  .0003264  calorie  (kilo-cent.) =.0003767 
watt-hour. 

The  French  Practical  Work  Unit — The  Kilogrammeter.  In 
French  practice  the  kilogrammeter  is  generally  employed  as 
the  work  unit  and  will  be  found  most  frequently  referred  to  in 
the  following  pages.  It  represents  the  work  of  i  kilogram  in 
falling  a  distance  of  i  meter.  The  kilogram  therefore  equals 
9.81  X  10*  dynes.  Hence  the  kilogrammeter  =  9.81  X  10* 
dynes  X  10"  =  9.81  X  10'  ergs.  The  kilogrammeter  therefore 
equals  ^^jV  ^'^  7-2314  foot-pounds  =  .01333  metric  h.p.  for 
one  second  =  .013151  English  h.p.  for  one  second  =  .002361 
calories  (kilo-cent.)  =  .002725  watt-hour. 

The  Joule  is  a  practical  unit  introduced  simply  for  conven- 
ience because  of  the  unwieldy  smallness  of  the  erg.  It  repre- 
sents 10*  =  10,000,000  ergs.  Consequently,  instead  of  writing 
the  kilogrammeter  =  9.81  X  10'  ergs,  or  the  foot-pound  =  1.356 
X  10^  ergs,  we  may  say  the  kilogrammeter  =  9.81  joules  and 
the  foot-pound  =  1.356  joules.  The  joule  is  therefore  .73732 
foot-pound  =  .102  kilogrammeter  =  .001359  metric  h.p.  for  one 
second  =  .0013406  English  h.p.  for  one  second  =  .00024  calories 
(kilo-cent.)  =  .0002778  watt-hour. 

The  Unit  of  Power  is  the  Watty  which  is  equal  to  the  rate  of 
doing  the  work  of  i  joule  per  second  =  44.239  foot-pounds  per 
minute  =  6. 116  kilogrammeters  per  minute  =  .01444  calorie 
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(kilo-cent.)  per  minute  =  .001359  metric  h.p.  =  .000134  English 
h.p.     I  kilowatt  =  1000  watts. 

The  American  and  English  Power  Unit — The  Horse- 
power.  In  American  and  English  practice  the  horse-power  is 
very  commonly  taken  as  the  unit  of  power,  and  is  the  rate  of 
doing  work  at  33,000  foot-pounds  per  minute  or  550  foot-pounds 
per  second,  i  horse-power  =  745.9  X  10'  ergs  per  second  = 
745.9  watts  or  745.9  joules  per  second  =  4562.3  kilogrammeters 
per  minute  =  ia77  calories  (kilo-cent.)  per  minute  =1.0138 
metric  h.p.  =  .7459  kilowatt. 

The  French  and  German  Power  Unit — The  Cheval-vapeur. 
In  French  practice  the  power  unit  is  the  metric  horse- 
power or  cheval-vapeurf^oxtatXxax^^  written  force  de  ckeval) ;  in 
German,  Pferdekraft,  It  is  the  rate  of  doing  work  at  75  kilo- 
grammeters per  second  =  75  X  9.81  X  10'  ergs  =  735.7  joules 
per  second  =  735.7  watts  =  32549  foot-pounds  per  minute  = 
10.6  calories  (kilo-cent.)  per  minute  =  .98634  English  h.p.  = 
-7357  kilo- watt. 

There  is  a  difference,  therefore,  of  about  ten  watts  between 
the  French  cheval-vapeur  or  metric  horse-power  and  the  Eng- 
lish horse-power,  which  it  is  important  to  bear  in  mind  in 
reading  the  results  of  French  investigations. 

The  cheval'heure  ox  metric  horse-power  hour  represents  the 
number  of  kilogrammeters  furnished  by  I  cheval-vapeur  for  I 
hour  =  75  X  3600  =  270,000. 

The  Practical  U?tit  of  Heat  is  the  Calorie,  This  is  the 
amount  of  heat  which  will  raise  i  gram  of  water  from  0°  C.  to 
i°C. — or  (with  sufficient  accuracy)  the  product  of  the  number 
of  grams  of  water  into  the  number  of  degrees  centigrade 
through  which  they  rise  or  fall  in  temperature.  The  term  is 
often  rendered  doubtful  from  the  fact  that  there  are  two  calories, 
known  respectively  as  the  small  calorie,  for  which  Professor 
Lodge  has  proposed  the  term  **  therm,"  and  the  great  calorie. 
The  former  is  the  one  above  defined ;  the  latter  is  the  amount 
of  heat  required  to  raise  the  temperature  of  i  kilogram  of  water 
from  o°C.  to  1°  C.  and  is  that  most  generally  used  by  French 
writers,  i  calorie  (gram-centigrade)  =  .001  calorie  (kilo-centi- 
grade.)    The  context  easily  indicates  which  calorie  is  intended. 
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I  calorie  (kilo-cent.)  =4154.9  joules  =  3063.5  foot-pounds  =^ 
423.5  kilogrammeters  =  .001569  metric  h  .p.  hour  =  .001 547^ 
horse-power  hour  =  1.1542  watt-hours. 

(The  most  complete  tables  of  power   units  thus  far  pub- 
lished will  be  found  in  Mr.  Carl  Hering's  work  on  "Dynamo 

Electric  Machines,**  New  York,  1890.) 

E 
Electrical  Units. — Ohtns  Law,  usually  written  (i)  €'='  -j^ 

expresses  the  relation  of  current  (C),  electromotive  force  {E)y, 
and  resistance  (R)  in  the  circuit.  It  is  obvious  that  an  ex- 
pression for  unity  of  any  one  factor  can  be  obtained  by  making 
the  others  equal  to  i,  and  rewriting  the  above  equation  as 

E 
(2)  E^CR    and    (3)    ^  =  7^. 

Unit  Current  therefore  [^and  R  being  made  equal  to  I  in  (i)J 
is  the  current  in  a  circuit  with  unit  E.  M.  F.  and  unit  resistance. 

Unit  E,  M.  F,  [C  and  R  being  made  equal  to  i  in  (2)]  is  the 
E.  M.  F.  in  a  circuit  with  unit  current  and  unit  resistance. 
Unit  resistance  [E  and  C  being  made  equal  to  i  in  (3)]  is  the 
resistance  in  a  circuit  with  unit  E.  M.  F.  and  unit  current. 

Clearly,  if  the  values  of  two  factors  are  known,  the  other  is 
obtainable.  The  electrical  units  are  derived  from  the  C.  G.  S. 
system  of  units,  but  are  multiplied  by  integral  powers  of  10  for 
convenience. 

T/ie  Unit  of  Current  is  the  current  which,  flowing  in  a  con- 
ductor in  the  form  of  a  circular  arc  one  centimeter  long,  and 
having  a  radius  of  one  centimeter,  acts  with  a  force  of  i  dyne 
on  a   unit  magnetic  pole  placed  at  the  centre  of  the  circle. 

The  Ampere  is  the  Practical  Unit  of  Current  and  equals -^^ 
of  the  C.  G.  S.  unit  or  lO"*  C.  G.  S.  units.  It  is  the  current 
given  by  I  volt  E.  M.  F.  in  a  circuit  of  which  the  total  resist- 
ance is  I  ohm.  The  ampere-hour  is  the  quantity  of  electricity 
which  traverses  a  conductor  during  one  hour  when  the  strength 
of  current  is  I  ampere  =  3600  coulombs. 

The  Unit  of  E,  M.  F,  is  the  E.  M.  F.  that  must  exist  between 
two  points  when  I  erg  of  work  is  done  per  second  for  every 
unit  of  current  that  passes  between  the  two  points. 
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The  Volt  is  the  Practical  Unit  of  E.M.  R,  and  is  the  E.  M.  F. 
which  must  exist  between  two  points  when  a  joule  of  work  is 
done  per  second  for  every  ampere  passing  between  the  two 
points.  It  equals  icx),ooo,ooo  or  lo*  times  the  absolute  unit  of 
E.  M.  F.  It  is  very  nearly  the  E.  M,  F.  of  a  cell  consisting  of  a 
copper  and  a  zinc  plate  immersed  in  a  solution  of  zinc  sulphate. 

The  Unit  of  Resistance  is  the  resistance  of  a  conductor  such 
that  when  a  unit  of  current  flows  steadily  through  it,  its  termi- 
nals are  at  unit  of  potential  difference. 

The  Ohm  is  the  Practical  Unit  of  Resistance y  and  is  the  resist- 
ance of  a  conductor  such  that  when  an  ampere  flows  steadily 
through  it  its  terminals  are  at  such  potential  difference  that 
the  E.  M.  F.  between  them  is  one  volt.  It  is  the  resistance 
of  a  column  of  mercury  at  o°  C.  of  i  sq.  mm.  section  and 
nearly  105  cm.  in  length :  very  nearly  the  resistance  of  a  pure 
copper  wire  i  mm.  in  diameter  and  48  meters  in  length,  or  of 
an  iron  wire  4  mm.  in  diameter  and  100  meters  in  length.  It 
is  i,ocx),O0O,0C)O  (or  10")  times  the  absolute  unit. 

The  Relations  of  the  Electrical  Units  in  C.  G.  S.  Units  are 
therefore,  by  Ohm's  law, 

C=-,     or     10     =-.. 

The  Unit  of  Quantity  is  the  quantity  which  passes  between 
two  points  in  one  second  when  unit  current  is  flowing  between 
them.  The  Practical  Unit  of  Quantity  is  the  Coulomb^  which, 
defined  with  reference  to  the  ampere,  is  -^-^  the  C.  G.  S.  unit. 
This  quantity — one  coulomb — of  electricity  performs  a  definite 
amount  of  electrolysis  in  its  passage  through  an  electrolyte: 
it  liberates  a  definite  mass  of  each  ion.  If  this  be  expressed  in 
grams,  the  number  is  called  the  electro-chemical  equivalent  of 
that  ion.     It  is  usually  given  in  milligrams.     (See  table,  p.  24). 

The  expressions  ampere  and  coulomb  per  second  mean  the 
same  thing.  The  ampere-hour  being  the  quantity  of  electricity 
which  traverses  a  conductor  during  an  hour,  when  the  strength 
of  current  is  i  ampere,  and  the  coulomb  representing  the 
quantity  of  electricity  passing  per  second,  it  follows  as  before 
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Stated  that  the  ampere-hour  =  3600  coulombs,  and  I  coulombs 
=  .00027  ampere-hour. 

The  Practical  Unit  of  Capacity  is  the  Farad. — It  is  the  ca- 
pacity of  a  condenser  which,  when  charged  with  one  coulomb 
of  electricity,  has  a  difference  of  potentials  equivalent  to  an 

coulomb 
E.  M,  F.  of  I  volt  between  its  poles.     Farad  =  — :^^ —  = 

ID"*  C  G.  S.  units. 

The  following  expressions  are  synonymous : 
I  joule  =  I  volt-coulomb  =  i  watt   per  second  =  i  volt- 
ampere  per  second. 

I  watt  =  1  volt-ampere  =  i  joule  per  second  =  i  volt- 
coulomb  per  second. 

MEASUREMENT  BY  COMPUTATION. 

Measurement  of  Energy. — When  a  current  of  C  amperes 
runs  between  two  points  on  a  circuit,  the  difference  of  poten- 
tial of  which  is  E  volts,  then  electrical  energy  disappears  from 
these  points  at  the  rate  of  C  X  E.  Expressing  C  and  E  in 
amperes  and  volts,  EC  =  the  volt-ampere  or  watt.     English 

EC 
horse-power  in  round   numders  therefore  =  --^,  and   metric 

EC 
horse-power  {cheval-vapeur)  =  — ^. 

Measurement  of  Heat. — Joule  showed  experimentally  that  if  a 
current  Cbe  flowing  through  a  resistance  R,  then  the  heat  evolved 
per  second  is  proportional  to  the  product  C/?,  which  expresses 
the  heat-activity  in  watts.  As  i  watt  =  .24  calorie  (approx.) 
per  second,  this  may  easily  be  reduced  to  calories  (gram-cent). 

Distribution  of  Heat  in  the  Circuit  (Larden,  i888> — Let  the 
current  in  a  circuit  be  C;  the  resistances  of  battery  and  various 
parts  of  the  current  be^.^, ,  R^,  R^,  etc..  respectively;  the 
total  resistance  be  R :  the  total  heat  evolved  per  second  be  H 
calories  (gram-cent) ;  the  several  portions  evolved  in  the  above 
different  portions  of  the  circuit  be  H^y  //,!  //,,  etc.,  respec- 
tively.   Then  we  evidently  have  the  following  relations  holding : 
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C'R  X  .24  =  C\B'\'R,  +^  +  etc)  X  -24; 

C"^X.24; 

C^R,  X.  24;  etc 


Whence  also 


Hb  =  j^.  -^; 

JO 

//;  =i^.H\  etc. 


=:  B  '  R    •  R  '  • 


Numerical  Examples  (Larden). — (I)  A  battery  has  E,  M.  F. 
=  50  volts;  the  total  resistance  is  20  ohms.     Find  the  current 
in  amperes,  and  the  activity  (or  work  per  second)  in  ergs  per 
second,  in  watts  and  in  horse-power. 
Here 


activity 
activity 
activity 


50 


=  —  =  2j^  amperes ; 


20 


C^  =  I  X  50  =  125  watts ; 

CE  X  10'  =  125  X  10'  ergs  per  second  ; 

CE  -^  746  =  m  English  horse-power. 


(II)  In  the  same  case  the  external  resistance  Re  \s  \^ 
ohms,  and  the  internal  resistance  Ri  is  5  ohms.  Find  the  ex- 
ternal and  internal  activities  both  in  watts  and  calories  per 
second. 

Here 


,       .  .  R^  , 

external  activity  =  — x  125=1x125  watts ; 


external  activity  =  J  X  125  X  .24  calorie  per  second  ; 

internal  activity  : 

internal  activity  =  ^  X  125  X  .24  calorie  per  second. 


Ri 

—  X  125  =  i  X  125  watts; 
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(III)  A  battery  has  E.  M,  F.  20  volts  and  current  10 
amperes.     Find  the  total  heat  per  second  in  calories. 

Here  //"=  C  X  -£  X  .24  =  10  X  20  X  24  calories  per  sec- 
ond. 

MEASUREMENT  BY   ELECTRO-CHEMICAL  EQUIVALENTS. 

The  electro-chemical  equivalent  of  a  substance  is  the  quan- 
tity of  the  substance  which  is  electrolyzed  by  one  unit  of 
electricity  (one  coulomb) — or  it  is,  to  quote  Faraday,  "  a  number 
representing  the  proportion  in  which  an  ion  is  evolved."  The 
quantity  by  weight  of  the  substance  is  proportional  to  the 
strength  of  the  current  and  may  be  ascertained  by  multiplying 
the  chemical  equivalent  of  the  substance  by  the  electrochemi- 
cal  equivalent  of  hydrogen.     In  the  following  table  this  is  done. 

TABLE  OF  ELECTRO-CHEMICAL  EQUIVALENTS.     (HOSPITALIER.) 


Name  of  the  sub- 
stance. 


Hydrogen 

Potassium 

Sodium 

Gold 

Silver 

Copper,  -ic  salts . . . 

"  -ous  salts . 
Mercury,  -ic  salts. 

**  -ous  salts 

Tin,  -ic  salts 

'*    -ous  salts. . . . 

Iron,  -ic  salts 

-ous  salts. . . . 

Nickel 

Zinc 

Lead 

Oxygen 

Chlorine 

Iodine 

Bromine 

Nitrogen 


Atomic 
weight. 


I. 

39.1 
23. 

196.6 

108. 

63. 

63. 
200. 

200. 

118. 

118. 

56. 

56. 

59- 
65. 

207. 

16. 

35.5 
127. 

80. 
14- 


Chemical 
equiva- 
lent. 


I. 
39.1 

23- 
65.5 
108. 

31.5 

63. 
100. 
200. 

29.5 

59. 

14. 

28. 

295 
32.5 

103.5 

8. 

35-5 
127. 

80. 
4.3 


Electro- 
chemical 
equivalent  z 
in  milli- 
grams per 
coulomb. 


.0105 
.4105 

.2415 
.6S75 

1. 1340 

.3307 
.6615 

1.0500 

2.1000 

.3097 
.6195 

.1470 

.2940 

.3097 
.3412 
1.0867 
.0840 
.3727 

1.3335 
.8400 

.0490 


Number  of 

coulombs 

necessary  to 

liberate  one 

gram. 


96,000 

2,455 

4,174 

1,466 

889 

3,079 

1,540 

960 

480 

3,254 
1,627 

6.857 
3.429 
3,254 
2,953 
928 


Mass  liber- 
ated in 
one  hour 
by  a  current 
of  one 
ampere. 


.0378 

1.4680 

.8694 

24750 
4.0824 
1. 1900 
2.3800 
3.7800 
7.5600 
1. 1 149 
2.2298 
.5292 
1.0584 
1. 1249 
1.2283 
3.9041 
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DETERMINATION  OF  E,  M.  F.   OF  CELLS  BY  THE  METHOD  OF 
THERMIC   CONSTANTS.      (D.   TOMMASI,    1 884.) 

Single-liquid  Cells, — In  single-liquid  cells  the  E.  M.  F.  = 
the  diflference  of  the  thermic  constants  (see  table,  p,  28)  of  the 
metal  attacked  and  of  the  hydrogen  disengaged  divided  by 
the  volt  expressed  in  calories. 

If,  for  example,  £/ represents  the  E.  M.  F.  of  a  single-liquid 
<:ell,  B  the  thermic  constant  of  hydrogen,  6'  the  thermic  con- 
stant of  the  attacked  metal,  and  V  the  volt  expressed  in  calo- 
ries, we  have 

Ep  = y^        (for  monoatomic  metals) ;     .     .    (i) 

Ep  = jj (for  diatomic  metals ;     ...    (2) 


•  V  (volt)  corresponds  to  46.3  calories.    (See  page  86.) 
To  illustrate :  in  order  to  find  the  E.  M.  F.  of  a  zinc-copper 
dilute  sulphuric  acid  couple,  we  have,  by  (2), 

Z7.       ^"'  -  ^'^-       2  X  61.5  ~  88.8 

Ep  = y = ^- =  0.7386  volt. 

The  E.  M.  F.  of  the  same  couple  by  direct  experiment  is 
found  to  be  0.81  volt. 

The  fact  that  the  value  found  experimentally  is  greater  than 
that  indicated  by  theory  is  probably  principally  due  to  the 
action  of  the  oxygen  of  the  air  on  the  hydrogen  absorbed  by 
the  copper.  This  slow  combustion  of  the  hydrogen  necessarily 
disengages  heat,  which,  in  becoming  converted  into  electric 
energy,  is  added  to  and  increases  the  intensity  of  the  normal 
E.  M.  F.  of  the  couple.  In  fact  the  E.  M.  F.  developed  by 
the  action  of  zinc  on  dilute  sulphuric  acid  varies  not  only  with 
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the  nature  but  with  the  physical  state  of  the  inactive  metal : 
which  explains  why  the  E.  M.  F.  of  this  couple  has  been  found 
to  differ  by  various  investigators. 

It  follows  from  the  preceding  principle  that  the  E,  M.  F.  of 
the  single-liquid  cell  is  the  same  whatever  may  be  the  acid  em- 
ployed, and  that  it  depends  only  on  the  attacked  metal.  An 
exception  is,  however,  to  be  made  in  favor  of  acids  which  may 
be  reduced  by  hydrogen — or,  more  exactly,  by  Z/'+cal,  as 
would  be  the  case  with  chromic  or  nitric  acid,  for  example. 
Concerning  these  reductions,  M.  Tommasi  states  that  they  have 
hitherto  been  explained  by  assuming  "a  special  and  almost 
mysterious  condition  of  the  hydrogen,  termed  the  '  nascent 
state,*  "  but  that  in  1877  he  "  demonstrated  that  hydrogen  at 
the  instant  it  quits  a  combination  owes  its  reducing  properties, 
not  to  its  *  nascent  state,'  but  to  the  quantity  of  heat  which  it 
disengages  when  set  free." 

TwO'liquid  Cells, — When  a  cell  is  formed  of  two  metals, 
each  placed  separately  in  a  solution  of  one  of  its  own  salts,  and 
when  these  salts  contain  the  same  acid  or  the  same  halogen 
body,  the  E.  M.  F.  of  this  couple  is  equal  to  the  difference  of 
the  thermic  constants  (see  table  p.  28)  of  these  metals  divided 
by  the  volt  expressed  in  calories  or  F. 

B  and  B'  expressing  the  thermic  constants  of  the  two  metals- 
M  and  M'^  and  Ep  the  E.  M.  F.  of  the  cell,  we  have 


(i)  Ep  = F? (when  the  two  metals  are  diatomic) ; 


(2)  Ep  = y (when  the  two  metals  are  monoatomic) ; 


(3)  £p  = 7> 


(4)  Ep  = f. 


^  (when  one  of  the  metals  is  monoatomic 
and  the  other  is  diatomic). 
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Formula  (3)  may  be  used  when  the  thermic  constant  of  the 
monoatomic  metal  multiplied  by  2  is  greater  than  the  constant 
of  the  diatomic  metal,  and  (4)  in  the  contrary  case.  Of  the 
two  metals,  that  of  which  the  thermic  constant  is  the  lower 
forms  the  positive  electrode  of  the  element,  while  the  other 
constitutes  the  negative  electrode,  which  becomes  enlarged  by 
the  deposit  due  to  the  decomposition  of  its  salt. 

For  example,  to  find  the  E.  M,  F.  of  the  Daniell  element : 
According  to  (i)  the  E,  M.  F,  of  this  would  be 


6cu  —  O'zn      139  ~  88.8 


Calculated  by  the  ordinary  method  of  electro^:hemical 
equivalents  this  is  1.16  volts. 

The  commonly  accepted  valuation  of  the  E.  M.  F.  of  the 
Daniell  element  is  1.079  volts. 

Comparing  this,  however,  with  the  theoretic  results  of  the 
two  methods,  it  is  evident  that  that  obtained  by  the  method  of 
electro-chemical  equivalents  is  7.5  per  cent  too  great,  while 
that  obtained  by  the  method  of  thermic  constants  is  in  excess 
of  the  experimental  determination  by  only  0.46  per  cent. 

The  E.  M.  F.  of  all  cells  formed  of  two  metals  remains  con- 
stant whatever  may  be  the  acid  or  the  halogen  body  of  their 
two  salts. 

Thus,  for  example,  for  a  zinc-cadmium  couple  the  E.  M.  F. 
will  always  be 

105.4-88.8  ^      , 

^P  =  -^i =  ^-36  volt, 

whether  the  salts  employed  be  sulphates,  chlorides,  acetates, 
etc 
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TABLE  OF  THERMIC  CONSTANTS.      (D.   TOMMASI,) 

General  formula :  A  =.  S  ±,  B, 

A  =.  salt  of  which  the  heat  of  formation  is  to  be  found ; 

d  =  heat  of  formation  of  the  potassium  salt  having  t 

same  acid  radical  as  the  salt  A ; 
d  =  thermic  constant  corresponding  to  the  base  of  t 

salt  A. 


VALUE  OF   d  WITH   RELATION  TO  THE   MOLECULAR  WEIGH 

OF  THE  DISSOLVED   SALTS. 

Salts  of  hydrogen  or  acids. ..  61.5  cal. 

sodium  . . . .' 4.6 

silver 87,4 

thallium 62.3 

magnesium 14.6 

barium ,  136.2  —  x* 

strontium 6.0 

calcium 14.0 

zinc 88.8 

cadmium 105.4 

aluminium 43.3  or  3  X  43-3 

manganese 73.6 

iron  (proto) 101.6 

iron  (per) 1 16.4  or  3  X  1 16.4 

nickel 108.0 

cobalt 106.8 


1390 

142.0 

123.2 

120.4 

44.2 

147.0 

ammonium 28.  i 


copper . 
mercury 

lead 

tin 

tin  (bi)  . 
gold  . . . 


*  X,  calories  of  combination  of  barium  with  oxygen  not  yet  determined. 
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HEATS  OF  FORMATION  OF  THE  PRINCIPAL  POTASSIC  SALTS 

IN  SOLUTION  (H,0  =  1 8). 

Molecular  Formute.  y^^^^,^^ 

Fluoride  of  potassium . .  FIK 98.4  cal. 

Chloride  "           "             CIK 100.8 

Bromide  "           "             BrK 91.O 

Iodide      "          "             IK   74.7 

Chlorate  "           "             C10,K 96.0 

Perchlorate         "             CIO.K 96.4 

Hypochlorite      "            CIKO 91.9 

lodate                  "            IO,K 96.8 

Nitrate                 '             NO.K 96.1 

Sulphate  (neut,)  "            SO,K,  196.0 

Sulphate  (acid)  "            SO.KH 96.0 

Sulphite  (neut.)  "             SO,K,   196.4 

Sulphite  (acid)    ''            SO,K  H 98.9 

Chromate            "             CrO.K, 189.2 

Bichromate         **             Cr,0,K, 19L4 

Acetate               "            C,H,0,K 95.6 

Picrate                 "  C«H,(NO,),OK.  •. .  95.9 

To  find,  for  example,  the  heat  of  formation  of  copper  sul- 
phate in  solution,  we  have 

D  SO.Cu  =  3  SO,K,  ~  B* 

D  SO^Cu  =  196.0  cal  —  139.0  cal  =  57.0  cal. 

As  found  by  experiment  this  is  56.9  cal. 

To  find  the  heat  of  formation  of  chloride  of  zinc  in  solution 
we  have 

3  Cl,Zn  =  2CIK  -  e. 
D  Cl,Zn  =  2  X  100.8  cal  —  88.8  cal  =  11 2.8  cal. 
As  found  by  experiment  this  is  1 12.8  cal. 

*  The  sign  3  placed  before  a  salt  indicates  the  beat  of  formation  of  ibe  salt. 
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VARIOUS  METHODS  FOR  DETERMINING  THE  E.  M.  F. 

OF  CELLS.      (D.  TOMMASI.) 

Single-liquid  Cells. — Let  the  couple,  for  example,  be  zinc- 
platinum  and  hydrochloric  acid  diluted. 

Calorwtetric  Method, — Zinc  plunged  into  hydrochloric  acid 
is  strongly  attacked  with  the  formation  of  chloride  of  zinc  and 
disengagement  of  hydrogen,  according  to  the  equation 

Zn  +  2HCl  =  ZnCl.  +  H.. 

The  calories  produced  in  this  reaction  are  equal  to  the  calories 
of  formation  of  the  dissolved  zinc  chloride  less  the  calories  of 
decomposition  of  the  hydrochloric  acid  also  dissolved.  Now 
HCl  in  decomposing  into  H  +  CI  absorbs  39.3  calories,  and 
chlorine  in  uniting  with  zinc  disengages  112.8  colories.  Hence 
the  zinc  platinum  couple  on  contact  with  hydrochloric  acid 
will  give  an  E.  M.  F.  equal  to 

I12.8  —  2  X  39.3  =  ^^     or    0.7386  volt. 

4D.3 

The  volt  corresponds  to  46.3  calories. 

Couples  of  which  both  metals  are  attacked  by  the  exciting 
/iguid.^-Take,  for  example,  the  zinc-cadmium  couple  plunged 
into  dilute  hydrochloric  acid.  The  E.  M.  F.  is  calculated  as 
follows : 

The  E.  M.  F.  of  zinc  is  first  determined  as  if  it  were  the 
only  metal  attacked  : 

2HCI  +  Zn  =  ZnCl.  +  H,  =  ^-|^  caL 

This  operation  is  repeated  for  the  other, metal: 

2HCl  +  Cd  =  CdCl,+  H., 


or 


96.2*  —  2  X  39-3  =  -y-  caL 


Heat  of  formation  of  dissolved  cadmium  chloride. 
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Hence  the  E.  M.  F.  of  the  zinc-cadmium  couple  will  be 

34.2  —  17.6       16.6 

— — jp-^—  =  -^  =  0.36  volt 
V  46,3         ^ 

The  same  result  can  be  more  simply  obtained  by  the  theory 
of  substitutions  by  subtracting  from  the  heat  of  formation  of 
dissolved  zinc  chloride  the  heat  of  formation  of  dissolved  cal- 
cium chloride,  or 

112.8  —  96.2       16.6 

V —  =  ^  =  °-3^  ''°^*- 

Method  of  Thermic  Constants. — According  to  the  general 
formula  (see  p.  25), 

EP    =     y , 

we  have  for  the  zinc-platinum  dilute  hydrochloric  acid  couple 

zr.      2  X  61.5  ~  88.8  .^      . 

Ep  =  ^ =r  0.7386  volt. 

For  the  zinc-cadmium  dilute  hydrochloric  acid  couple  we 
have 

Bm-^m        1054  -  88.8  ,      . 

Ep  = jz =  — - — -2^ =  a36  volt. 

^  V  46.3 

(88.8  =  thermic  constant  of  zinc  ;  105.4  do.  of  cadmium  ;  61.5 
do.  of  hydrogen.     See  table  p.  28.) 

Two-liquid  Cells. — Two  conditions  are  to  be  considered  : 
(tf)  the  two  electrolytes  are  liquid  ;  (^)  one  electrolyte  is  solid, 
the  other  liquid. 

Calorimetric  Method. — {d)  The  two  electrolytes  are  liquid. 
Take  the  Daniell  element,  for  example,  which  contains  two 
liquids  separated  by  a  porous  partition.  It  is  necessary  to 
consider : 

1st.  The  action  of  the  zinc  on  the  dilute  sulphuric  acid, 

2d.  The  action  of  the  hydrogen  on  the  sulphate  of  copper. 
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The  zinc  and  sulphuric  acid  react  in  accordance  with  the 
following  equation : 

Zn  +  H,SO,  =  ZnSO,  +  H,. 

The  calories  disengaged  in  this  reaction  are  equal  to  the 
calories  of  formation  of  the  dissolved  zinc  sulphate,  less  the 
calories  of  decomposition  of  the  sulphuric  acid.  Now,  the 
calories  of  formation  of  the  sulphate  of  zinc  are  equal  to  107, 
and  the  calories  of  decomposition  of  a  molecule  of  sulphuric 
acid  into  H,  +  SO^  are  equal,  according  to  the  law  of  thermic 
constants,  to  73.0.  Hence  in  the  outer  vessel  of  the  Daniell 
cell  there  will  be  produced  an  E.  M.  F.  equal  to 


340 
107  -  73.0  =  ^. 


On  the  other  hand,  the  hydrogen  due  to  the  decomposition 
of  the  sulphuric  acid  goes  over  to  the  zinc  sulphate  in  the 
porous  cup  and  decomposes  it  in  accordance  with  the  follow- 
ing  reaction : 

H.  +  CuSO,  =  H,SO,  +  Cu. 

The  calories  disengaged  by  this  reaction  are  found  by  sub- 
tracting from  the  calories  of  formation  of  sulphuric  acid  the 
calories  of  decomposition  of  copper  sulphate,  or 

73.0  —  50.4  =  — r^  cal. 


The  total  E.  M.  F.  of  this  couple  is  obtained  by  adding  to  the 
16.6  cal  the  34.0  cal  previously  found,  or 

16.6  +  34.0 

ir^ —  =  i.OQO  volts. 

46.3  "^ 
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The  same  result  can  be  more  simply  obtained  by  taking  the 
difference  between  the  heats  of  formation  of  the  dissolved  sul- 
phate of  zinc  and  sulphate  of  copper,  or 

I07  —  564  , 

—    ^  =  1. 090  volts. 

(107  =  heat  of  formation  of  dissolved  zinc  sulphate  ;  56.4  do.  of 
dissolved  copper  sulphate.) 

Method  of  Thermic  Constants, — According  to  the  general 
formula  (see  p.  25), 


^P  — t7 — 


we  have 


_         139.0 -8&8  ^        ,^ 

Ep  =  ^ =  1 .084  volts. 


Method  of  Electro-chemical  Equivalents, — The  general  for- 
mula is 

£  =  4.i6Z(2, 
in  which 

Z=  electro-chemical  equivalent  of  the  body  liberated  by 

the  electrolyte. 
Q  =  quantity   of    heat    in    calories   (gram-degrees)    disen- 
gaged by  one  gram  of  this  body  in  passing  from  the 
electrolyte  to  a  state  of  chemical  combination. 
In  the  Daniell  element  two  distinct  actions  occur:  solution 
of  the  zinc  in  sulphuric  acid,  and  deposit  of  copper  due  to  the 
decomposition  of  the  copper  sulphate.     There  is  therefore,  on 
one  hand,  disengagement,  and,  on  the  other,  absorption  of  heat, 
and  the  E.  M.  F.  of  the  element  is  equal  to  the  difference  of 
the  two  actions. 

Determining  the  first,  that  is,  the  heat  disengaged  per  gram 
of  zinc  dissolved  or  1670  calories, — Z  being  here  equal  to 
0.0003412,— we.  have 

£rf=  4.16  X  0.0003412  X  1670  =  2.37  volts. 
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For  the  second,  that  is,  the  heat  absorbed  by  the  copper 
deposit,  or  88 1  calories  per  gram, — Z  being  equal  to  0.0003307, 
— we  have 

Ea  =  4.16  X  0.0003307  X  881  =  1.2 1  volts. 

The  E.  M.  F.  of  the  Daniell  element  is  therefore 

Ep  =  Ed^  Ea  =  2.37  —  1.21  =  1. 16  volts. 

(6)  One  of  the  electrolytes  is  liquid  and  the  other  solid. 
Let  the  couple  be :  zinc,  diluted  hydrochloric  acid,  porous  cup 
containing  solid  lead  chloride,  and  carbon. 

In  this  couple,  as  in  that  of  Daniell,  there  are  produced  two 
chemical  actions :  one  in  the  external  vessel,  the  other  in  the 
porous  cup.     Consider  these  separately. 

In  the  external  vessel  there  is  formation  of  zinc  chloride 
and  decomposition  of  hydrochloric  acid  ;  whence 

Zn  +  2HCl  =  ZnCl,+  H.. 

The  E.  M.  F.  resulting  equals  the  calories  of  formation  of 
the  dissolved  zinc  chloride  less  twice  the  calories  of  decom- 
position of  the  dissolved  hydrochloric  acid,  or 

34-2 
1 12.8  -2  X  39-3  =  '^- 

On  the  other  hand,  in  the  porous  cup  there  is  decomposi- 
tion of  lead  chloride  and  formation  of  hydrochloric  acid.  This 
decomposition  is  produced  by  the  hydrogen  resulting  from  the 
reaction  of  zinc  and  hydrochloric  acid  in  the  external  vessel,  as 
is  shown  by  the  following  equation: 

PbCl.  +  H.  =  2HCI  +  Pb. 

The  E.  M.  F.  generated  in  the  porous  cup  is  therefore 
equal  to  the  calories  of  formation  of  the  two  molecjiles  of  HQ 
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less  the  calories  of  decomposition  of  one  molecule  of  lead 

chloride. 

0.02 

2  X  39-3  -  78.4  =  -y^ 

The  total  E,  M.  F.  of  the  couple  will  then  be 

34.2+0.02 

^       j =  0.73  volt. 

46.3  '^ 

In  this  couple,  as  is  apparent,  the  lead  chloride  serves  only 
as  a  depolarizer  for  the  negative  electrode,  without  materially 
augmenting  the  E.  M.  F. 

The  E.  M.  F.  of  the  couple  can  also  be  obtained  by  sub- 
tracting from  the  heat  of  formation  of  dissolved  zinc  chloride 
the  heat  of  decomposition  of  solid  lead  chloride. 

112.8-78.4       344  ,, 

77-^ =  ^^-z—  =  0.74  volt. 

V  46.3         '^ 

Method  of  Thermic  Constants, — According  to  the  general 
formula  (see  p.  27),  we  have 

^pb  —  S'zn       123  2  —  88.8 
Ep  =  ^-^^  ^     %6.3         =  ^-73  v^lt. 

It  is  to  be  noted,  however,  that  if  the  electrolyte  be  com- 
pletely insoluble  in  water — such  as  lead  iodide,  silver  chloride, 
€tc.— this  formula  is  no  longer  applicable.  Lead  chloride  is 
slightly  soluble  in  water ;  nevertheless  the  thermic  constant  of 
lead  has  been  calculated  according  to  tlie  heat  of  formation  of 
dissolved  lead  chloride. 

Metfiod  of  Electro-chemical  Equivalents. — The  general  for- 
mula 

ij=4.i6Z0 

is  employed  as  explained  on  p.  33. 

MEASUREMENT  BY   INSTRUMENTS. 

The  usual  instrumental  methods  of  measurement  are  fully 
described  in  numerous  standard  text-books.  (See  "  Practical 
Electricity/'  Ayrton,  1887 ;  "  Hand-book  of  Electrical  Testing," 
Kempe,  1887 ;  "  Primary  Batteries,"  Carhart,  1891 ;  "  Element. 
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some  cotmter- force.  Such  a  counter-force  is  introduced  in  the 
lurm  of  two  flat,  horizontal,  spiral  springs,  fastened  to  the  ends 
iif  the  coil  above  and  below  it.  When  no  current  is  flowing, 
licsc  springs  will  keep  the  coil  in  a  certain  zero  position,  from 
iihidi  it  will  be  deflected  by  a  current  traversing  it  to  an  extent 
bearing  a  relation  to  llie  difference  of  potential  between  the 
coil  terminals.  A  pointer  connected  with  the  coil  and  moving 
over  a  properly  graduated  scale  will  then  indicate  the  angular 
liiiplacement  of  the  coil,  and,  therefore,  the  pressure  or  strength 
of  llie  current  to  be  measured.  This  is  the  principle  of  the 
Weston  voltmeter  and  ammeter. 

The  arrangement  of  the  coil  in  relation  to  the  magnet  is 
shown  in  Fig.  4.     The  connections  of  the  instrument  are  shown 
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in  Fig.  5.  The  current  passes  first  through  one  spiral  spring, 
i^iL-ii  through  the  coil,  and  then  through  the  other  spiral 
iiring,  The  vohmeter  contains,  besides  the  movable  coil,  a 
liiarate  resistance-coil  located  under  the  scale-plate. 

I  When  the  coil  is  in  the  zero  position,  the  pointer,  the  nor- 
idirection  of  which  is  perpendicular  to  the  plane  of  windings 
the  coil,  forms  an  angle  ct  45  degrees  with  the  middle  line 
be  instrument.    With  the  strongest  current  which  is  allowed 
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to  pass  through  the  instrument,  the  pointer  is  deflected  90 
degrees  from  its  zero  position.  Beyond  these  two  extreme 
positions  the  coil  is  allowed  only  a  small  range. 

The  scale  is  fastened  to  a  brass  plate,  which  is  secured  to 
the  pole-pieces,  projecting  from  them  at  right  angles.  Below 
the  scale,  quite  clo36  to  it,  a  mirror  is  attached,  to  enable  one 
to  avoid  making  an  error  in  the  reading,  due  to  parallax. 

The  readings  may  be  made  immediately  on  applying  the 
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current.  The  pointer  assumes  its  proper  position  by  an  instan- 
taneous and  dead-beat  deflection.  It  indicates  also  the  slight- 
est momentary  or  permanent  variations  in  the  current  or 
electromotive  force.  The  dead-beat  quality  is  due  entirely  to 
the  dampinj^  effect  which  the  (copper  or  aluminium)  frame  of 
the  coil  experiences  in  moving  through  the  strong  magnetic 
field,  the  effect  of  friction  in  the  bearings  being  practically 
naught  owing  to  their  construction  and  adjustment. 

One  of  the  most  valuable  features  of  the  instrument  is  the 
uniformity  of  the  scale.  All  scale  readings  begin  at  zero,  and 
it  is  hardly  possible  to  discover  with  the  naked  eye  any  differ- 
ence in  the  spacing  of  any  two  neighboring  divisions.  Each 
individual  instrument  is  carefully  cnlibrated  for  a  lai^e  number 
of  readings,  and  the  scale  drawn  according  to  these  calibrated 
readii:gs.     The  divisinns  are  drawn  with  extreme  accuracy  and 
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checked  subsequently  with  the  indications  of  a  standard  instru- 
ment. 

Owing  to  the  uniformity  of  the  scale  divisions,  the  frac- 
tions of  a  scale  division  may  be  estimated  with  great  precision. 
As  one-tenth  of  a  scale  division  can  be  estimated  easily,  an 
apparatus  ranging  from  o  to   150  volts  will  allow  reading  to 
one-tenth   of  a  volt.     With   the  double-scale  voltmeters,  the 
lower  scale  of  which  ranges  from  o  to  5  volts,  one  three  hun- 
dredth of  a  volt  may  be  read ;  and  with  the  milli-voltmeters, 
the  range  of  which  extends  from  o  to  aot  volt  on  a  scale 
divided  into  lOO  divisions,  readings  may  be  taken  which  are 
accurate  to  one  one  hnndred-thousandth  of  a  volt.     The  same 
degree  of  accuracy  is  attained  in  the  ammeters.    Although  the 
magnetic  field  in  these  instruments  is  produced  by  permanent 
magnets,  experiment  has  shown  that  the  magnetizing  methods 
adopted   render  it  constant,  uniform,  and  not  materially  in- 
fluenced by  proximity  to  the  powerful  fields  of  dynamos. 

Measuring  the  Electromotive  Force  j, 

of  Batteries. —  For     measuring     the 
E,  M.  F.  of  a  single  cell,  the  negativ 
terminal  (positive  electrode)  of  the  ce 
isconnected  to  the  rear  binding  post 
of  ihe  voltmeter  at  the  left  side,  the 
positive  terminal  to  the  binding  post 
at  the  right  side.     (See  Fig.  6.)     T 
readings  then  are  taken  on  the  lower 
scale. 

Since  this  scale  ranges  from  o  to  5 
volts,  and  is  divided  into  150  divisions, 
each  division  corresponds  to  ^  of  one 
volt,  and  since  ^  of  a  scale  division 
may  be  distinctively  estimated,  the 
readings  will  be  exact  to  3^  of  a  volt. 
If  the  pointer  should  be  deflected 
to  the  wrong  side,  i.e.,  to  the  left,  this  p 
would  show  that  the  poles  o(  the  cell  ot  a  cbll. 

have  been  connected  with  the  binding  posts  the  wrong  way, 
and  the  connections  must  be  exchanged. 
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If  the  E.  M.  F.  of  several  cells  arranged  in  series  is  to  be 
measured,  the  negative  (zinc)  terminal  is  to  be  connected  with 
the  front  binding  post  at  the  left  hand  (Fig.  7),  and  the  deflec- 
tion of  the  pointer  is  to  be  read  on  the  upper  scale.  Since  each 
division  of  this  scale  is  equivalent  to  one  volt,  the  readings  will 
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be  correct  to  ^  of  a  volt  by  estimating  the  tenth  part  of  a 
scale  division. 

In  case  many  measurements  of  E.  M.  F.'s  are  to  be  made 
in  succession  in  a  complicated  system  of  conductors,  in  which 
the  polarity  of  the  current  is  not  always  known  at  the  start.  It 
is  convenient  to  use  an  instrument  provided  with  a  reversing 
key.  Turning  the  knob  located  behind  the  positive  binding 
post  by  90  degrees  will  reverse  the  direction  of  the  current  in 
the  instrument,  while  turning  it  only  45  degrees  will  interrupt 
the  current.  When  the  needle  is  deflected  the  arrow  marked 
on  the  head  of  the  knob  always  points  towards  the  binding  post 
at  which  the  current  enters. 

General  Rules  to  be  Observed  in  Using  ike  Voltmeters. — A 
very  valuable  feature  of  the  Weston  voltmeters  is  their  high 
internal  resistance.  The  reason  why  this  is  of  such  great  im- 
portance wherever  measurements  of  differences  of  potential  are 
to  be  made  will  be  understood  from  the  following: 

If  in  Fig.  8  £  is  a  current  generator  (dynamo,  battery,  etc.) 
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sending  a  current  through  the  circuit  AB  while  the  voltmeter 
is  not  yet  connected  with  the  circuit,  a  certain  difference  of 
potential  will  exist  between  the  points  A  and  B.  If  then  the 
terminals  of  the  voltmeter  are  joined  to  the  points  A  and  B, 
a  small  part  of  the  current  will  pass  through  the  voltmeter, 
whereby  the  potential  difference  between  A  and  B  will  be 
diminished  slightly. 


-mmmm— 


The  difference  of  potential  measured  by  the  voltmeter  is 
therefore  not  quite  the  same  which  existed  between  A  and  B 
before  the  voltmeter  was  connected.  If,  however,  the  resist- 
ance of  the  voltmeter  is  high,  the  variation  is  exceedingly 
small:  the  variation  is  smaller  the  greater  the  resistance  of  the 
voltmeter. 

A  short  calculation  and  a  few  numerical  examples  will  show 
clearly  how  exactly  the  accuracy  of  measurement  is  main- 
tained in  these  voltmeters.  For  instance,  let  E,  Fig.  8,  be  the 
E.  M.  F.  of  the  generator ;  R,  the  resistance  of  the  generator 
and  the  parts  AE  and  BE  of  the  circuit ;  R^ ,  the  resistance  AB. 
Then,  if  the  voltmeter  is  not  connected,  the  difference  of  poten- 
tial between  A  and  B  is 
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If  now  the  voltineter  is  connected  to  A  and  B^  the  differ — 
ence  of  potential  between  these  points  drops  a  little  and  be- 
comes 

in  which  r  is  the  resistance  of  the  voltmeter.     The  difference 
between  e  and  e^  is 

and  this  expression  will  evidently  be  the  smaller  the  greater  r, 
the  resistance  of  the  voltmeter. 

If,  for  instance,  £  =  2  volts,  -^  =  3  ohms,  i?,  =  2  ohms,  and 
the  resistance  r  of  the  voltmeter  suitable  for  this  case  (o  to  5 
volts)  is  6oo  ohms,  the  error  will  be 

e  —  e^  =  0.0016  volt. 

If,  however,  an  instrument  had  been  used  of  only  ten  ohms 
resistance,  the  error  would  have  been  equal  to  0.09  volt,  or 
about  60  times  as  much  as  in  the  foregoing  case. 

The  expression  -^— — -p,  represents  the  joint  resistances  of 

/c,  -f- /c 

the  parts  AB  and  BEA  of  the  circuit,  if  connected  in  multiple 

arc.     We  may  therefore  say  that  the  error  depends  only  on  the 

proportion  of  this  resistance  to  the  resistance  of  the  voltmeter. 

If  the  measurement  is  to  be  correct  to  /  per  cent,  the  re- 

sistances  R^  and  R  must  be  chosen  in  such  a  way  that  ■^— ^ — p 

is  smaller  than ohms. 

100 

If  the  circuit  is  not  closed  by  a  resistance  /?, ,  the  voltmeter 
is  directly  connected  to  the  poles  of  E,  and  the  value  of  e^  be- 
comes 

The  error  of  measurement,  or  the  difference  between  the 
value  indicated  by  the  voltmeter  and  the  true  value,  is 

R 
E-e,=--Xe,. 
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This  error  becomes  smaller  the  larger  the  resistance  of  the 
voltmeter  is  in  proportion  to  the  internal  resistance  of  the  current 
generator. 

If  the  measurement  of  the  E.  M.  F.  is  to  be  correct  to  p 

per  cent,  the  internal  resistance  R  of  the  generator  must  be 

P  Y.  r 
smaller  than  — ohms,  in  which  r  is  the  resistance  of  the 

lOO 

voltmeter. 

It  will  now  be  readily  understood  that  the  E.  M.  F.  of  cells 
of  high  internal  resistance,  as,  for  instance,  that  of  Clark  cells, 
cannot  be  determined  by  the  method  explained  on  page  39,  not 
even  with  voltmeters  of  so  high  a  resistance  as  that  of  the 
Weston  instruments.  If,  for  instance,  the  E.  M.  F.  of  a  Clark 
cell  is  1.438  volts  and  its  internal  resistance  1500  ohms,  a  volt- 
meter connected  with  the  poles  of  the  cell  would  show,  not 
1438  volts,  but  only  0.41  volt. 

The  best  and  most  exact  way  of  determining  the  E.  M.  F. 
of  such  high-resistance  cells  is  the  Poggendorff-Clark  method,, 
explained  on  page  44. 

Comparison  of  Electromotive  Forces  of  Batteries, — (i)  Wheat- 
stones  Method. — Suppose  the  E.  M.  F.'s  of  two  cells  E^  and 
£,are  to  be  compared  with  each  other  (Fig.  9). 

First  connect  E^  in  series  with  the  voltmeter  and  a  resist- 
ance/?,,  and  i:ote  the  deflection  F,  of  the  pointer.  Then 
increase  the  external  resistance  by  an  additional  resistance  r, 
and  note  the  deflection  F,.  Now  join  up  the  cell  E^  with  such 
a  resistance  R^  that  the  same  deflection  F,  is  obtained  as  be- 
fore. Finally,  increase  R^  by  a  resistance  r,  so  as  to  make  the 
deflection  equal  to  F, .     Then 

If  £,  is  smaller  than  £", ,  the  resistance  of  the  voltmeter  it- 
self may  be  taken  as  R^ .  It  is  preferable  to  make  r,  about 
twice  as  large  as  the  combined  resistance  of  E^  and  R^ . 

In  this  method  it  is  not  necessary  that  the  internal  resist- 
ances of  the  cells  be  small  compared  with  the  resistance  of  the 
voltmeter. 
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Example. — Let  R,  (the  resistance  of  the  voltmeter)  be  600 
ohms,  and  J^,  =  1,45  volts;  let  r,  be  1200  ohms,  and  ^,  =  048 
volt.     If  then,  upon  inserting  £, ,  an  additional  resistance  of  36 


r^WWWS 
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ohms  is  required  to  make  the  deflection  equal  to  1.45  volts,  an(i 
a  resistance  r,  =  1275  ohms  to  produce  the  deflection  of  0.4? 
volt,  we  shall  have 

£,:£.: 


I200 : 


1275; 


therefore  £,  =  i  .o62£, .  and  E,  =  o.94i£, , 

If  the  readings  are  correct  to  ■j'jr  of  a  scale  division,  the  error 
of  measurement  will  be  equal  to  about  i  per  cent. 

{2)  Pof^gendorff's  Method  Modified  by  Clark.— '^hxs  method 
is  very  convenient  for  comparing  the  E.  M.  F.  of  any  cell 
T,  of  iow  or  high  internal  resistance,  with  that  of  a  standard 
cell  S  (see  Fig.  lO). 

5  is  a  battery  having  a  higher  E,  M.  F.  than  either  of  the 
cells  5  and  T  to  be  compared.  In  series  with  B  are  con- 
nected a  resistance  R  and  a  wire  ^4  ZJ,  along  which  a  sliding 
contact  may  be  moved.  A  millivottmeter  is  connected  with 
one  pole  to  A,  and  the  other  to  that  pole  of  S  which  has  the 
same  polarity  as  the  pole  of  B  directly  connected  to  A.  The 
other  pole  of  5  is  connected  to  the  sliding  contact,  and  is  moved 
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to  such  a  point  C  that  the  voltmeter  points  exactly  to  zero. 
Let  r  be  the  resistance  of  AC.  The  cell  5  is  then  disconnected, 
and  the  other  cell  7"  joined  up  in  like  manner  to  the  millivolt, 
meter  and  the  sHding  contact.     The  latter  is  again  brought  to 


Fig.  nL-CoHrAUioH  or  thi  E.  M.  P.  op  uiv  Cell  w^th  that  or  *  Standard  Cill. 

such  a  point  C,  that  no  current  is  indicated  by  the  millivolt- 
meter.  Let  the  resistance  of  ^C,  be  r,.  The  proportion  of 
the  E.  M.  F.'s  of  5  and  T  then  will  be 

T:S  =  r,:r. 

In  practice  it  is  most  convenient  to  arrange  the  apparatus 
so  that  the  value  of  T  may  be  read  directly  in  volts.  To  ac- 
complish this,  the  wire  AD  is  stretched  over  a  suitably  divided 
scale,  the  division  starting  at  A.  If  now,  for  instance,  5  is  a 
Clark  cell  having  an  E.  M.  F.  of  1.44  volts,  let  the  sliding  con- 
tact  connected  to  5  be  placed  to  division  144  and  the  resistance 
^be  adjusted  so  as  to  bring  the  millivoltmeter  to  zero.  After 
this  adjustment  is  made,  each  of  the  divisions  of  the  scale 
means  yj,  of  a  volt.  If,  therefore,  S  is  replaced  by  T,  and  if 
the  sliding  contact  must  be  moved  to  division  175  in  order  to 
make  the  millivoltmeter  point  to  zero,  the  E.  M.  F.  of  T  ia 
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equal  to  1.75  volts.  The  accuracy  of  this  method  is  e 
ingly  high,  if  the  resistance  of  S  and  T  are  only  a  few 
In  case  the  resistance  of  S  is  as  high  as  in  the  usual  Cla 
the  accuracy  amounts  to  about  0,4  per  cent. 

Measuring  Current  Strength  with  the  Ammeter. — Foi 
uring  the  strength  of  the  current  the  ammeter  is  generall 
The  instrument  is  to  be  inserted  in  the  main  circuit  itsi 
Fig.  11),  and  the  wires  must  be  connected  so  that  the  c 
from  the  positive  terminal  enters  the  upper  one  of  the  tw 
B  ing  posts  situated  at  the  right 

the  instrument.  The  needl 
is  deflected  to  the  right ;  a 
tion  to  the  left  would  show  tj 
connections  have  been  mac 
wrong  way,  and  that  the  wire 
be  exchanged.  The  pointer 
directly  in  amperes. 

This  measurement  of  c 
strength  is  exact  to  y^  am 
an  ammeter  with  a  range  fron 
amperes  is  used ;  and  to  ^^^  c 
if  one  with  a  range  from  o  to  i 
peres  is  used.  The  limit  of  ac 
of  other  ammeters  is  given 
manufacturers. 

It  is  often  of  importanc 

the  strength  of  the  current 

not  be  altered  essentially  by 

ing   an    ammeter    in    the    < 

Besides   this,  it  is  particulai 

portant   in   station   ammetei 

the  instrument  itself  should 

as  small  a  part  as  possible 

■entire  energy  of  the  current,  so  as  to  avoid  useless  wi 

power.     Both  these  requirements  are  fully  met  in  the  ^ 

Kimmeters,  in  which  the  internal  resistance  is  exceedingly 

Suppose,  for  instance,  the  very  unfavorable  case  in 
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150  amperes  are  flowing  in  a  circuit  of  only  2  volts.  The 
Weston  ammeters  then  would  absorb  4.95  watts,  which  is  only 
1.65  per  cent  of  the  entire  energy  of  300  watts. 

In  ordinary  cases  the  resistance  of  the  Weston  ammeter 
may  be  neglected  in  comparison  with  the  resistance  of  the  rest 
of  the  circuit.  Care  should  be  taken,  especially  with  strong 
currents,  that  the  wires  leading  to  the  ammeter  are  of  a  proper 
size  in  order  that  they  do  not  become  overheated  and  do  not 
introduce  unnecessary  resistance. 

Measuring  Current  Strength  with  the  Voltmeter. — If  the 
resistance  of  a  part  of  the  circuit  is  known,  or  if  the  circum- 
stances allow  inserting  a  known  resistance  into  the  circuit,  the 
strength  of  the  current  may  be  measured  with  a  voltmeter. 

In  Fig.  8,  let  R  be  the  known  resistance  between  the  points 
5  and  C  of  the  circuit,  and  A  the  strength  of  the  current  to  be 
measured.  The  binding  posts  of  the  voltmeter  are  connected 
to  the  ends  B  and  C  oi  R.  If,  then,  the  voltmeter  indicates  V 
volts,  the  intensity  of  the  current  in  amperes  is 

In  this  measurement  it  is  advisable  to  pay  attention  to  the 
following  points:  (i)  That  the  wire  of  the  resistance  be  thick 
enough  to  stand  the  current  to  be  measured,  without  danger 
of  being  overheated  or  of  having  its  resistance  changed  appre- 
ciably by  the  heat  developed  by  the  current.  (2)  The  resist- 
ance introduced  by  the  insertion  of  this  wire  in  the  circuit 
always  reduces  the  current  more  or  less ;  this  must  be  taken 
into  account  in  making  accurate  measurements. 

If  the  reading  is  exact  to  —  volt,  the  measurement  of  cur- 

rent  strength  will  be  exact  to  — —^  ampere.  If,  for  instance, 
R^\  ohm  and  the  readings  are  taken  on  a  voltmeter  ranging 
from  0  to  5  volts,  then  —  will  be  ^-^  and  the  possible  error 

will  be 

I       _    2     _    I 
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In  this  measurement  it  is  most  convenient  to  make  R  = 
ohm.  In  this  case  the  number  of  amperes  measured  is  eqi 
to  the  number  of  volts  indicated  by  the  voltmeter.     If  R 

cqujil  to  ^^  ohm,  the  amperes  of  the  current  are  equal  to  - 
i.e..  equal  to  the  number  of  volts  read,  multiplied  by  la 


^ 


p?nenl  it  ^  =  -  ohm,  the  current  is  equal  to  n .  K  amperes 

Gi%t^a2  Method  cf  iLasuring  RtsistanctS  witk  the  Vc 
mtTi*^^ — The  resistance  ^  to  be  measured  is  inserted  in  ser 
ti-i:h  J  current  generator  B  vbatter\\  d>'namo,  etc),  and  \intl 
kr-.'^'ftT.  r^siancc  K,  ^see  Fig.  12).     If  now  the  voltmeter 
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tsmeiitiotied  before,  the  readings  V  and  F", ,  if  taken  on 
T  scale  of  the  ordinary  double-scale  voltmeter,  are  cor- 
j1i[  volt.     The  error  of  a  measurement  of  resistance 
U  therefore  be  at  the  most  equal  to 

;xample  the  error  would  be  equal  to 
3  per  cent, 


3 


s/v^-^V 


BtS,  is  very  different  from  R,  very  small,  for  instance,  com- 
dwitli^,  it  is  sometimes  more  convenient  to  measure  V 
ic  upper  scale  and  V,  on  the  lower  one.     The  error  then 

b  the  most  equal  to 


loo  X 


*3oo  y.  V,~  \oy.  V 


]  per  cent. 


K,Ior  instance,  R^  =  2.5  ohms,  V,  =  3.85  volts  (lower  scale), 
%V~  94.7  volts  (upper  scale),  then 


2-5  X  947  _ 

'        3-Ss'     " 


61.5  ohms. 


3  X  3-85 

lay  be  modified  by  inserting  an  ammeter  in 
Instance  R^ ,  as  shown  in  Fig,  13. 

r  reads  A   amperes,  and  the  voltmeti-r 
iRce  R  is  calculated  from  the  formul.i 


*lts,  A  —  4.2  amperes,  then 
S.v  ohm. 
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If  an  ammeter  from  o  to  j  amperes,  and  a  voltmeter  fr( 
o  to  5  volts,  are  used,  the  possible  error  would  be 


since  the  readings  on  the  ammeter  are  correct  to  y^  ampi 
and  those  of  the  voltmeter  to  -^  volt.  In  the  forego 
example  the  error  would  be 


^300  X  3.6  ~  200  X 


X4-2/ 


0.2  per  cent. 


Measurement  of  Very  Small  Resistance!. — A  very  valui 
feature  of  the  millivolt  meter  is  its  adaptability  for  measui 
small  resistances.  The  method  is  tlie  same  as  the  one 
plained  above  (see  Fig.  13). 
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The  error  caused  by  inaccurate  reading  is  less  the  greater 
lie  current  used.  Consequently  it  is  advantageous  to  make 
lie  current  as  large  as  the  circumstances  permit.  On  the 
itherhand,  the  error  will  be  larger  the  smaller  the  resistance 
obe  measured. 

II,  for  instance,  the  resistance  of  a  certain  length  of  a  cop- 
per rod  between  the  knife-edges  B  and  C  is  to  be  measured, 
the  connections  are  made  as  in  Fig.  14.     If  the  amperemeter 


indicates  35.4  amperes  and  the  millivoltmeter  aooS/j  volt,  the 
resistance  of  the  rod  is  equal  to 


00087s 
35-4 


~  0.000247  ohm. 


If  an  ammeter  with  a  scale  of  from  o  to  50  amperes,  and  a 
millivoltmeter  with  a  scale  of  from  o  to  yjj  volt  is  used,  and  if 
the  readings  on  both  instruments  are  correct  to  ^  of  a  scale 
division,  the  error  of  measurement  is  at  the  most  equal  to 


100  X  I 


100,000  X  0.0087s       20 


20  X  354/  ' 


0.2s  per  cent. 
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Second  Method  {^{QVCitn^YxocWch). — The  cell  E  to  be  meas- 
ured is  joined  up  with  the  resistance  R^  R^  and  r, ,  as  illustrated 
in  Fig.  17.  By  means  of  the  key  K  the  point  A  may  be  con- 
nected either  with  B  or  with  C,  If  A  is  connected  to  C,  r,  is 
a  shunt  to  i?, ,  while  upon  connecting  A  to  B  the  resistance  7?, 
and  r,  is  a  shunt  to  R^ .  The  voltmeter  (0-5  volts)  is  con- 
nected to  the  terminals  of  r,  in  both  cases. 

Now,  the  value  of  r,  is  adjusted  in  such  a  way  that  the 
deflection  V  ol  the  voltmeter  remains  unaltered  whether  A  be 
connected  to  B  or  to  C  Then  the  resistance  of  the  element  E 
will  be  exactly  equal  to  r^. 

It  is  advisable  to  connect  an  auxiliary  known  resistance  r, 
in  series  with  E  for  the  proper   regulation   of  the   current 


mmmt- 


Fig.  17.— Measurkment  of  the  Internal  Resistance  or  Cells. 

Strength  ;  this  must  be  deducted  from  the  value  of  r, .  If  the 
resistance  of  the  cell  is  known  approximately,  it  is  best  to 
make  7?,  equal  to  about  one  and  a  half  times  the  sum  of  r, 
and  the  internal  resistance  of  the  element,  and  to  make  R^ 

The  following  example  will  illustrate  the  method.  If  it  is 
known  that  the  resistance  of  the  cell  is  about  i  ohm,  then 
make  r,  =  5  ohms. 

R^  =  1.5(1  -f  5)  =  9  ohms. 
-^1  =  ^R^  =  4-5  ohms. 
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If,  then,  r,  must  be  made  equal  to  6.2  ohms  in  order  to 
obtain  no  variation  of  the  deflection  of  the  voltmeter  upon 
interchanging  the  connection  of  A  with  B  and  (7,  the  resist- 
ance of  the  cell  will  be 

6.2  —  5  =  1.2  ohms. 

An  error  of  ^  of  a  scale  division  will  produce  an  error  of 
about  0.5  per  cent  in  the  value  of  r,. 

Half-Deflection  Method. — The  cell  or  battery,  the  unknown 
resistance  of  which  may  be  R  ohms,  is  joined  up  in  series  with 
a  millivoltmeter  ranging,  for  instance,  from  0-0.04  volt  and 


Fig.  xS. — Arrangsmbnt  op  Apparatus  for  Tbsting  Accumulators. 

with  a  suitable  resistance  R^  of  such  an  amount  as  to  produce 
nearly  the  whole  scale  deflection.  Then  the  resistance  7?,  is 
increased  to  R^  ohms,  so  that  exactly  half  the  former  deflection 
is  obtained.  Then  there  will  be,  if  r  is  the  resistance  of  the 
millivoltmeter, 

R  =  R^-  {2R,  +  r)  ohms. 

If,  for  instance,  r  =  i  ohm,  R,  =  16.25  ohms,  R^  =  35.5 
ohms,  then  R  =  35.5  —  (35.5  +  i)  =  2  ohms. 

As  the  polarization  of  a  cell  depends  on  the  strength  of  the 
current  flowing  through  the  cell,  a  certain  error  is  caused  by 
this  fact  in  this  method,  and  this  error  is  much  higher  than  the 
one  caused  by  the  admissible  error  in  the  readings  of  the  milli- 
voltmeter. Nevertheless,  this  method  is  accurate  enough  for 
practical  work. 
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Testing  Accumulators. — The  voltmeter  is  particularly  well 
adapted  for  accumulator  work,  especially  for  the  examination 
«( the  single  cells. 

The  examination  of  the  single  cells,  which  ought  to  be 
made  at  least  twice  a  week,  has  heretofore   been   made  by 


means  of  a  smalt  2-volt  incandescent  lamp  attached  to  the 
cell  terminals,  the  degree  of  brightness  of  this  lamp  being 
taken  as  an  indication  of  the  state  of  the  cell.  It  is  unneces- 
sar}'  to  say  how  poor  a  method  this  is.  If,  however,  the 
Weston  voltmeter,  which  is  just  as  convenient  (ranging  from 
0  to  5  volts),  be  used,  instead  of  the  incandescent  tamp,  the 
voltage  is  read  directly  to  fractions  of  -j-Jtt  of  a  volt. 

In  charging  a  secondary  battery  it  is  an  important  point, 
as  is  well  known,  not  to  exceed  a  certain  maximum  charge, 
because  otherwise  the  battery  will  be  damaged  and  most  of 
the  current  wasted,  more  than  go  per  cent  of  it  being  consumed 
in  developing  oxy-hydrogen  gas.  Of  the  methods  for  ascertain- 
ing the  limit  of  charge,  as,  for  instance,  watching  the  develop- 
ment of  gas-bubbles,  the  density  of  the  acids,  etc.,  none  is  as  ac- 
curate as  or  more  convenient  than  the  observation  of  the  pressure 
at  the  terminals  by  means  of  the  voltmeter.     The  charging  is 
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continued  until  the  voltmeter  indicates  the  maximum 
allowed  for  the  battery  (ordinarily  about  2.5  volts  per 
is  then  stopped.     On  discharging,  also,  it  is  certain 
reasonable  to  determine  the  limit  of  the  discharge  f 
indications  of  the  voltmeter  than  from  the  decrease  oi 
ness  of  the  incandescent  lamps.     The  discharging  is 
when  the  voltmeter  reads  1.85  or  1.80  volts  per  cell 
ing  to  the  requirements  made  by  the  makers. 

The  charging  as  well  as  the  discharging  current 
ured  by  means  of  an  ammeter.     At  the  beginning  of 
charge  the  connections  with  the  ammeter  must  be  1 
the  direction  of  the  current  being  reversed,  while  no  c 
required  for  the  connections  of  the  voltmeter. 

It  is  convenient  to  arrange  the  apparatus  as  show 
19.     For  charging  the  switch  T  is  turned  so  as  to  cc 
to  b  and  c^  to  c.     For  discharging  the  switch  is  moved 
connect  a  to  b^  and  b  to  ^,.     The  ammeter  connected 
c^  is  then  always  properly  connected. 

In  case  a  single  accumulator  cell  is  to  be  tested  ir 

ticularly,  all  measurements 
motive  force,  internal  resistai 
age  at  terminals,  etc.)  ma> 
ried  out  with  one  voltmeter 
volts)  by  using  the  following 
ment  (Fig.  20). 

Let  A  be  the  accumulat 
^    charged  from  the  current  g 
Gy  R  2l  resistance  of  one  c 
~^         instance,  if  the  circuit  is  clc 
and  the  voltmeter  attached 
C  as  shown,  then  the  voltrr 
give  the  voltage  e  at  the  t 
of  the  accumulator  A  while  < 
Fig.  20— arrangkment OF  apiara- By  shifting  the  connection 

Tus  FOR  Testing  Accumulators.  .  ,  ^         .-  ir-»-i 

voltmeter  to  6  and  D,  the 
C  of  the  current  passing  through  A  is  found  ;  and  if 
meter  is  connected  again  to  B  and  C  after  opening  tJ 
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By  the  voltmeter  indicates  the  electromotive  force  E  of  the 
accumulator. 

If  r,  is  the  internal  resistance  of  the  accumulator ,  then 
during  the  charge 


^=:£  +  r,  XC,    or    r,  = 


e  --E 

c  • 


During  the  discharge  through  a 
resistance  R^  (Fig.  21)  the  measure- 
ment is  the  same,  but  then 

^  =  £  -  r.  X  C, 


or 


E-^e 


'^^-r-^ 


If,  for  instance,  during  the  charge 
'=2.35   volts,  jB  =  2.20  volts  and  « 

*'•'  Fig.  ai.— Arrangement  op  Appara- 

C=  5  amperes,  then  tus  for  testing  accumulators, 

2.35  —  2.20       0.15  , 

r,  =  -^=^ = ^  =  0.03  ohm. 

5  5 

Precautions  to  be   Observed  in   Using    the  Weston 

Instruments. — As  mentioned  before,  it  is  advisable  to  avoid 
violent  shaking  of  the  instruments,  since  the  pivots  and  jewelled 
bearings  of  the  movable  coil  might  thereby  be  damaged. 

The  influence  of  magnetic  fields  upon  the  instruments  is 
objectionable  only  if  the  fields  are  very  strong  and  if  the  in- 
strument happens  to  come  into  close  proximity  with  them. 
A  Weston  shunt  dynamo  of  medium  size  running  with  a  volt- 
age of  130  volts  hardly  affected  the  readings  at  a  distance  of 
three  feet,  while  at  a  distance  of  five  feet  no  effect  whatever 
could  be  noticed.  To  be  perfectly  safe,  it  is  advisable  not  to 
place  the  instrument  in  the  immediate  neighborhood  of  dyna- 
nios  or  heavy  currents  on  switch-boards. 

The  instrument  should  be  placed  approximately  horizontal 
when  measurements  are  to  be  made.     In  case  a  small  inclina- 
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tion  is  desirable,  this  inclination  should  never  be  so  large  that 
the  pointer  deviates  from  the  zero  point  when  the  instrument 
is  not  in  circuit.  If  the  instrument  is  used  at  an  inclination, 
the  friction  in  the  bearings  may  be  slightly  increased,  thus 
impairing  the  accuracy  of  the  indications.  Large  masses  of 
iron  should  be  avoided  in  close  proximity  to  the  instrument, 
and  it  should  never  be  placed  on  top  of  a  dynamo,  running  or 
idle,  on  steam-chests,  steam-pipes,  iron  steam-radiators,  bus- 
bars, etc.  Anything  of  that  kind  will  not  affect  the  magnet 
permanently,  but  it  will  change  the  reading  of  the  instrument 
for  the  time  being.  Neither  should  the  instrument  be  put  in 
a  hot  place,  since  this  might  melt  off  the  parafiine  insulation 
on  the  resistance-coil.  If  the  instrument  is  to  be  fastened 
down,  brass  screws  should  be  used,  and  not  iron  nails  or  spikes 
(all  cases  which  come  within  the  actual  experience  of  the 
manufacturers). 

In  making  connections  for  the  voltmeter,  thin  flexible  wire, 
well  insulated,  should  always  be  used,  and  proper  care  taken 
that  no  short  circuit  is  made  through  the  metal  case  (an  acci- 
dent happening  rather  often  through  carelessness  of  the  user) 
by  touching  it  with  the  bare  ends  of  the  two  pressure  wires. 

Wiping  the  glass  cover  before  making  a  reading  should  be 
avoided.  Neglect  of  this  rule  frequently  causes  great  discre- 
pancies in  the  readings  of  electrical  measuring  instruments  ;  the 
very  light  aluminium  pointer  of  the  instrument  being  affected 
by  the  static  charge  of  the  glass,  electrified  by  wiping  with  a 
dry  cloth  or  chamois-skin. 

Finally,  it  is  scarcely  necessary  to  mention  that  to  exceed 
the  upper  limit  of  current  or  voltage  for  which  the  instruments 
^re  constructed  would  be  highly  objectionable  and  must  be 
strictly  avoided. 

Standardizing  the  Weston  Voltmeters. — If  a  suspicion 
arises  that  the  apparatus  has  been  injured  by  some  accident, 
and  if  another  Weston  voltmeter  is  available,  the  simplest  way 
of  checking  the  indications,  of  course,  would  be  to  connect 
the  two  instruments  in  multiple  arc  and  to  compare  their 
readings. 
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In  case  the  scales  of  the  two  instruments  are  different,  they 
may  still  be  compared,  if  a  suitable  resistance  be  connected  in 
series,  with  the  instrument  designed  for  the  lower  voltages,  so 
as  to  make  the  sensitiveness  of  both  instruments  alike. 

A  voltmeter  supplied    with   a   calibrating    coil   may   be 

checked  very  easily  by  connecting  it  with  the  poles  of  a  cell  of 

known  and  constant  E.  M.  F.  (Daniell  cell,  Callaud  cell,  etc.). 

If    the  deflection  produced  by  such  E.  M.  F.  has  once  been 

noted,  it  is  evident  that  it  may  be  used  as  a  check  for  all  future 

occasions.     Elements  of  a  very  high  resistance  (as  Clark's  cells 

and  similar  standard  cells)  must  not  be  used  for  this  purpose 

on  account  of  their  rapid  polarization  even  when  made  to  give 

a  very  small  current. 

If  a  more  accurate  calibration  is  desired,  independent  of 
the  indications  of  other  instruments,  a  modification  of  the 
methods  explained  may  advantageously  be  applied  in  the  fol- 
lowing -way : 

Suppose  the  range  of  the  voltmeter  to  be  from  o  to  1 50 
volts.     Let  B  (Fig.   22)  be  a  current  generator  of  constant 


rif^ 


0 
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Pic.  aa. — Standardizing  the  Weston  Voltmeters. 

E.  M.  F.,  capable  of  producing  between  A  and  D  a  potential  dif- 
ference E  up  to  150  volts.     Let  r^  be  a  resistance  serving  to 
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regulate  the  actual  amount  of  potential  difference  between  A 
aiiil  A  To  these  points  are  connected  the  terminals  of  the 
v>il:mcter.  as  well  as  a  shunt  containing  the  rebalances  R^  and 
A'..  Another  shunt  containing  a  standard  cell  S  of  known 
1-1.  M.  F.,  a  mirror  or  other  sensitive  galvanometer  G,  and  a 
kt  y  A*  are  connected  to  the  ends  A  and  C  of  the  resistance  R^, 
Tiio  pole  of  the  standard  cell  connected  to  A  must  be  of  the 
s,inie  polarity  as  the  pole  of  B.  which  is  connected  to  A. 

The  resistances  R^  and  A",  must  now  be  adjusted  in  such 
.1  way  that,  upon  dosing  A',  no  deflection  of  G  is  obtained. 
When  this  is  the  case,  the  proportion  between  the  electromo- 
tive forces  E  and  :»  will  be  i  :  S  =  ^,  +  ^, :  ^, .  or 

For  instance,  lot  5  be  a  C'arlc  cell  having  at  the  existing 
ii!-.-pcr-ituro  .in  E.  M,  F.  of  i_)5  volts.  Let  R,  =  145  ohms 
,1-,;  .\'(  =  0757  ohms  be  the  resi>jdnces  with  which  no  deflec- 
;,..■:-  »,is  ob:,iined  in  the  i^,\lvanomeicr  G.     Then 


>4? 

1:  is  iiv-tf:  co;ivi:-,u-ii;  :o  nial;!-  .ff.  =  ICC  X  5  ohms,  5  being 
:V.i'  1;:  rb;-:  .>i  v.mis  o:  thi-  s:,i;ui.,r^:  cell,  inc  10  bring  the  cur- 
:v-;  -.v.r-s:;-!-;  ;hro;!^h  t.- :,^  rtTi^  by  pri^pcr'-v aifjusiing  the  value 

.'■    -v-v-^i  .A   -.v^v.■:tjL 

Siandju^isin^  (he  Westoo  Amm^teis. — The  most  ob- 
■\  .-..V  « ,;v  ,'!  ohivVirj;  A  \W>;i-:'  ,v,",':,Ti':oT,  if  c.-'jrae,  is  to  com- 
jw..-  .;  w;:>.  A  k:-i-..'..\T  JiT.'.  t;'..,\K~'  ;rs;y,.iv.c-::,  if  xvajlable.  by 
',-.■•  -^.ii  iv.>  the  :w.^  ;:'.*! !-.;;r.c:'.ts  in  riTTSe-r. 

As.  w;:!;  ;h.-  \-.vlT«fif:-s^  :hf  iiis:,,"-.;-:*  ne«d  not  neccs— 
s..-.:-.'.y  K-  o.Miy:u:,:.'s-. ;.-;  :>..■  v.^';v  :.i"Ci-  ,-■  crrt-.l.  It  suffices 
:•  V  vo;v-dy  r*\r;;..-<-  iV.e  *.-  -  :"iv  ■.-<-'  .■  :"-  ,— mi-ter  designed 
ii>;  ^^«xf  tWTcnts  lNy  *;':•..»  ;.-^  A  ».,-,,-:  .-    >.  :A,~,Je  Feasance- 
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voltmeter,  an  ammeter  may  also  be  standardized  by  means  of 
a  reliable  voltmeter.  The  terminals  of  the  voltmeter  are  then 
connected  to  the  terminals  of  a  suitable  and  known  resistance 
inserted  in  the  circuit  of  the  ammeter.  The  calibration  can 
then  be  readily  accomplished. 

Of  course  the  same  method  could  serve  inversely  to  cali- 
brate a  voltmeter  by  means  of  a  reliable  ammeter. 

Another  reliable  way  of  calibrating  an  ammeter,  independ- 
ently of  the  indications  of  other  instruments,  is  to  connect  it 
up  in  series  with  a  constant  current  generator  B  and  a  copper 
orsilver  voltameter  (see  Fig.  23).     The  cathode  K,  that  is,  the 


Fig.  13.— STAHDAUiiur 


plate  on  which  the  metal  is  dt-posiled,  is  to  be  connected  with 
the  negative  terminal  of  £.  Since  acurrent  of  one  ampere  pass- 
ing for  one  minute  deposits  0.504  grain  of  copper  and  1.055 
grains  of  silver,  the  strength  C  of  the  current  used  may  easily 
be  determined  by  the  increase  j)/ in  weight  of  the  cathode.  If 
^is  also  measured  in  grains,  and  if  the  current  was  passing 
through  the  voltameter  during  t  minutes,  then  (see  page  72) 


-  amperes. 


THE    VOLTAIC  CELL. 


1 


C  being  0.304  if  the  copper  voltameter,  and  1.035  ^ 
silver  voltameter  is  used. 

If,  for  example.  M  =  7.25  grains,  t  =  10  minutes,  there 
be,  in  case  of  a  copper  voltameter, 


C=- 


_7.25_ 


GROUPING   OF   CELLS. 

The  cells  forming  a  batterj'  maj'  be  arranged — 
I.  In  series  (sometimes  termed  "in  tension"  or" 


IH 

■AW- 

^3 

the  positive  terminal  of  one  cell  being  conmcted  to  the 
tive  of  the  next  and  so  on  successively  (Fig.  34). 

2.  In  multiple  arc  (sometimes  termed  "in  parallel,"' 
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face," "in  derivation,"  and  "in  quantity"),  in  which  the  like- 
named  terminals  are  united  (Fig.  25). 

3.  In  mixed  relation,  in  which  the  cells  are  arranged  in 
-tveral  groups  united  in  series,  each  group  being  composed  of 
-(-'veral  members  united  in  multiple  arc  (Fig.  2^). 

I.  Grouping  in  5(-nVi.— According  to 
Ohm's  law, 

C ^^ 

in  which  £  =  E.  M,  F,  of  each  cell  of  the 

battery ; 

R  =  internal  resistance; 

r  =  external  resistanct:(circuit); 

n  ^  number  of  cells  forming  the 

battery. 

In  applying  the  formula  it  is  often  pos- 

sibk  to  neglect  either  R  or  r.     R  or  evert 

ii!\  being  negligible  as  compared  with  r, 

ti\i^  current    from   a   single  cell   will   be 

E  nE 

i-'  =  ~  (approx.),  and   for  «  cells  C  =  — 

ffprox.). 
If.  on  the  other  hand,  r  is  negligible  as  compared  to  R,  the 

/. 
rent  from  a   single   cell  will   be   C  =  7,,   and    for   ri   cells 

It  is  important  to  note  that  «  cells  in  series 

Mer  n  times  the  resistance  of  one  cell — since  in  the  former  the 
ti/ofthe  liquid  column  traversed  is  ;i  times  that  in  the 


Grouping  in  Multiple  Arc. — Ohm's  law  gives 


J 
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Nc;*jlectinsj  R,  \vc  have  l'  =    -  •  approx.),  which  obviously  givi 
lio  ad\ancai;c  over  the   single  ceiL     Neglecting  r,  we  ha\ 

c'  ^  i>  :::-     .,     approx.',  \khence  it  results  that  the  current  i: 

m 
creases  proportioiidteI\  to  the  number  of  cells,  and  decreas< 
nearly  proportionately  to  the  resistance. 

3^  JltJecti  iSrt,mfnn^, — Groupini;  in  series  and  grouping  : 
multiple  ore  may  ex  combined  so  as  to  arrange  a  battery  so  . 
to  yield  a  maximum  current.  Thus  it  we  have  a  battery  • 
m  cells,  each  oi  E.  M.  F.  S,  and  of  internal  resistance  R,  it 
of  great  importance  to  arraiv^e  them  so  as  to  drive  the  large 
possible  current  through  a  ^iven  external  resistance  r. 

It  n  has  tactors  w  and  /,  we  may  couple  the  cells  so  as 
have  m  in  series  and  /  parallel.     We  thus  get  a  battery 

E.  M.  F,  =  m£.  and  of  internal  resistance  =  — j-.     The  curre 
obtained  will  be 


If  we  investiiTutc.  either  ali;ebraicallv  or  bv  means  of  the  c 
cuius,  the  arrani:cnic!U  that  will  i^ive  a  maximum  value  of 
we  tind  that  this  occuis  when 

-R  =  r. 

Or,  ^i'e  obtain  the  mojcimum  atrrint  zvith  a  given  battery  whi 
it  is  so  arranged  as  to  ma/fe  the  internal  resistance  as  nearly  * 
possible  equal  to  the  external  resistance. 

It  is  therefore  convenient  to  have  a  batter\-  in  which  tl 
number  of  cells  b  a  number  having  several  pairs  of  factors. 

ExamfU  (Lardcn).— We  will  here  assume  current,  E.  R 
p.,  and  rests*  to  be  expressed  in  the  units  ■imptrtSy  voU 

and  okms,  *  ^* 
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Let  US  have  »  =  24,  £  =  2  volts,  R=  2  ohms,  and  r  =  3 

chms. 

Then  we  have  the  following  arrangements  possible : 

(i)  24  cells  end-on. 

„        ^  24  X  2  48        16        ^ 

Here  c,  = —  =  ---  =  —  amperes. 

24x2  +  3       51        17 

(ii)  12  cells  end-on,  2  parallel 

TT        ^  12  X  2  24       8        ^ 

Here  c,  =  -r-k ; —  =  — ^  =  -  amperes. 

¥X2+3       15        5       ^ 

(iii)  8  ^^/&  end-on,  3  parallel. 

„       ^  8X2  16       48        ^^ 

Here  C,  =  r r—  =  ^nr  =  -^—  amperes. 

1X2  +  3      ly^       25       ^ 

(iv)  6  ^^//y  end-on,  4  parallel, 

XT        ^  6x2  12 

Here  6.  =  ^ ; —  =  -^  =  2  amperes. 

f X  2  +  3        6  ^ 

(v)  4  cells  end-on,  6  parallel. 

Tsi        n  4X2  8        24^ 

Here  C.  =  .  ,,  ^    ,    ^  =  — -  =  — ^  afnperes. 
iX2  +  3       J^       13       ^ 

It  is  needless  to  contiuue,  for  it  is  clear  that  (iv)  gives  us 
the  greatest  current.  And  Case  (iv)  is  that  in  which  the  in- 
ternal resistance  of  the  battery  is  3  ohms,  or  equals  the  ex- 
ternal resistance.  Of  course,  we  cannot  in  general  so  subdivide 
our  battery  as  to  make  the  equality  exact. 


STANDARD   CELLS. 

Although  no  absolute  standard  of  the  unit  of  electro- 
motive force  (the  volt)  exists,  yet  there  are  several  standards 
of  known  value  with  which  comparisons  can  be  made.  The 
cells  most  generally  employed  as  standards  are  some  form  of 
Daniell  gravity  cell,  in  which  the  copper  sulphate  and  the 
zinc  sulphate  solutions  mix  v^ry  slowly,  or  the  form  of  cell 
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commonly  known  as  "  Latimer  Clark's."  The  latest  type  of 
standard  cell  is  that  devised  by  Mr.  Edward  Weston.  These^ 
cells  will  be  found  described  in  their  proper  classifications 
under  the  following  heads :  Ayrton  and  Perry,  Reynier,  Lon- 
don Post  Office,  Kittler,  Lodge,  Ldtimer  Clark,  Warren  De  la^ 
Rue,  Regnault,  Weston,  and  Carhart. 

In  measuring  the  E.  M.  F.  of  a  battery  it  is  compared  witlfc. 
a  standard  of  one  or  more  cells,  and,  the  relative  values  of  the 
two  being  determined,  the  E.  M.  F.  of  the  battery  in  volts  is 
obtained  by  ordinary  proportion.  For  example,  the  relative 
E.  M.  F.*s  of  a  battery  and  three  standard  Daniell  cells  was 
found  to  be  as  1.25  to  i.  The  E.  M.  F.  in  volts  of  the  batter)^ 
was  therefore 


or 


1.25  :  I  ::  3  X  1.079  •  ^> 


I  X  3  X  I.07Q  . 

=     ^  J  ^ iz.  =  2.59  volts. 

1.25  ^^ 


THE  VOLTAMETER. 

This  apparatus,  which  is  employed  to  measure  current 
istrength,  usually  consists  of  a  glass  vessel  filled  with  acidulated 
water  in  which  are  plunged  two  wires  or  plates  of  platinum 
which  serve  to  transmit  the  current  whereby  the  water  is  de- 
composed. In  Fig.  27,  V  is  the  vessel  containing  the  acidu- 
lated water;  L  L\  platinum  electrodes  respectively  connected 
to  the  binding  posts  A  and  B,  and  placed  in  the  inverted  test- 
tubes  H  O,  The  gases  evolved  accumulate  in  the  upper 
portions  of  the  test-tubes.  In  the  form  of  apparatus  rep- 
resented in  Fig.  28  the  test-tubes  C  C\  which  are  arranged  in 
the  vessel  B  and  which  receive  the  platinum  electrodes  PF, 
are  graduated,  so  as  to  allow  of  convenient  measurement  of 
the  accumulated  gases.  At  their  upper  portion  the  tubes  are 
greatly  reduced  in  diameter  (7"  7^)  and  provided  with  stoj>- 
cocks  R  i?'— ^an  arrangement  which  allows  of  the  electrolyte 
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king  drawn  otit  the  tubes  by  aspiration  and  which  therefore 
obviates  the  need  of  displacing  the  tubes  in  order  to  fill  them. 


'  The  voltameter  most  commonly  employed  is  that  in  which 
ihe  electrolyte  is  a  solution  of  suljihate  of  copper,  the   con. 
■■■union  being  as  shown  in  Fig.  rg. 
Tlie  sulphate  of  copper  solution  should  be  chemically  pure. 


W 
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According  to  the  experiments  of  Soret,  however,  the  quanti  X 
of  metal  precipitated  will  be  always  very  nearly  the  satn 
whatever  may  be  the  nature  of  the  solution.  Thus  he  finds  s 
the  weight  of  copper  precipitated  by  one  ampere  of  currer* 
during  one  hour,  the  following: 

Sulphate  of  copper  at  saturation 1. 181 2     gram  2 

"        "         '*       diluted    with     i    vol.    of 

water   1-1835 

Nitrate  of  copper,  concentrated 1.1805 

Phosphate  of  copper  dissolved  in  phosphoric 

acid 1. 1800  " 

Acetate  of  copper i-i/QQ         " 

Mixture  of  sulphate  of  copper  and  sulphate  of 

potassium 1.1806         " 

Mixture  of  sulphate  of  copper  and  nitrate  of 

cobalt 1. 1825 

Mixture  of  sulphate  of  copper  and  sulphate  of 

zinc 1-1835 

Mixture  of  sulphate  of  copper  and  sulphate  of 

cadmium 1-1835 


« 


a 


u 


According  to  V.  Dupr^  (1857),  when  certain  of  the  salts  of 
copper  with  organic  acids  are  electrolyzed  the  resulting  deposit 
is  sometimes  brown  and  sometimes  bright  red  and  its  weight  is 
greater  than  that  of  the  copper  deposited  in  the  sulphate  ol 
copper  voltameter.  This  coloration  of  the  deposit,  as  well  as 
the  augmentation  of  its  weight,  is  due  to  the  formation  of  cop- 
per oxide.  The  production  of  this  compound  ceases  on  oper- 
ating in  a  vacuum  if  a  concentrated  solution  and  an  ener 
getic  current  be  employed,  or  even  if  the  solution  is  acid.  The 
best  way  of  avoiding  the  formation  of  the  oxide  is  to  work  with 
concentrated  solutions  and  a  strong  current. 

The  sulphate  of  copper  solution  is  best  composed  of  a 
mixture  of  3  parts  of  cold  saturated  sulphate  solution  with  2 
parts  of  distilled  water.  If  the  solution  is  too  dilute,  a  portion 
of  the  sulphuric  acid  will  remain  therein  and  will  not  combine 
with  the  anode.     It  is  advantageous  to  agitate  the  solution 


MEA  SUREMEN  TS,  7 1 

before  each  test  with   pure   cupric   hydrate  recently  precipi- 
tated. 

The  copper  anode  should  be  in  the  form  of  a  plate  and 
should  have  a  surface  (one  side)  of  5  square  decimeters  plunged 
in  the  liquid.     A  platinum    anode   will    not   give   absolutely 
exact  results.     Ponthi^re  states  as  follows:    If  there  be  inter- 
posed in  the  circuit  and  in  tension  two  sulphate  of  copper  vol- 
tameters, one  of  which  has  copper  and  the  other  platinum  elec- 
trodes, it  will  become  plainly  apparent  by  repeated  weighings 
that  after  a  certain  period  of  operation  the  weights  of  the  two 
copper  deposits  are  no  longer  equal  per  given  time.     The  so- 
lution of  the  second  voltameter  becomes  more  and  more  im- 
poverished of  copper  and  enriched  with  sulphuric  acid.     The 
latter  becomes  partly  electrolyzed  and  the  energy  expended 
by  the  current  in  the  second  voltameter  is  distributed  in  reality 
between  two  different  electrolytes. 

In  the  sulphate  of  copper  voltameter  the  cathode  should  be 
a  plate  of  platinum  having  a  surface  a  little  larger  than  that 
of  the  copper  anode.  Before  using  the  platinum  plate  it 
should  be  placed  for  some  time  in  dilute  boiling  nitric  acid, 
then  carefully  washed  in  distilled  water  and  dried  between 
leaves  of  filtering-paper.  Finally  it  may  be  passed  through  the 
non-luminous  flame  of  the  Bunsen  burner,  cooled  and  weighed. 
The  strength  of  current  should  not  exceed  from  2.5  to  3 
amperes  per  square  decimeter  of  cathode.  The  temperature 
of  the  solution  should  not  be  above  40°C. ;  otherwise  there  will 
he  notable  oxidation  of  the  copper.  Not  less  than  i  gram 
of  copper  should  be  deposited  in  order  that  slight  errors  in 
height  may  not  materially  influence  the  result. 

When  the  voltametric  test  is  terminated,  the  plate  is  re- 
nioved  quickly  from  the  solution,  washed  in  distilled  water, 
dried  between  leaves  of  filtering-paper  and  left  standing  on 
end  for  several  hours.  The  quantity  Q  in  coulombs  which  has 
traversed  the  voltameter  is  calculated  from  the  electro-chemi- 
cal equivalents.  The  strength  of  current  C  may  be  obtained 
by  the  formula 

C  =  -  amperes. 
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in  which  /  represents  the  time  in  seconds  during  which  the 
current  has  passed.      For  convenience,  however,  it   may  b^ 
noted  that  one  ampere  of  current  deposits  0.00111815  gram 
or  0.017253  grain  of  silver  per  second  on  one  of  the  plates  of  a. 
silver  voltameter,  the  liquid  used  being  a  15  to  30  p.  c.  sol.  of 
silver  nitrate ;   0.00032959  gram  or  0.005084  grain  of  copper 
per  second  on  one  of  the  plates  of  a  copper  voltameter,  and 
0.0003392  gram  or  0.005232  grain  of  zinc  per  second  on  one  of 
the   plates   of    a    zinc   voltameter,   and    also    to   decompose 
0.00009326  gram  or  0.001439  grain  of  dilute  sulphuric  acid  per 
second.     Hence,   if   C=  current    strength    in    amperes,  M  z=. 
amount  of  metal  deposited  or  sulphuric  acid  decomposed  in 
given  time,  c  =  amount  of  metal  deposited  or  sulphuric  acid 
decomposed  by  i   ampere,  and  /  =  time  in  seconds,  we  have, 

as  expressing  the  relation  of  the  factors.  C  =  A  (-  P^ge 

63). 

In  order  to  determine  small  quantities  of  copper  it  is  pref- 
erable  to  use  as  electrodes  very  fine  and  short  copper  wires 
instead  of  plates  of  that  metal.  Lenz  has  constructed  a  very 
accurate  voltameter  in  which  there  is  measured  the  volume  of 
mercury  set  at  liberty  during  electrolysis  of  mercurous  nitrate. 
The  calculation  is  the  same  as  for  copper. 

THE     POSSIBILITIES    AND     LIMITATIONS    OF    CHEMICAL    GEN- 

ERATORS  OF   ELECTRICITY.* 

The  electromotive  force  which  a  given  battery  or  combina- 
tion of  materials  will  develop  is  the  first  and  most  important 
question  in  electro-chemistry.  Of  course  the  best  and  surest 
way  to  arrive  at  this  E.  M.  F.  is  to  determine  it  by  actual 
experiment  with  a  voltmeter,  or,  still  better,  by  comparison 
with  a  standard  cell.  There  are,  however,  many  times  when 
the  materials  or  instruments  are  not  at  hand,  and  a  calculation 
or  predetermination  of  the  E.  M.  F.  is  very  convenient. 

*  From  a  paper  by  Prof.  F.  B.  Crocker  read  before  the  American  Institute 
of  Electrical  Engineers.  i88S. 


MEASUREMENTS,  73 

The  formula  for  calculating  the  E.  M.  F.  is  obtained  by 
assuming  that  the  electrical  energy  of  the  given  chemical  com- 
bination is  equal  to  the  heat  energy  which  the  same  combina- 
tion is  capable  of  producing,  or  EC  =^ /^A6CaH.  That  is, 
volts  multiplied  by  coulombs  is  equal  to  the  coulombs  multi- 
plied by  the  electro-chemical  equivalent,  i.e.,  the  weight  of 
material  required  per  coulomb  and  that  by  the  heat  produced 
by  one  gram  of  the  material.  Cancelling  the  C  in  both 
members,  we  have  -£  =  4.16^//,  in  which  E  is  the  E.  M.  F. 
in  volts,  a  is  the  electro-chemical  equivalent  (grams  per  cou- 
lomb), and  H  is  the  number  of  heat  units  (gram-degrees  Cent.) 
produced  per  gram  of  material  by  the  given  chemical  com- 
bination. The  values  of  a  and  H  are  given  for  most  mate- 
rials in  electrical  and  chemical  books  of  reference,  and  the 
calculation  is  a  very  simple  one.  Nevertheless  this  formula 
and  the  principle  involved  in  it  are  not  generally  understood 
and  are  very  seldom  used.  The  equation  deduced  above  is  that 
ordinarily  given,  but  what  has  been  found  to  be  a  more  con- 
venient form  of  it  is  obtained  by  assuming  that  E  =  //,  giving 
^  its  value  for  hydrogen  (.00001035).  Solving  with  respect  to 
/f  we  have  H  =  23,300,  which  means  that  23,300  is  the  number 
of  heat  units  per  equivalent  corresponding  to  one  volt,*  and  all 
that  is  necessary  to  find  the  E.  M.  F.  of  any  given  chemical 
combination  is  to  divide  the  number  of  heat  units  per  equivalent 
(which  is  the  form  they  are  almost  always  given  in)  by  23,300 
and  the  quotient  is  the  E.  M.  F.  in  volts.  For  example,  to 
obtain  the  E.  M.  F.  which  zinc  and  free  chlorine  will  develop 
divide  48,603  (which  is  the  number  of  heat  units  produced  by 
the  combination  of  one  equivalent  of  zinc  with  one  of  chlorine 
as  given  byThomsen)  by  23,300,  and  the  result  2.09  is  certainly 
very  close  to  2.1 1,  the  actual  value  obtained  by  experiment. 
In  the  same  way  the  E.  M.  F.  of  other  combinations  of  mate- 
rials may  be  predetermined,  but  it  should  always  be  borne  in 
niind  that  the  heat  of  combination  corresponding  to  one  equiv- 
alent  o{  the  material  should  be  taken  and  not  necessarily  that 
corresponding  to  one  atom  ;  as,  for  example,  in  the  case  of 
zinc,  the  heat  per  atom  (65  grams)  is  97,2CX),  which  has  to 

*  See  note,  p>*ge  86. 
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be  divided  by  2  to  reduce  it  to  one  equivalent,  because  zinc 
a  dyad  and  takes  two  aton\s  of  chlorine,  which  is  a  monad.  I 
the  case  of  monad  metals  like  sodium,  potassium,  and  silve 
the  figures  may  be  taken  just  as  they  are  given  in  the  table! 
Mistakes  very  frequently  arise  in  this  way;  in  fact,  there  i 
seldom  found  a  table  of  electro-chemical  equivalents  in  whici 
this  point  was  correctly  introduced  in  every  case. 

In  order  to  test  the  practicability  and  accuracy  of  calculal 
ing  E.  M.  F.,  as  well  as  to  obtain  reliable  results  and  full  dat 
for  their  own  value,  the  E.  M.  F.  given  by  thirteen  of  th 
most  important  metals  was  determined  in  combination  with  fre 
chlorine,  bromine,  and  iodine,  and  the  results  are  given  i 
Tables  A,  B,  and  C,  respectively.  In  Table  D  these  resuh 
have  been  averaged  and  placed  side  by  side  with  the  result 
obtained  by  calculation.  The  agreement  between  the  two  set 
of  figures  is  not  perfect  by  any  means,  but  when  it  is  remen 
bered  how  the  E.  M.  F.  of  a  cell  will  change  one  or  two  tenth 
of  a  volt  on  apparently  the  slightest  provocation,  it  will  b 
evident  that  the  figures  are  strikingly  close.  In  more  tha 
half  of  the  cases  the  difference  is  less  than  one-tenth  of  a  vol 
and  the  average  difference  is  only  slightly  more  than  tha: 


Table  A. 

E.  M.  F.  produced  by  dififerent  metals  in  combination  with  free  chloric 
in  solutions  of — 


Metals. 


Magesium. . . . 

Zinc 

Cadmium 

Aluminium. . . 

Iron 

Cobalt 

Nickel 

Tin 

Lead 

Copper 

Silver 

Aoiimony. . . . 
Bismuth 


Magnesium 

Zinc 

Zinc 

Zinc 

Hydro- 
chloric 
Acid. 

Common 

Chloride. 

Chloride. 

Chloride. 

Chloride. 

Salt. 

2.83       2.65 

2.65 

3.2-3.15 

2.85 

2 

2.20 

2.13 

2. II 

2.20 

2.18 

1.94 

1.86 

1.98 

1.93 

1.75 

2.04 

1.88 

1.02 

i.gS 

1.60 

1.56 

1.5 

1.67 

1.68 

1.43 

1-43 

1. 41 

1.50 

1.45 

1.33 

1.27 

1.40 

1-33 

1.50 

1.70 

1.6 

1.57 

1.68 

I  66 

1.63 

1.62 

1.60 

1.68 

1.65 

1. 31 

1.30 

1.29 

1-37 

1-34 

I. II 

1. 12 

1.13 

1.15 

1. 10 

1.20 

1.23 

1.25 

1-25 

1.08 

1.29 

1.25 

1.20 

1.27 

1. 19 

Aver 
age. 

3.1 
2. II 

1.9 

2 

1.6 

1.42 

1.3- 
1.6] 

1.6- 
1.32 
1. 11 
1.2: 

1.2] 
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Table  B. 
E.  M.  F.  of  differeot  metals  with  free  bromine  in  solutions  of 


Metals. 


Magnesium 
Bromide. 


Magnesium 

Zinc 

CadiniaiD . . 
Aluminium. 

Iron 

Cobali 

Nicitcl 

Tin 

Uad 

Copper . . . . 

Silver 

Antimony. . 
Bismuth.... 


2.55 
1.84 
1.6 

1.5 

1.33 
Z.I 
.8 
1. 12 

1.4 
1.05 

•97 

.99 
.93 


Nickel 
Bromide. 


2.45 
1.78 

1.54 
1.46 

1.25 
1.02 

.85-8 

I.31 
1.27 

.96 

.94 
.73 
.9 


Potassium 
Bromide. 


2.51 
1.83 

1.63 

1-47 

I.31 

1.05 

.8 

1.3 

1.33 
i.oi 

.97 
.71 
.96 


Hydro- 

MainiM* 

bromic 

Bromide 

Acid. 

weak. 

2.7 

2.57 

1.79 

1.85 

1.57 

1. 61 

X.46 

1.6 

1.26 

1.33 

1.06 

1. 13 

.87 

.94 

1.25 

1.27 

1.28 

.99 

1.03 

•95 

•93 

.87 

.97 

.88 

.92 

Average. 


2.56 

79 

58 

53 

3 

05 

85 

3 

33 
02 

95 

8 

92 


Table  C. 
£.  M.  F.  of  different  metals  with  free  iodine  in  solutions  of 


Metals. 


_  lesium 

Zioc 
Cadmium.. 
Aluminium 
Iron.  ..   . 

Cobalt 

Nickel 

Tin 

Lead 

Copper 

Silver 

Antimony. 
Bismuth. . . 


Magnesium 
Iodide. 


2.02 

1.35 
1. 12 

•92 
.69 

.6 


.63 
.65 
.41 

•39 


Zinc 
Iodide. 


1.23 
1. 12 

•83 
.6 

.42 

.35 
.72 

.82 

.67 
.67 

.47 
.46 


Potassium 
Iodide. 


2.00 
1.29 

113 

.87 

.74 

.5 

.37 
.69 

.85 
.62 
.64 
.46 
.42 


Average. 


2.01 
1.25 
1. 12 

.88 
.68 

.51 
.36 

.71 

.83 
.64 

.65 

.44 

.43 


There  has  been  no  warping  or  coaxing  of  the  figures  to  secure 
uniformity.  The  resultr  are  given  just  as  they  came.  If  fig- 
ured were  picked  out  from  the  dififerent  observations  it  would 
be  possible  to  obtain  almost  perfect  agreement  between  the 
calculations  and  the  determinations,  as  one  may  see  by  looking 
over  the  tables. 

In  regard  to  the  experimental  results  as  given  in  Tables  A, 
B,  and  C,  it  may  be  stated  that  all  the  metals  and  salts  used  were* 
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Table  D. 

Comparison  of  the  E.  M.  F.  calculated  from  the  heat  of  combination  and 
the  E.  M.  F.  determined  by  experiment. 


Meult. 


Magnesium. . . 
/i<inc«««    •  •  •  •  • 
Cadmium  . . . . 
Aluminium. . . 

Iron 

Cobalt 

Nickel 

Tin 

Lead 

Copper 

Silver 

Aniimony. . . . 
Bismuth 


Combination 

with  Chlorine 

Calculated. 


3.24 
2.09 
2. 

2.3 

1.75 

1.64 

1.57 
1. 71 
1.76 
1.4 
1.25 

1-3 
1.3 


Determined. 


3-1 
2. II 

1.9 

2 

1.6 

1.43 

1-33 
1. 61 
1.63 

1.32 
I. II 
1.22 
1. 21 


Bromine. 

De- 

Iodine 
Calcu- 
lated. 

Calculated. 

termioed. 

1.68 

1.79 

1.05 

1.58 

1.58 

•97 

1.7 

1-53 

1. 00 

1.5 

13 

.85 

1.5 

1.3 

.  . 

1.38 

133 

•85 

1.07 

1.02 

.69 

•97 

•95 

.59 

De- 
mined. 


I  25 
1.12 

.88 
.68 


.83 
.64 

.65 


Table  E. 
E.  M.  F.  produced  by  different  metals  substituted  for  the  zinc  in  a  Daniell's 


cell. 


Metals. 


Zinc 

Cadmium. . 
Aluminium 

Iron 

Cobalt 

Nickel. . . . 


Voltt. 


1.08 

.79 
.65 
.64 
.40 
.1 


MeUls. 


Lead 

Copper. . . 
Silver. . . . 
Antimony 
Bismuih.. 


Volis. 


.58 
.07 
.02 
.oq 

.17 


chemically  pure,  with  the  exception  of  the  metals  magnesiunn 
and  aluminium,  and  these  were  of  a  very  good  quality.  Pure 
carbon  plates  were  used  for  the  negative  plate,  but  platinuir 
was  also  tried  and  gave  substantially  the  same  results.  The 
E.  M.  F.  was  measured  by  a  Thomson  reflecting  galvanometei 
(by  Elliott)  using  two  independent  standard  Daniell  cells.  Om 
fact  which  strikes  one  in  looking  over  the  Tables  A,  B,  and  ( 
is  that  the  E.  M.  F.  is  not  very  greatly  afifected  by  the  solution 
a  certain  metal  gives  about  the  same  result  in  one  chloride  a 
in  another,  and  the  same  is  true  of  the  bromides  and  iodides 
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In  Table  E  will  be  found  the  E.  M.  F.  obtained  by  substituting 
different  metals  for  the  zinc  in  a  DanJell's  cell,  but  these  re- 
sults being  from  only  one  series  of  observations  are  probably 
not  so  reliable  as  those  In  the  preceding  tables. 

In  the  remaining  table  are  collected  in  condensed  form 
the  principal  facts  in  regard  to  batteries  in  which  zinc  is  used 
as  the  electro-positive  material  with  the  most  important  electro- 
negative or  depolarizing  materials.  The  facts  in  regard  to 
metallic  zinc,  which  hold  good  in  all  cases  in  which  it  is  used 
•■■"1  matter  what  the  other  material  is),  are  given  on  a  horizontal 
iiLwith  zinc.  Below  this  the  facts  in  regard  to  each  particuhir 
■:  imhination  are  given  opposite  the  depolarizer.  For  example,. 
in  data  of  a  zinc  and  chlorine  battery  are  given  on  a  hori- 
.  nial  line  with  chlorine,  of  a  zinc  and  nitric  acid  (Bunsen)^ 
jjiUry  on  a  line  with  nitric  acid. 

For  convenience  the  table  is  divided  into  two  parts;  the 
■^flliand  side  contains  the  purely  scientific  data, and  the  right- 
nand  portion  contains  the  practical  facts. 

In  the  first  column  of  the  first  part  are  given  the  chemical 
symbols  reduced  to  a  common  basis,  any  one  of  the  cxpres- 
'i"n*  being  chemically  equivalent  to  any  other.  For  example, 
■iH-half  atom  of  zinc  (JZn)  requires  one  atom  of  chlorine  (CI), 
r  line-half  atom  of  oxygen  (iO).  or  one-third  molecule  ot 
lirdmic  acid  (iCr,0,),  or  oncsixth  of  the  mixture  of  one 
ninltcule  of  potassium  bichromate  and  seven  molecules  of  sul- 
piiuricacid  (i[K,Cr,0, +  7H.SO,]),  and  so  on. 

In  the  second  column  arc  given  the  chemical  equivalents 
"hjcK  aro  simply  the  proportions  by  weight  required  of  the 
'lifierent  materials.  That  is,  when  we  use  32,5  grams  (hydro- 
'::t(i  being  assumed  as  one  gram),  we  require  35.5  grams  o£ 
iiliirine,  or  33.4  grams  of  chromic  acid,  and  so  on. 

The  third  column  contains  the  eiectro-chcmical  equivalents, 
iihicli  arc  really  exactly  the  same  and  directly  proportional  to 
tile  combining  weights  in  the  previous  column,  but  are  reduced 
I'l  an  electric  basis  of  so  many  milligrams  per  coulomb.  To 
convert  these  figures  into  grams  per  ampere  hour  simply 
multiply  by  3.6. 
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MEASUREMEN  TS. 

In  tlie  first  column  of  the  second  part  of  the  table  is  given 
the  E.  M.  F.  of  each  of  the  combinations.  These  E.  M.  F.s. 
with  the  exception  of  those  of  oxygen,  sulphur,  and  water,  are 
determined  by  experiment,  most  of  them  being  well  known 
and  accepted  values.  In  the  case  of  oxygen,  sulphur,  ami 
water  the  E.  M.  F.'s  are  calculated  as  explained  above  and 
are  merely  given  for  comparison.  No  actual  battery  corre- 
sponding to  these  materials  exists. 

In  the  second  column  on  the  right-hand  side  is  given  the 
number  of  pounds  of  zinc  required  per  horse-power  hour  in  the 
case  ijf  each  combination.  For  example,  a  zinc  and  copper 
sulphate  (Danieil)  battery  requires  1.86  pounds  of  zinc  per 
iiofMi-power  hour  of  electrical  energy  produced. 

Ill  the  next  column  is  given  the  weight  of  depolarizer  required 
per  horse-power  hour  in  the  case  of  each  combination.  For  ex- 
ample, a  battery  requires  5,05  pounds  of  the  mixture  of  three 
paits  of  potassium  bichromate  and  seven  parts  of  sulphuric  acid, 
^rliidi  is  about  the  ordinary  strong  bichromate  solution  for 
:"irous-cell  batteries.  Of  course  the  water  required  for  the 
"lution  is  not  considered  here  or  in  any  of  the  other  figures  of 
liie  tables,  because  it  costs  nothing  and  serves  merely  as  a 
mdium  of  electrical  action  ;  but  if  the  total  weight  of  solution 
i'lltsired,  the  weight  of  water  must  be  added. 

The  weight  of  the  different  materials  consumed  per  ampere 
liour  is  given  in  the  next  column.  These  figures  are  obtained 
•iirectly  from  the  electro-chemical  equivalents  in  the  third 
toliimn  by  dividing  by  125  ;  in  fact,  they  are  simply  the  clectro- 
cbcmical  equivalents  in  pounds  per  ampere  hour. 

It  should  always  be  carefully  noted  that  the  weight  con- 
sumed per  ampere  hour  is  that  required  in  ra^/i  fr// in  Si-rirs. 
"hcrcas  in  the  case  of  horse-power  hours  the  weight  given  in 
'lie  table  is  the  total  weight  used,  no  matter  how  many  cells 
E  are  or  how  they  are  arranged. 

1  the  next  to  the  last  column  is  put  the  wholesale  cost 
|. pound  of  the  different  materials.  These  prices  arc  of 
fsc  veiy  difficult  to  fix.  because  they  depend  upon  the 
licet  and  vary  greatly  upon  the  quantities  bought ;  but  the 
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prices  given  here  are  very  low,  and  ordinary  consumers  would 
have  to  pay  twice  as  much  in  most  cases ;  they  furnish,  how- 
ever,  some  idea  of  costs. 

In  the  last  column  is  given  the  cost  of  both  materials,  zinc 
and  depolarizer,  added  together.     The  values  of  the  products 
have  not  been  considered,  because  it  is  ver>'  difficult  to  esti- 
mate the  cost  of   collecting  and   utilizing   residues.     In  the 
case  of  silver  chloride  the  silver  resulting  from  the  action  wouldt 
of  course,  be  worth  a  large  portion  of  the  cost  of  the  origina.1 
chloride. 

One  of  the  interesting  points  which  this  table  shows  is  the^ 
total  weight  required  per  horse-power  hour.  For  example, 
.95  pound  of  zinc  and  1.04  pounds  of  chlorine,  making  a  total 
of  almost  exactly  two  pounds,  would  produce  one  horse-powef 
of  current  for  one  hour  if  all  of  the  chemical  energy  could  be 
converted  into  electric  energy. 

This  brings  up  the  question  of  how  large  a  percentage  of 
the  chemical  energy  can  be  utilized,  or,  in  other  words,  the 
efficiency  of  chemical  generators.  This  efficiency  is  higher^ 
says  Professor  Crocker,  than  it  is  generally  supposed  to  be. 
No  exact  figures  upon  this  point  are  given,  but  the  weight 
of  zinc  consumed  compared  with  the  theoretical  amount 
having  been  frequently  tested,  it  is  found  that  even  in  a  plunge 
battery,  where  the  bichromate  solution  was  directly  in  contact 
with  the  zinc  and  the  opportunity  for  local  action  was  a  maxi* 
mum,  the  zinc  efficiency  was  as  high  as  75  per  cent,  and  in  one 
case  80  per  cent.  In  a  porous-cell  battery  with  amalgamated 
zinc,  where  there  was  little  or  no  cause  for  local  action,  it  is 
believed  that  the  zinc  efficiency  would  be  as  high  as  90  per 
cent,  and  possibly  as  high  as  96  or  97  per  cent. 

The  efficiency  of  the  depolarizer  is  generally  lower  than 
that  of  the  zinc,  because  there  is  generally  a  good  deal  of 
chemical  energy  left  in  the  solution  after  it  is  too  weak  for 
satisfactory  work.  The  efficiency  of  the  bichromate  solution 
in  the  plunge  battery  just  referred  to  was  only  about  45 
per  cent  of  the  total  theoretical  power.  But  this  is  very  low,, 
because   the  solution  has  to  be  weak  in  acid  on  account  of 
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being  used  in  contact  with  the  zinc.  In  the  case  of  a  copper- 
sulphate  battery,  where  the  crystals  of  sulphate  are  often 
almost  entirely  used  up,  the  efficiency  might  be  as  high  as  80 
or  90  per  cent. 

The  efficiency  here  spoken  of  is  simply  the  chemical  effi- 
ciency in  the  battery  :  the  fall  of  potential  in  the  battery  due 
to  its  internal  resistance  compared  to  the  external  is  another 
loss  which  has  to  be  added  to  the  chemical  loss  in  dL-tcrmining 
ihe  total  efficiency.  The  possibilities  of  chemical  generators 
sre  therefore  almost  infinite,  since  it  requires  theoretically  a 
Mil  of  only  2  pounds  of  zinc  and  chlorine  and  2  pounds  of 
i\K  and  chromic  acid  per  horse-power  hour;  and  since  the 
tffidency  of  batteries  can   easily  be  made  as  high  as  75  per 

Icent,  it  follows  that  less  than  3  pounds  of  material  is  actually 
required  per  horse-power  hour;  but  unfortunately  the  water 
(ortlie  solution,  the  containing  vessel,  electrodes,  etc..  are  so 
hQvy  that  the  total  weight  is  very  many  times  greater.  The 
possible  and  the  actual  battery  are  thus  very  far  apart.  If  we 
use  metals  of  higher  chemical  affinity  and   E.  M.  F-  than  zinc, 

iihe theoretical  weight  of  material  required  is  even  less:  only 
one  pound  total  of  chlorine  and  magnesium  are  required  per 
horse-power  hour;  with  metallic  sodium  and  free  chlorine  hav- 
ing a  calculated  E.  M,  F.  of  4  volts  it  would  only  take  about 
S  pound  per  horse-power. 

The  easiest  and  best  solution  of  the  problem,  however,  does 

i;it  seem  to  be  the  use  of  more  powerful  metals  than  zinc. 

I  in.'  latter  is  powerful  enough  ;  it  only  takes,  as  we  have  seen, 

^"'Ut  one  pound  of  it  per  horse-power  hour  with  nitric  acid, 

:ir:imic  acid,  or  bichromate  soiution,  and  less  than  two  pounds 

I'll    copper    sulphate.     The    opportunity   for   improvemont 

-Lms  to  lie  more  in  the  direction   of  perfecting  the  general 

lorm  of  batteries.     The  apparatus  is  at  fault,  not  the  chemical 

aetim.     Moreover,  zinc  is  about  as  high  on  the  electro-positive 

scale  as  it  is  safe  to  go  so  long  as  water  is  present.     Even  in 

the  case  of  zinc  its  affinity  for  oxygen   is  greater  than  that  of 

hydrogen  ;  it  is  therefore  only  by  tolerance  so  to  speak,  that 

:  remains  passive  in  the  presence  of  water.     If  it  is  not 
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properly  amalgamated,  or  if  the  solution  is  too  strong,  loc 
action  does  occur.  If,  in  place  of  zinc,  we  use  any  more  ek 
tro-positive  metal,  these  troubles  are  aggravated  ;  with  ma 
nesium,  for  example,  there  are  only  very  few  solutions  in  whi« 
it  will  stand  without  great  local  action. 

The  proper  way  to  use  metals  of  great  chemical  enerj 
would  seem  to  be  with  liquids  which  do  not  contain  any  ox 
gen,  but  unfortunately  such  solutions  are  not  generally  goc 
conductors.  Another  possible  plan  is  to  employ  a  fused  ele 
trolyte,  but  this  involves  the  serious  difficulty  of  maintaining 
in  the  fused  state. 

So  far  as  is  apparent,  zinc  is  a  very  satisfactory  positi^ 
material  for  batteries.  After  all  it  is  cheaper  than  any  oth 
metal  except  iron.  It  is  a  sufficiently  good  conductor  and  le 
dirty  and  liable  to  corrosion  than  almost  any  other  metal ; 
is  also,  as  has  just  been  shown,  about  as  high  on  the  electr 
positive  list  as  it  is  safe  to  go. 

The  electro-negative  materials,  on  the  other  hand,  leave  f 
more   to    be    desired.      They   are   generally   expensive,   ve 
troublesome  to  handle,  and  introduce  that  quality  of  simp 
dirtiness  to  which  no  other  name  can  be  applied,  and  which 
really  the  most  serious  objection  to  batteries.     The  electi 
negatives  will,  however,  do  the  work,  and,  as  we  have  seen, 
actually  requires  very  little  weight  to  give  a  great  deal 
power,  if  the  materials  could  only  be  used  in  a  more  perf< 
manner  than  at  present.     That  seems  to  be  the  thing  to  ho 
for.     Another  serious  difficulty  with  batteries  is  their  high 
ternal  resistance.     A  dynamo  can  easily  be  made  to  give  i 
volts  with  a  thousandth  or  a  few  ten-thousandths  of  an  ol 
internal  resistance,  hence  their  great  output ;    but  a  battc 
capable  of  giving  lOO  volts  with  only  one  thousandth  of 
ohm  internal  resistance  would  be  of  great  magnitude. 

In  this  connection  it  will  be  interesting  to  consider  h< 
many  cells  of  ordinary  gravity  battery  are  required  to  give  c 
horse-power  of  current.  Each  cell  will  give  one  volt  and  r 
more  than  half  an  ampere  under  normal  conditions,  hence  ea 
cell  furnishes  half   a  watt  or  about  1500  cells  to  the  hor 
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power.  These,  cdls  would,  however,  give  that  power  for  a 
longtime.  But  the  fact  remains  that  that  very  large  number 
is  required  to  produce  the  power  which  a  dynamo  not  much 
larger  than  one's  hat  will  generate. 


THE  RUNNING    DOWN    OF    BATTEklES    AS    INFLUENCED    BY 
THEIR  PERFORMANCE  OF  MECHANICAL  WORK.      (LODGE.) 

The  consumption  of  material  in  a  battery  is  simply  pro- 
portional to  the  strength  of  current  flowing  through  it,  pro- 
vided, of  course,  all  local  action  is  avoided.  It  depends  on 
the  quantity  of  electricity  transmitted  and  on  nothing  else. 
The  amount  of  zinc  dissolved  in  every  cell  of  a  series  battery 
I>er  ampere  hour  is  accurately  known  and  is  1.2 1  grams. 

Hence  any  cause  which  increases  the  strength  of  current 
Hastens  the  running  down  of  the  battery,  and  any  cause  which 
Opposes  the  current  retards  the  consumption  of  material.  Now 
tihe  performance  of  mechanical  work  of  whatever  sort,  by  a 
Current,  necessarily  sets  up  an  opposition  E.  M.  F.  and  weakens 
the  current,  as  may  be  proved,  and  was  proved  by  Helmholtz 
in  1847,  ^s  follows: 

Let  E  be  the  electromotive  force  of  a  battery,  supposed 
Constant,  and  let  C  be  the  current  flowing  round  a  circuit  of 
total  resistance  -/2,  resistance  also  being  supposed  constant. 
Then,  by  definition  of  E.  M.  F.,  the  **  horse-power,"  or  work 
<lone  per  minute  by  the  current,  is  EC. 

As  the  current  flows  round  the  circuit  heat  is  generated, 
and  this  heat  was  found  by  Joule  experimentally  to  equal  RC^ 
per  unit  of  time. 

Now  if  we  first  suppose  that  there  is  no  working  machine 
in  the  circuit — i.e.,  no  machine  actually  at  work :  stationary 
machines  there  may  be  as  much  as  one  pleases,  and  they  may 
be  holding  up  weights ;  but  they  must  not  be  moving  either  in 
the  way  of  raising  or  lowering  them,  neither  must  there  be 
any  chemical  decomposition  going  on,  or  any  form  of  activity 
other  than  that  already  considered  in  the  battery  ;^-f-given  all 
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always   the  case  «it  anaE-Ha  aodcb  wfckfc  on  never  be 
efficient  and  ccrxi-rokal  motors,  then  the  rate  of  wear  is  so 

nearly  equal  to  its  auadmum  vaine  J  as  to  he  mdistiiigiiisli. 
able  from  it  except  by  careful  measarementaL 

No  more  work  is  caUed  for  from  the  battery,  whether  a 
solenoid  be  susUmmg  a  weight  or  heejring  a  piece  of  iron 
magnetized,  ot  whether  it  is  doing  no  sach  thing.  Under  aU 
stationary  circumsUnces  the  whole  of  the  energy  is  frittered 
away  as  heat  in  the  coil :  the  mere  holding  up  of  the  weight 
or  keeping  a  magnet  excited  involves  no  direct  expenditure  of 
energy. 


Note.— //>«/  Units  Corresponding  to  i  VM, — In  Professor  Crocker's 
discnsiiion  the  chemical  equivalents  used  are  the  half-atomic  weights  of 
bivalent  subHtances  corresponding  to  one  of  hydrogen  which  is  univa- 
lent. Hence  the  volt  is  taken  as  corresponding  to  23.3  calories.  On 
the  other  hand.  M.  Tommasi,  in  his  explanation  of  the  method  of  chemic 
constants,  evidently  uses  chemical  equivalents  which  are  the  atomic 
wcif^htii  of  bivalent  elements  and  double  those  of  the  univalent  ones; 
so  that  he  takes  the  volt  as  numerically  equal  to  about  twice  (46.5> 
the  above  valuation. 


CHAPTER   IV. 
SINGLE  ELECTROLYTE  CELLS. 

The  subject  is  considered  under  the  following  divisions: 
I.  Cells  having  a  non-depolarizing  electrolyte  ; 
11.  Cells  having  a  depolarizing  electrolyte ; 

III.  Various  cells ; 

IV.  Practical  data  and  tables. 

The  cells  of  group  I  are  subdivided  into  (i)  cells  having 
acid  solutions ;  (2)  cells  having  alkaline  solutions ;  and  (3)  cells 
having  saline  solutions. 

The  cells  of  group  II  are  subdivided  into  (i)  cells  having 
various  solutions ;  (2)  cells  having  depolarizing  negative  elec- 
trodes ;  and  (3)  bichromate  cells. 

I.  Cells  having  a  Non-depolarizing  Electrolyte. 

(l)  CELLS  having  ACID   SOLUTIONS. 

(a)  Cells  of  the  Volta  Type. 

In  the  following  types  depolarization  is  affected  by  means 
of  the  oxygen  of  the  air. 

Voita  CV//(i8oo). — Zinc-copper,  weak  sulphuric  acid.  The 
so-called  couronne  de  tasses  arrangement  is  composed  of  plates 
of  zinc  and  copper  soldered  together  and  bent  in  horseshoe 
form.  Each  couple  is  plunged  simultaneously  into  two  vessels 
containing  weak  sulphuric  acid.  The  column  form,  or  "  voltaic 
pile,"  as  it  is  commonly  known,  consists  of  disks  of  copper  and 
zinc  placed  alternately  one  over  the  other,  with  intervening 

87 
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disks  of  cloth  dipped  in  diluted  sulphuric  acid.  Frequently 
the  zinc  and  copper  disks  are  soldered  together  to  form 
couples  separated  by  the  moistened  diaphragms.  The  E.  M.  F. 
of  the  pile  (with  non-amalgamated  zinc)  is,  according  to  E. 
Becquerel,  0.874  ^^It  '<  to  Poggendorfl,  aSSg  volt ;  to  Reynier, 
maximum  a94  volt,  minimum  0.194  volt;  to  Tomitlasi  (theo- 
retic value  by  method  of  thermic  constants),  O.739  volt.  The 
chemical  reaction  is  the  formation  of  zinc  sulphate  and  disen- 
gagement of  hydrogen, 

Cruikskank's  Battery  (1801), — A  wooden  vat  coated  with 
marine  glue  forms  the  containing  vessel.  It  is  divided  into 
numerous  compartments  by  means  of  metallic  partitions  formed 
of  plates  of  copper  and  zinc  superposed  and  soldered  together. 
All  the  copper  faces  are  turned  in  one  direction  and  the  zinc 
faces  in  the  other.     The  exciting  liquid  is  dilute  sulphunc  acid. 

Wollaston's  Battery  (1816)  (Figs.  30  and  31). — A  plate  of 
copper  is  doubled  or  folded  around  a  plate  of  zinc,  and  insulated 
therefrom.     The  containing  vessel  is  glass,  the  liquid  is  dilute 


sulphuric  acid,  and  each  pair  of  elements  is  supported  on  a 
wooden  bar,  by  raising  which  the  plates  can  be  removed  from 
the  liquid  when  the  battery  is  out  of  use.  Modifications  of 
this  construction  have  been  devised  by  Berzellus,  Oerstedt, 
Schmidt,  Faraday,  and  others. 


^^^^^B  SINGLE   ELBCTkOLYTE   CELl 

Offershaus  Helical  Ctll  (1821),  Fig.  32. — This  consists  of  a 
containing  vessel  filled  with  dilute  sulphuric  acid  in  which  is 
placed  a  plate  of  zinc  and  a  plate  of  _ 

copper,  separated  by  a  net-work  of 
rntian  and  rolled  in  helical  form.  At 
ilie  moment  of  immersion  this  couple 
gives  an  intense  current  capable  of 
feddening  line  metal  wires,  but  this 
soon  ceases  owing  to  polarization. 
The  term  "  calon'motor"  was  applied 
to  this  cell  by  its  designer. 

Hare's  Battery  or  "Galvanic  Defia- 
grator"  (1824). — Same  disposition  as 
the  preceding:  only  the  different  cou- 
ples (helices)  were  fixed  on  a  cross-bar  ~ ""' 

of  wood  so  that  all  could  be  immerseil 

at  once  in  the  dilute  sulphuric  acid.  '  :     ■    ■  ^-^\. 

Miinck's  Battery  (1841 1.— The  zinc-cuppt-i  coupk's  of  this 
battery  arc  disposed  in  the  same  way  as  those  of  WoUaston. 
but  instead  of  entering  separate  vessels  they  are  immersed  in 
a  common  trough. 

ElectromotiTC  Force  of  Trough  Batteries.— Tlie  E.  M.  F. 
of  a  battery  of  many  zinc-copper,  dilute  sulphuric  acid  couples, 
«ach  of  which  enters  a  separate  vessel  (Wollaston  type),  is 
equal  to  the  sum  of  the  E.  M,  F.'s  of  the  couples.  But  is  it 
iht;  [iame  when  the  couples  are  placed  all  in  one  vessel  or  trough  ? 
Three  cases  may  be  considered  : 

!.  If  the  copper  plates  have  the  same  surface  as  the  zinc 

i  lies,  and  if  the  trough  is  sufficiently  large,  the  E.  M,  F.  of 

'  !■  battery,  whatever  may  be  the  number  of  elements  coip- 

'  nig  it,  will  remain  invariable,  and  equal  to  that  produced 

}  .1  single  zinc-copper  couple. 

3.  If,  on  the  other  hand,  the  plates  of  copper  are  bent  so 

:i<to  form  metallic  diaphragms  between  each  couple  as  in  the 

Miinch  battery,  and  if  in  the  latter  the  walls  of  the  trough  arc 

'ery  close  to  the  metal  plates,  tlie  E.  M,  F.  will  almost  equal 

ihe  sura  of  the   E.  M.  F.'s  of  the  couples.     Almost   equal, 
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because  a  part  of  the  current  will  always  circulate  in  shunt  in 
the  interior  of  the  trough. 

3.  Finally,  if  the  couples  are  disposed  as  in  the  Cruikshank 
form,  the  E.  M.  F.  will  be  exactly  equal  to  the  sum  of  the 
E.  M.  F/s  of  each  couple. 

Modifications  of  the  Volta  Cell  and  its  Derivatives. 
— In  order  to  prevent  as  much  as  possible  the  deposit  of 
hydrogen  on  the  copper  plate,  Poggendorff  (1840),  Page  (1852), 
and  Walker  (1859),  following  different  processes,  have  covered 
the  previously  cleaned  surface  with  electrolyte  copper. 

Bagration  Sand  Battery  (\Z/^, — Zinc-copper  and  earth  or 
sand  soaked  with  weak  sulphuric  acid.  Several  modifications 
of  this  have  been  made  by  Cooke,  and  Brett  and  Little  (1847), 
the  last  using  a  stream  of  dilute  sulphuric  acid  percolating 
drop  by  drop  through  the  sand. 

Weare  Cell, — Zinc-copper  immersed  in  straw  or  paper  pulp 
made  with  dilute  sulphuric  acid.  The  zinc  and  copper  are 
covered  with  plaster. 

Roudel  Cell  (i860). — Zinc-copper.  The  copper,  which  is  at 
the  bottom  of  the  vessel,  is  covered  with  a  mud  of  potter's  clay. 
Above  this  the  zinc  is  placed  and  the  jar  is  filled  with  a  20  per 
cent  solution  of  hydrochloric  acid. 

Pulvermacher' s  Galvanic  Chaijis  (1857). — A  battery  in  the 
form  of  a  flexible  belt,  supposed  by  some  people  to  be  use- 
ful for  curative  purposes.  Each  element  of  the  chain  is  formed 
by  a  zinc  and  a  copper  wire  wound  spirally  without  touching 
one  another  on  a  small  wooden  cylinder.  Before  using,  the 
battery  is  placed  in  water  acidulated  with  vinegar.  Once  im- 
pregnated with  liquid,  it  retains  its  properties  for  a  long  time. 
Very  slight  moistening  suflSces.  Pulvermacher  has  also  de- 
vised a  battery  consisting  simply  of  a  sheet  of  paper  or  fabric 
on  which  parallel  bands  of  powdered  zinc  and  copper  are  placed, 
disposed  so  that  the  couples  are  in  tension.  The  same  liquid 
is  employed  as  in  the  preceding  case. 

Smee  Cell  (1840). — Zinc^«f-platinized  platinum  or  silver 
and  weak  sulphuric  acid.  E.  M.  F.  =  0.47  volt.  The  con- 
struction is  shown   in   Fig.  33.     Paterson   has  replaced   the 
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substitutes  a 


platinized   silver  with    platinized    iron.     Gro 
gauze  of  platinized  silver  wire  for  the  silver 
plate.    Phillips   de    St.  Anstell   proposes   a 
pla[inizcd  tulle  (lace),  and  Walker  platinized 
metallic  cloth. 

Tyer  CiV/,— Pieces  of  zinc  in  mercury, 
weak  sulphuric  acid,  platinized  silver  plate. 
E.  M.  F.  =  0.5  volt.  Poggendorff  and  Diret 
have  substituted  for  the  platinized  plate  a 
copper  plate  covered  with  electrolytic  cop- 
per. Niaudet  has  replaced  the  copper  plate 
with  one  of  lead  upon  which  a  layer  of 
spongy  lead  from  i  to  2  mm.  in  thickness  is 
formed.  Ebner  has  employed  a  plate  of 
platinized  lead. 

Hughes  Cell  (1880). — Zinc,  hydrogenated  Iron,  acidulated 
water.  E.  M.  F.  =  0.56  volt.  The  polarization  of  thiscouple 
isabout  five  times  less  than  that  of  the  Smee  cell. 

According  to  Grove  the  E.  M.  F,  of  cells  of  the  Sinee  type 
fsttiains  independent  of  temperature  variations. 

Sturgeon  Celt  (1S40). — Zinc"B-iron,  dilute  .sulphuric  acid. 
The  E.  M.  F.  is  about  half  that  of  the  zinc-copper  element 
Wore  its  polarization.  But  when  both  couples  are  polarized 
the  E.  M.  F.  of  the  zinc^Mron  element  is  the  greatest. 

Munnich  (r<-//{i849).— Zinc"«-IronHe,  dilute  sulphuric  acid. 

Callan  Cf// (iS^^). — Vessel  of  cast-iron  filled  with  weak  sul- 
phuric or  hydrochloric  acid,  to  which  are  added  a  few  crj-stals 
of  sodium  sulphate-Zinc'^".  The  object  of  the  sodium  sul- 
phate is  to  preserve  the  amalgamated  zinc  and  keep  its  surface 
dtan. 

ifulot  Cell  (1855). — Zinc^K-aluminium,  weak  sulphuric  acid. 
The  aluminium  electrode  is  placed  for  a  few  moments  in  con- 
centrated hydrochloric  acid,  which  renders  it  rough  and  less 
Kiuiily  polarized. 
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(b)  Cells  with  Carbon  Negative  Electrodes. 

Gautherot  was  the  first  to  observe  that  in  Volta*s  cell  the 
copper  or  silver  might  be  advantageously  replaced  by  wood  car- 
bon.  Later  (1825)  Cheuvreusse  proposed  anew  to  substitute  for 
copper  a  plate  of  carbon  strongly  calcined,  or  coke  from  blast- 
furnaces. 

Leuchtenberg  Cell  (1845). — Zinc"fi^-carbon,  dilute  sulphuric 
acid. 

Fabre  de  Lagrange  Cell  (1852). — Zinc^^^^-carbon,  weak  sul- 
phuric acid.  The  solid  carbon  electrode  is  surrounded  with 
fragments  of  carbon  and  the  whole  is  contained  in  a  cloth  bag. 
Acidulated  water  trickles  in  drop  by  drop  and  escapes  through 
a  tube  from  the  lower  part  of  the  bag  and  into  the  outer  vessel. 

Tommasi  Cell  (1881). — Zinc"«^-graphite,  weak  sulphuric 
acid.  The  graphite  is  heated  to  redness  and  then  cooled  in 
a  current  of  carbonic  acid  or  nitrogen.  At  the  outset  the 
E.  M.  F.  is  equal  to  1.37  volts,  but  after  a  few  minutes  of  closed 
circuit  it  falls  to  I  volt,  and  at  the  end  of  a  few  hours  to  0.8} 
volt. 

Walker  Cell  (1859). — Zinc^s^-platinized  carbon,  weak  sul- 
phuric acid. 

In  the  following  cells  the  acidulated  solution  is  maintained 
by  sulphuric  acid  in  a  porous  cup. 

Laborde  Cell  (Laborde,  according  to  Du  Moncel,  was  the 
originator  of  the  cell  containing  concentrated  sulphuric  acid 
and  water). — Zinc"^^,  pure  water ;    in  the  porous  cup,  sulphuric 
acid  with  five  times  its  weight  of  water,  carbon.  f)elaurier  sub- 
stituted for  the  carbon  a  plate  of  copper  or  platinum.     Accord- 
ing  to    Du    Moncel    the    addition   of    potassium    nitrate   to 
Laborde's  cell  augments  the  E.  M.  F.  and  diminishes  the  re- 
sistance.    Other  inventors,  notably  Grove,   Ferret,  and  Mar- 
seille, have  made  modifications  in  the  construction  of  this  cell. 

R.  Napoli  Cell, — Zinc,  pure  water,  in  a  porous  cup  ;  a  little 
mercury,  concentrated  sulphuric  acid,  carbon.     In  the  Laborde 
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cell  the  zinc  is  placed  in  the  outer  vessel,  while  in  this  one  it 
is  ill  the  porous  cup. 

Creva  and  DeUtaumuceau  Cell. — Zinc^K,  acidulated  water; 
pnrous  cup  of  carbon  filled  with  sulphuric  acid,  kept  supplied 
from  a  glass  globe  (arrangement  of  the  Parelle  and  Vent^ 
tells).    The  terminals  are  lead  plates. 

According  to  Laborde  it  is  not  advantageous  to  use  con- 
cctitrated  sulphuric  acid,  as  it  is  not  so  good  a  conductor  as  the 
dilute  or  weak  acid,  and  besides  produces  sulphydric  acid  and 
incrustations  oE  zinc  sulphate  in  the  pores  of  the  porous  cup. 

The  E.  M.  F.  of  these  couples  with  porous  cups  is  equal 
to  the  E.  M.  F.  of  the  zinc-carbon  or  zinc-copper  couple  aug- 
rnented  by  the  E.  M.  F.  developed  by  the  action  of  the  acid 
in  the  porous  cup  upon  the  water  in  the  external  vessels. 


(c)  Cells  having  Mechanical  Movements. 

R.  Beequerel  Ctll  ( 1 852). — This  is  a  Smee  cell  in  which  the 

luinuro  plates  of  each  couple  arc  moved  mechanically  alter- 

(atdy  into  acidulated  water  and  into  the  air.     E.  M.  I".  =  0.79 

With  a  carbon  negative  E  =  1. 04  volts. 

Erckmann  Cell. — The  couples  are  formed  of  disks  of  zinc^B 

I  and  of  copper  mounted  on  a  common  axis  which  is  rotated 

}"  mechanical  means.     These  disks  are  about  half  immersed 

iulated  troughs  containing  dilute  sulphuric  acid.     Brushes 

ft  fixed  on  the  frame  of  the  apparatus  between  the  metallic 

trfnces    of   the  disks.     As    the  axis    revolves    each  half-disk 

(  alternately  into  the  acidulated  water  and  the  air,  and 

eanwhile  is  rubbed  against  the  brushes.     According  to  Erck- 

Inaiin  there  are  no  variations  in   the  strength  of  the  current 

yielded,  the  maximum  energy  being  maintained. 

L.  Maieke  Cell  (18641. —  Iron-copper  or  iron-carbon  and 
water,  with  l  per  cent  of  nitric  acid.  The  iron  is  in  the  form 
of  a  hoUow  cj'lindcr  like  the  zinc  in  many  well-known  cells.  The 
copper  or  carbon  electrode  is  a  vertical  disk  supported  on  a 
shaft,  which  disk  enters  for  about  one  third  its  area  in  the  excit- 
ing liquid.     When  the  cell  is  in  operation  the  shaft  is  rotated. 
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All  parts  of  the  disk  therefore  pass  alt^matdy  through  the 
exciting  liquid  and  through  the  air,  so  that  the  accumulated 
hydrogen  is  thus  enabled  to  escape.  Polarization  is  said  to  be 
almost  entirely  prevented,  and  according  to  Maiche  the  E.  M.  F. 
is  a  little  higher  than  that  of  the  Daniell  cell. 

Skene  and  Kuhmaier  Cell, — Zinc-copper  and  dilute  sul- 
phuric acid.  The  copper  is  mechanically  moved  alternately 
into  the  liquid  and  into  the  air.  A  simple  clockwork  mechan- 
ism suffices  to  operate  a  large  number  of  elements  which  main- 
tain the  same  intensity  for  quite  a  long  time. 

Ptdvermacher  Cell.  —  Zinc^s^-platinum,  dilute  sulphuric 
acid.  E.  M.  F.  =  1.16  volts.  Dilute  sulphuric  acid  is  placed 
in  a  porous  cup  containing  a  zinc  rod.  The  platinum  is  dis- 
posed in  the  form  of  a  spiral  spring  around  the  cup.  The 
air  acts  as  a  depolarizer.  On  replacing  the  dilute  acid  with 
a  potash  solution,  and  the  platinum  with  silver,  the  E.  M.  F. 
becomes  1.5  volts. 

Chdrdin  Cell  {1SS6), — Zinc^fi^-carbon  and  an  exciting  liquid 
composed  of  hydrochloric  acid  i  part,  alcohol  2  parts,  and 
water  3  parts.     E.  M.  F.  =  1.2  volts. 

Influence  of  the  Negative  Electrode  on  the  E.  M.  F* 
of  Cells  of  the  Type  Zn-R.H^So^Aq. — The  experiments  o\ 
Exner  (1880)  show  the  following  facts  : 

1.  That  in  single-liquid  cells  in  closed  circuit  the  nature  oi 
the  negative  electrode  R  has  no  effect  on  the  E.  M.  F. 

2.  That  the  E.  M.  F.  on  closed  circuit  does  not  depend  or 
the  intensity  of  the  current. 

3.  That  if  the  E.  M.  F.  found  by  experiment  is  greatei 
than  that  indicated  by  the  chemical  data,  this  is  due  to  oxygei 
dissolved  in  the  water. 

4.  That  if  the  E.  M.  F.  is  less  than  the  theoretical  valu< 
this  is  due  to  the  sulphate  of  zinc  produced  in  the  cell  whicl 
by  diffusion,  is  carried  to  the  negative  electrode  R. 

D.  Tommasi  (1880)  finds  that  two  zinc-platinum  dilute  si 
phuric  acid  couples  do  not  decompose  a  potassium  sulpha 
solution.  In  fact,  the  sum  of  38  cal.  -f-  38  cal.  (calories  dise 
gaged  by  the  zinc-platinum  couple)  is  less  than  103  cal.,  or  tl 
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calories  absorbed  by  the  decomposition  of  dissolved  potassium 
sulphate.  By  using,  however,  two  zinc-carbon  dilute  sulphuric 
acid  couples  it  is  easy  to  decompose  a  saturated  solution  of 
potassium  sulphate,  with  very  marked  disengagement  of  gas  at 
the  platinum  electrodes  and  transportation  of  the  acid  to  the 
negative  electrode  from  the  base  at  the  positive  electrode; 
If  the  E.  M.  F.  of  the  zinc-carbon  couple  be  compared  with 
that  of  a  zinc-copper  or  zinc-platinum  couple,  the  following  .re- 
sults appear : 

/ E.  M,  F.'s — — N 

Couples.  Maxima.  Minima, 

Zinc-platinum  (platinized).  1.56  volts.  0.71  volt. 

Zinc-carbon 1.38    "  0.44  to  0.30  volt. 

Zinc-copper o  96    "  0.53  volt. 

Zinc-platinum I.41     "  0.6      " 

In  these  couples  the  zinc  was  amalgamated  and  the  excit- 
ing liquid  was  composed  of  100  c.  cm.  of  water  and  5  c.  cm. 
of  sulphuric  acid  (A.  Naccari  and  G.  Guglielmo,  1881). 

On  the  other  hand,  Berthelot  has  obtained  the  following 
values: 


■E.  M.  F.'s- 


Couples.  Maxima.  Minima. 

Zinc-platinum 0.47  volt. 

Zinc  carbon 1.37  volts.     0.83    " 

Influence  of  the  Negative  Electrode  on  the  Quantity  of 
Calories  Transmissible  to  the  Circuit  in  the  Form  of 
Chemical  Energ^r. — D«  Tommasi  (1880)  has  determined  the 
singular  fact  that  the  E.  M.  F.  of  the  same  couple  varies  accord- 
ing as  the  negative  electrode  is  platinum  or  carbon.  Such  a 
couple,  for  example,  although  incapable  of  electrolyzing  water 
)r a  saline  solution  (despite  the  fact  that  the  calories  disengaged 
irere  more  than  the  calories  absorbed  by  the  decomposition  of 
he  electrolyte)  with  a  platinum  electrode,  attained  this  capacity 
rhen  a  carbon  electrode  was  substituted.  Thus,  a  magnesium- 
latinum  dilute  sulphuric  acid  couple  ought  theoretically  to 
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decompose  water.  The  number  of  calorie^  disiengaged  by 
action  of  magnesium  on  sulphuric  acid  (112)  is  obvio 
greater  than  the  number  of  calories  (69)  absorbed  on  the 
composition  of  water.  Nevertheless  electrolysis  does  not  1 
place ;  and  the  result  is  the  same  if  copper  or  silver  be  sul 
tuted  for  the  platinum.  But  if  a  cylinder  of  graphite  or  re 
carbon  be  used  as  the  negative  eleetrodfe,  then  electrol 
occurs.    Chromic-acid  cells  follow  the  same  rule. 


(2)  CELLS  HAVING  ALKALINE  SOLUTIONS. 

Bennett  CeU^iSS^), — External  vessel  of  glass  filled  with  i 
turnings  moistened  with  a  potash  solution;  porous  cup,  solu 
of  potash,  zinc. 

Fabri  and  Ravaglia  CV//(i884). — Zinc"fi^-carbon,  solutio 
caustic  potash.  The  carbon  is  surrounded  with  fragment 
carbon  and  contained  in  a  porous  cup.  E.  M.  F.  =  1.6  v< 
After  polarization  E.  M.  F.  =  0.9  to  i  volt.  The  produc 
the  chemical  reaction  is  zincate  of  potassium  and  hydrogen 


(3)  CELLS  HAVING  SALINE  SOLUTIONS. 

(a)  Ammonium  Chloride. 

According  to  F.  Salva  (1804),  Volta  first  recognized 
monium  chloride  to  be  one  of  the  best  exciting  liquids, 
says:  "The  substances  which  the   different   physicists  h 
mixed  with  water  are  chloride  of  sodium,  hydrochloratc 
ammonia,  sulphate  of  alumina,  sulphate  of  iron,  potash, 
sulphuric,  nitric,  and  hydrochloric  acid  more  or  less  weakei 
But  Volta  has  positively  declared  to  the  National  Institut 
Paris  that,  of  all  these,  he  prefers  to  add  hydrochlorate  of 
monia  to  water  in  order  to  produce  violent  shocks  through 
agency  of  the  pile  which  bears  his  name." 

L.  Maiche  CeU{\Zy^. — This  is  probably  the  moat  ingehi 
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of  all  the  celb  which  use  atmospheric  oxygen  as  ihe  depoiar- 
iier,  In  the  form  shown  in  Fig.  34 
the  outer  vessel  o(  glass  has  an  ebonite 
cover,  to  which  is  attached  an  annular 
perforated  vessel  of  porous  earthen- 
ware. The  latter  is  traversed  by  an 
ebonite  tube  which  carries  a  small 
porcelain  cup.  In  this  cup  are  placed 
asmall  quantity  of  mercury  and  pieces 
of  zinc,  in  the  shape  of  ingots,  weigh- 
ing some  50  grams  each.  The  annu- 
lar porous  vessel  is  filled  with  crushed 
md  platinized  retort  carbon.  Plat- 
inum bUck  will  condense  in  its  pores 
;4S  limes  its  volume  of  hydrogen ; 
ind  since  it  is  applied  to  the  carbon 
in  an  excessively  thin  film,  the  cost  of 
platinizing  is  small.  '*" 

To  one  of  the  pieces  of  platinized  carbon  is  attached  a 
platinum  wire  which  connects  with  one  of  the  binding  posts  of 
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the  cell.  To  the  other  binding  post  is  secured  a  simiUrplat 
inum  wire  which  is  led  through  the  supporting  tube  to  ihe 
mercury  in  the  porcelain  cup.  The  liquid  contains  1 5  per  cent 
of  ammonium  chloride,  and  its  upper  level  reaches  about  2  cm 
above  the  lower  edge  of  the  annular  vessel  containing  the  cat 
bon-  By  this  means  the  carbon  is  kept  always  moist  by  capll 
larity,  and  the  atmospheric  oxygen  has  free  access  to  it.  Wit] 
this  oxygen  the  hydrogen  condensed  in  the  pores  of  the  plsti 
num  film  combines,  and  thus  there  is  constant  dcpolariEatiod 
The  consumption  of  zinc  appears  to  be  closely  proportional  B 
the  intensity  of  the  cell,  and  on  open  circuit  the  oxidation  ol 
the  zinc  does  not  reach  i  milligram  per  day.  The  arrang* 
ment  of  the  carbon  electrode  at  a  distance  from  the  bottom  « 
the  cell  is  very  advantageous,  as  the  zinc  salts  falling  to  lb 
bottom  are  thus  prevented  from  reaching  it.  Their  electrolysi 
is  also  avoided,  and  no  zinc  becomes  precipitated  upon  ih 
carbon.  E.  M.  F.  =  1.25  volts.  Various  modifications  of  tbi 
cell  are  shown  in  Figs,  35,  36,  and  37.  Those  represented  1 
Figs.  35  and  36  are  cmployo 
in  the  French  railway  servic* 
In  the  form  known  as  Fig.  37J 
disk  of  zinc  is  disposed  below  tbH 
porous  cup,  and  is  connected  to 
the  binding  post  by  a  platinul 
wire.  This  model  was  devised 
especially  for  telegraph  and  tele- 
phone service.  Other  tj-pes  ol 
Maiche's  cell  have  parallel  plat 
electrodes  of  the  ordinary  form, 
and  employ  a  special  neutral  f 
line  solution  known  as  "Electro 
gent,"  the  composition  of  whic^ 

not    published,  but   which 
staled  to  produce  no  ciystallizab] 
sub-salts  and  to  becapableofop 
'"'"  "■  rating  the  cell  four  times  as  lot 

as  an  equal  quantity  of  water  saturated  with  ammonium  chlofH 
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The  Law  Oil  (1883)  (Fig.  38).— Zinc-carbon  solution  of 
ammonium  chloride.  £=1.5  volts. 
The  principal  feature  here  is  the  ab- 
normally large  surface  of  the  carboii 
electrode,  which,  as  shown  in  Fig.  22, 
is  a  double  cylinder. 

Other  forms  of  this  cell  are  repre- 
sented in  Figs.  39  and  40.  In  Fig.  39 
tlie  corrugated  carbons  are  fastened 
lo  a  central  block  of  carbon,  which  is 
wedge-shaped  and  fits  into  a  corre- 
spoiiding  opening  in  the  lid,  In  this 
manner  the  carbons  are  prevented 
from  falling,  and  as  an  additional  safe- 
guard the  central  piece  is  cemented 
lo  the  lid,  so  that  no  movement  is 
possible. 

In  the  form  shown  in  Fig.  40  the  ""  "  ~  ""    "''" 

negative  electrode  consists  of  a  corrugated  cylinder  bolted  to 
a  conducting  carbon  which  passes  up  through  the  glass  cover 


and  ser\'es  as  the  attachment  for  the  binding  post.     In  order 
to  avoid  the  creeping  of  salts  the  conducting  plate  is  saturated 
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with  paraffine,  and  to  prevent  all. action  on  ^account  of  the 
clamping  device,  the  bolt  and  the  nuts  which  secure  the  cylin- 
der to  the  conducting  plate  are  made  of  hard  rubber.  One 
side  of  the  cylinder,  it  will  be  noted,  is  hollowed  out,  and  in 
this  space  the  zinc  passes  down  from  the  cover. 

Bagration  CV//(i844). — A  plate  of  zinc  and  a  plate  of  cop- 
per embedded  in  sand  moistened  with  ammonium  chloride. 

Prax  Cell, — A  plate  of  zinc  and  a  plate  of  copper  separated 
by  five  layers  of  flannel  and  two  paper  diaphragms  soaked  in  a 
solution  of  ammonium  chloride  and  dusted  over  with  am- 
monium chloride  in  powder. 

Fortin  Cell, — Zinc"*^,  solution  of  ammonium  chloride;  porous 
cup  filled  with  crushed  retort  carbon  moistened  with  ammo- 
nium chloride  and  enclosed  in  a  carbon  cylinder.  E.  M.  F.  = 
1.084  volts 

Dei'os  Cell. — Glass  vessel  divided  into  two  compartments  by 
a  plate  of  carbon  ;  in  one  is  a  mixture  of  crushed  coke  and 
ammonium  chloride,  in  the  other  a  plate  of  zinc.  The  vessel 
is  filled  with  water. 

Lionel-Weber  Cell. — Zinc^«^,  ammonium  chloride  solution, 
porous  vase  filled  with  plumbago,  carbon. 

Chemical  Reactions  in  the  Ammonium  Chloride  Cells* 
— Zinc   dissolves   in  a  solution   of  ammonium   chloride  with 
disengagement  of  hydrogen  and  formation  of  ammonia  and  a 
double  chloride  which  remains  in  solution  in  the  ammonium 
chloride  (on   open  circuit   even  non-amalgamated  zinc  is  not 
perceptibly  attacked  by  this  solution).     This  double  chloride 
forms  in  isolated  crystals  on  the  zinc,  having  the  composition 
Zn(N.H,Cl),.    The  crystals  are  partly  decomposed  by  the  water 
and  yield  an  insoluble  body  represented   by  0H-Zn-NH,C1 
(Divers). 

Davis  considers  the  composition  of  the  crystals  deposited 
to  be  represented  by  the  formula  ZnH,0,.ClNH^;  and  Ferray, 
by  the  formula  3Cl,Zn,  8NHi,4H,0. 

According  to  Ferray,  the  decomposition  of  the  crystals  in 
presence  of  water  takes  place  in  the  following  manner : 

3Cl,Zn,  8NH,,4H,0  =  6C1NH,  +  2NH.  +  H.O  -f  sZnO. 
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The  hydrogen  due  to  the  action  of  the  zinc  on  the  ammonium 
chloride  goes  to  the  carbon,  where  it  is  apparently  burned*  by 
the  atmospheric  oxygen  stored  in  the  pores  of  the  carbon,  the 
depolarization  of  the  cell  thus  being  assisted.  Ferray  has  ana. 
lyzed  the  gases  evolved  from  these  couples,  and  has  found  — 

1.  After  a  prolonged  closing  of  the  circuit :  hydrogen. 

2.  At  the  beginning  of  the  action:  i  volume  of  hydrogen, 
i  volume  of  nitrogen  and  carbonic  acid,  |  volume  of  CH,. 

As  the  result  of  experiment  upon  these  couples  H.  Sauvage 
(1S75)  concludes; 

1.  The  carbon  should  be  protected  from  all  deposits  which 
might  retard  absorption  of  air. 

2.  The  carbon  surface  should  be  as  large  as  possible,  and 
the  part  exposed  to  the  air  should  be  at  least  equal  to  that 
whidi  is  immersed  in  the  liquid. 

3.  The  best  carbon  to  use  is  retort  carbon  in  large  fragments. 


(b)  Chloride  of  Sodium. 

Zaliwski  Cell. — Zinc,  carbon,  solution  of  sodium  chloride. 
Cauderay  Cell. — A  hollow  cylinder  of  carboii  containing  a 
plate  of  n on- amalgamated  zinc  and  immersed   in  a  sodium 
I    diloride  solution. 

Palagi  Cell  (Pile  h  Chapi:l£l).~A  long  glass  test-tube  con- 

■  iming  a  solution  of  sodium  chloride  in  which  are  immersed  a 
iinc  plate  and  a  chain  of  fragments  of  carbon  linked  together 
I')  pieces  of  copper  wire, 

Dudumin  EUctrtc  Buoy. — A  cylinder  of  carbon  and  plate  of 
line  fastened  to  a  buoy  and  floated  In  sea-water. 
Chemical  Reactions  of  the  Sodium  Chloride  Cell.— The 

■  n.c  in  presence  of  the  sodium  chloride  decomposes  the  water 

■  i'h  disengagement  of  hydrogen  and  formation  of  zinc  oxide, 
which  dissolves  in  the  sodium  chloride,  forming  a  double  chlo- 
ride of  zinc  and  sodium  which  deposits  in  crj'stalline  form. 
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serves,  at  the  same  time,  as  the  negative  electrode.  According 
to  jourdan,  tins  cell  has,  when  of  the  same  dimensions,  the 
same  E.  M.  F.  and  the  same  resistance  as  the  Callaud  cell. 

La  Valetle  and  DeUtnrier  Cell. — Zinc-copper,  solution  of 
zinc  chloride.  The  cliemical  reaction  yields  zinc  oxychloride 
and  hydrogen. 

C.Pabst  O-ll  (i$&6). — Iron-carbon,  solution  of  ^inc  chloride. 
E.  M.  F.  =  I  to  1.2  volt.  This  cell,  as  represented  in  Fig  42, 
has,  as  electrodes,  a  plate  of  car- 
bon prepared  with  zinc  oxide 
and  a  block  of  iron,  both  sus- 
pended to  a  cross-bar  which  rests 
on  the  upper  edge  of  the  con- 
taining vessel  and  entering  * 
solution  of  zinc  chloride  of  defi- 
nite composition. 

Bri'rm    Portable    Cell—Uca 

ture  of  zinc,  wood,  and  chlorid* 

of  calcium  in   powder;   mixturt 

of  copper,  wood,  and  chloride  0 

L  calcium  in  powder.     Each  con^ 

I  pound  is  contained  in  a  canvai 

J  enclosed  in  a  box.     Claimef 

Fig. 4i.-p*Mr  ceu..  to  be  uscful  for  medical  purpose* 

In  operation  the  two  bags  are  taken  out  of  their  boxes,  co* 

nected  by  a  wire,  and  applied  to  the  human  body. 

Cottier  Cell. — Earthenware  exterior  vessel  containing  '■ 
zinc  cylinder  within  which  is  a  prism  of  retort  carbon.  In  th 
space  between  the  outer  vessel  and  the  zinc,  and  the  zinc  an 
the  carbon,  is  moistened  earth.      E.  M.  F.  =  0.76  volt. 

Torregiaiii  Cell  (  1866). — Lead-carbon  and  solution  of  \ 
tassiumor  sodium  carbonate.     The  result  of  chemical  reactioi 
here  is  carbonate  of  lead,  potash,  or  soda  and  hydrogen. 

Bartoli  and  Papasogli  Cell. — Carbon-platinum  or  gold,  an 
saturated  solution  of  sodium  carbonate.  E,  M.  F.  =  O-to  1 
0.17  volt.     With  a  solution  of  hypochlorite  of  soda,  EL  M.  F.  i 
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0.4  to  0.5  volt     If  graphite  be  substituted  for  retort  carbon  in 
the  hypochlorite,  E.  M.  F.  =  0.2  volt. 

Mouthurs  Cc// (1867).— Zinc-carbon,  solution  of  ammonium 
carbonate.  Chemical  reaction  is  as  follows :  The  zinc  dissolves 
with  disengagement  of  hydrogen,  forming  a  granular  precipi- 
tate which  appears  to  be  a  mixture  of  zincate  of  ammonium 
and  of  zinc  carbonate. 

Jablochkog  Cell  (18S4).— First  Model.  This  cell  is  com- 
posed  of  a  thin  plate  of  sodium  to  which  is  applied  a  small 
plate  of  amalgamated  copper  which  serves  as  an  electrode. 
The  sodium  plate  is  covered  with  silk  paper  and  placed  on  a 
plattot  very  porous  carbon.  E.  M.  F.  =  about  2.5  volts,  which 
varies  with  tlie  temperature  and  with  the  hygrometric  state 
of  ihe  air.  Under  the  influence  of  the  moisture  of  the  air,  the 
sodium  oxidizes,  becoming  transformed  into  caustic  soda, 
which  escapes  as  fast  as  produced,  thus  always  exposing  a  new 
surface  of  the  sodium. 

Jablochkoff  Cell {\Zi,^).—^tzo\\A  Model.  Commonly  termed 
llie  "auto-accumulator."  This  consists  of  a  flat  trough  of  car- 
bon covered  externally  with  paraffine.  in  which  are  placed 
pieces  of  oxidizable  metal,  which  may  be  sodium  or  amalgam 
(it  sodium,  zinc,  or  iron.  The  carbon  cup  is  then  filled  up  to 
ils  edges  with  any  spongy  material,  such  as  wood  sawdust, 
packing  cloth,  etc.  There  are  two  conditions  of  its  use :  if 
sodium  be  employed,  it  is  not  necessary  to  introduce  water, 
'tii:  oxidation  of  the  sodium  forming  caustic  soda  attracting 
sufficient  moisture  of  itself;  if,  however,  the  metal  employed 
IS  line  or  iron,  the  spongy  mass  is  wet  with  a  solution  contain- 
ing sca-satt — preferably  calcium  chloride,  which  attracts  and 
holds  the  moisture.  Finally,  upon  the  spongy  mass  which  is 
nattened  on  its  upper  surface  are  placed  a  number  of  tubes  of 
porous  carbon.  E.  M.  F.  depends  upon  the  oxidizable  metal 
*hich  is  employed.  With  amalgam  of  sodium,  it  is  2.2  volts; 
i^itli  zinc,  1.6  volts;  with  iron,  i.i  volts. 

Rtynier  Stamlard  Cell. 

Surface  of  copper  electrode 3(K^' 

Surface  of  amalgamated  zinc  electrode. . . .  0.31^' 
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I^iqui^ :  8oo  c*  cm-  solution  of  sodium  chloride  for 
looo  c.  cm.  of  water* 

E:.  M.  F 0.82  volt 

R^sistanqe i^z  ohms. 

The  £.  M.  F.  x^f  ±be  standard  naturally  depends  on  the 
liquid  contained.  It  is  not  the  same  with  amalganfiated  as 
with  ordinary  zinc.  The  following  values  b?ive  been  found 
with  different  liquids  : 

Acidulated  water  (sulphuric), . .  ]         ,  ^^  ^^"^ 

( amalg.        " 


Solution  of  sodium  chloride  .• . . 


IC 


Ci 


<l 


c< 


c< 


. . .    0.94 

volt 

. ...   1.072 

t< 

—  0.78 

(C 

a82 

l< 

0.85 

(« 

0.86 

(« 

. ..,    I.OO 

(^ 

1.04 

ic 

....   1.06 

(( 

1.09 

(i 

{ordinary 
amalg. 

Solution  of  zinc  chloride \         ,    ^ 

( amalg. 

Solution  of  zinc  sulphate \         ,    ^ 

(  amalg. 

Solution  of  caustic  soda \         ,    ^         '" 

(  amalg.        **   . . 

Ayrton  and  Perry  Standard  CelL — Zinc-copper,  saturate 
solution  of  zinc  sulphate.  In  order  to  avoid  polarization, 
condenser  is  used.  E.  M.  F.  =  I  volt.  For  other  standar 
cells  see  the  standard  cells  of  Latimer-Clark,  Regnault,  Warrent 
de  la  Rue,  Kittler,  Lodge,  London  Post  Office,  Weston,  and 
Carhart. 

Action  of  the  Air  on  Couples  having  a  Single  Electro- 
lyte not  Depolarizing. — Prior  to  1801,  Van  Marum  showed 
that  the  voltaic  pile  gained  in  energy  when  placed  in  a  reser- 
voir filled  with  oxygen.  At  about  the  same  time,  Pepys  ob- 
served that  when  the  pile  operated  in  air  there  was  an  absorp- 
tion of  gas,  and  that  the  presence  of  oxygen  tended  to  increase, 
while  that  of  nitrogen  tended  to  decrease  the  action  of  the  pile. 
Some  time  afterwards,  Biot  and  Cuvier  also  observed  that  there 
was  a  gaseous  absorption  in  a  pile  formed  of  disks  of  zinc  and 
copper  and  of  cloth  soaked  in  a  solution  of  aluminium  sulphate. 
It  was  also  then  remarked  that  the  action  of  the  pile  slackened^ 
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ecame  renewed  after  the  introduction  of  a  new  quantity 
.  Adie  (1848)  found  that  a  small  element  of  zinc  and 
lum,  which  in  aerated  water  gave  a  deviation  of  3.5  de- 
,  produced  a  deviation  of  only  0.5  degree  in  boiling  water ; 
he  furthermore  determined  that  the  presence  of  oxygen 
amply  useful,  but  not  necessary,  to  the  production  of  the 
:nt. 


CHAPTER  V. 
SINGLE  ELECTROLYTE  CELLS.    {Continued.) 

II.  Cells  having  a  Depolarizing  Electrolyte. 

(l)   CELLS  HAVING  VARIOUS  SOLUTIONS. 

Broglio  Cell, — Zinc-carbon,  concentrated  solution  of  bi- 
rsulphite  of  potassium  or  sodium.  Zinc  dissolves  in  these 
solutions  without  disengagement  of  hydrogen,  and  hence  there 
is  no  polarization  at  the  carbon  electrode.  The  electromotive 
force  of  this  cell,  according  to  Broglio,  is  very  nearly  equal  to 
that  of  the  bichromate  couple,  but  its  lifetime  is  much  longer. 
The  zinc  is  attacked  even  on  open  circuit.  The  result  of 
chemical  reaction  is  the  formation  of  sulphite  of  zinc,  alkaline 
sulphite,  and  of  hydrosulphite,  SO,KH  or  SO,NaH. 

Roberts  Cell  (1852). — Tin-platinum,  dilute  nitric  acid.  The 
intensity  of  this  cell,  according  to  Moigno,  is  very  great.  Fifty 
small  cells  of  16  cm.  height  and  1 1  cm.  diameter  are  capable 
of  disengaging  instantaneously  21  c.  cm.  of  gas.  The  results 
of  chemical  action  are  the  disengagement  of  nitrous  oxide,  N,0, 
and  there  is  formed  metastannic  acid,  Sn^Oj/HjOX  ,  nitrate  of 
ammonium,  and  nitrate  of  tin. 

Boettger  Cell  (1867). — Carbon  vessel  covered  externally 
with  a  varnish  and  filled  with  a  solution  of  ferric  sulphate  in 
which  is  plunged  a  cylinder  of  amalgamated  zinc.  The  results 
of  chemical  action  are  reduction  of  ferric  sulphate  into  ferrous 
sulphate  and  formation  of  sulphate  of  zinc. 

Pabst  Cell  (1884). — Wrought-iron,  carbon,  dilute  solution 
of  ferric  chloride.  E.  M.  F.  =  0.78  volt.  Chemical  reaction : 
reduction  of  ferric  chloride  into  ferrous  chloride. 
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Figuicr  Cell  (1863). — Zinc-carbon  or  iron-carbon,  concen- 
trated solution  of  ferric  chloride  and  sulphate.  According  to 
Figuier,  a  single  element  will  decompose  water,  from  which  it 
appears  that  the  E.  M.  F.  is  equal  at  least  to  1.5  volts.  When 
the  cell  is  run  down,  a  current  of  chlorine  is  passed  through 
the  liquid,  which  brings  the  ferrous  salts  back  to  ferric  salts. 

Chemical  reaction :  the  ferric  chloride  and  sulphate  are 
reduced  by  the  hydrogen  to  the  state  of  ferrous  chloride  and 
sulphate.  When  zinc  is  employed,  zinc  chloride  and  sulphate 
are  also  formed. 

Fonvielle  and  Deherain  Cell  (1858). — Zinc"*^-copper,  bin- 
oxide  of  hydrogen  to  which  10  per  cent  of  hydrochloric  acid 
is  added.  This  cell  is  said  to  give  a  stronger  current  than  the 
Wollaston  cell. 

Desbordeaux  Cell  (1844). — Zinc-copper,  solution  of  zinc 
sulphate  containing  a  little  copper  sulphate.  The  couples  are 
disposed  like  those  of  the  Wollaston  cell.  This  cell  has  the 
grave  objection  of  producing  local  couples  owing  to  the  deposit 
of  copper  on  the  zinc. 

Laurie  Cell  (1881). — Zinc^^^-carbon,  solution  of  iodine  in 
iodide  of  zinc.  E.  M.  F.  =  i  volt.  The  zinc  is  attacked  even 
in  open  circuit. 

Defonvielle  and  Humbert  Cell — Zinc^*^-carbon,  water  satu- 
rated with  chlorine  to  which  10  per  cent  of  hydrochloric  acid  is 
added.  A  current  of  chlorine  is  occasionally  passed  through 
the  liquid.  Chemical  reaction  :  the  zinc  attacks  the  hydro- 
chloric acid  and  produces  zinc  chloride  and  hydrogen,  and  the 
latter,  instead  of  being  disengaged,  combines  with  the  chlorine 
and  re-forms  hydrochloric  acid. 

Eisenmann  Cell  {1SS6), — Zinc"8^-carbon,  solution  of  sodium 
tungstate.  This  solution  is  made  by  dissolving  in  350  c.  cm. 
of  water  30  grams  of  sodium  tungstate  and  5  grams  of  sodium 
phosphate,  and  adding  to  the  solution  a  small  quantity  of  sul- 
phuric acid. 

Mauthiers  Cell  (1867). — Zinc-carbon,  concentrated  solution 
of  ferrous  sulphate.  Chemical  reaction  :  the  zinc  is  dissolved 
with  disengagement  of  hydrogen  and  ferric  hydrate  is  precipi- 
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tated,  resulting  from  the  oxidation  of  the  ferrrous  hydrate.  It 
may  appear  strange  at  first  sight  that  ferrous  hydrate  can  be- 
come oxidized  when  in  the  presence  of  such  a  reducing  agent 
as  hydrogen  (H  +  cal.) ;  but  it  appears  from  the  experiments 
of  D.  Tommasi  that  hydrogen  disengaged  under  these  condi- 
tions is  not  apt  to  reduce  ferric  hydrate. 

Laurie  Ce// {iSS6). — Cadmium-platinum,  solution  of  iodide 
of  cadmium  to  which  iodine  is  added.  E.  M,  F.  =  1.076  volts. 
The  cadmium  plate  is  rotated  so  as  to  traverse  the  exciting 
liquid  three  or  four  times  a  second  by  means  of  clockwork 
mechanism. 

Aymonnet  C^//(i886). — Iron-carbon,  aqua  regia  diluted  with 
water.  E.  M.  F.  =  1.3  to  i.i  volts.  The  principal  chemical 
reaction  is  represented  by  the  following  equation : 

2Fe  +  6HCI  +  2N0,H  =  Fe.Cl.  +  4H,0  +  2NO. 

but  there  is  formed,  besides,  a  small  quantity  of  nitrate  of  iron 
and  of  ferric  hydrate,  which  dissolves  in  ferric  chloride. 

Fyfe  Cell  (1837). — Zinc-iron  and  a  solution  containing 
copper  sulphate,  potassium  nitrate,  and  sodium  chloride. 

Zaliwski'Mikorski  Cell  ( 1 869). — Copper-carbon  and  a  mix- 
ture  of  sulphuric  and  nitric  acids  diluted  with  water. 

D,  Tommasi  Cell  (1866). — Magnesium-platinum  or  magne- 
sium-carbon, solution  of  mercuric  sulphate  in  water  saturated 
with  sodium  chloride.  The  mixture  is  made  hot,  and  on  cool- 
ing is  filtered.     E.  M.  F.  =  1.7  volts. 

Lobstein  Cell, — This  consists  of  a  lead  vessel  on  the  bottom 
of  which  is  placed  a  plate  of  zinc  and  a  plate  of  copper.  The 
exciting  solution  consists  of  lead  acetate  400  grams,  sodium 
chloride  400  grams,  sulphuric  acid  1000  grams,  and  water  looo 
grams.     This  cell  was  devised  for  "galvanizing"  iron. 

Wheatstone  Cell, — This  is  a  Daniell  cell  with  a  single  elec- 
trolyte. It  consists  of  a  pasty  amalgam  of  zinc  contained  in  a 
porous  vessel,  solution  of  copper  sulphate  and  copper.  Chemi- 
cal reaction :  decomposition  of  sulphate  of  copper,  formation 
of  zinc  sulphate,  and  deposit  of  metallic  copper. 


SINGLE   ELECTROLYTE   CELLS.  Ill 

Gladstone  and  Tribe  Cfii{i9>y2). — Copper-silver;  six  percent 
solutifin  of  copper  nitrate.  Tlit  copper  plate  is  immersed  en- 
tirely ill  the  solution,  while  the  silver  plate,  which  is  in  the 
lorm  of  a  flattened  cup,  is  in  contact  with  the  solution  only 
at  its  lower  part.  The  two  plates  are  placed  horizontally  in 
the  liquid.  Chemical  reaction :  the  copper  nitrate  decom- 
pose* with  formation  of  cupric  oxide  which  is  deposited  on 
ilic  silver,  and  the  copper  of  the  couple  enters  into  solution 
snd  regenerates  the  nitrate. 

The  following  formula  may  serve  to  render  more  intelligible 
:iiL  change  and  the  chemical  transportation  : 
Before  contact : 


^ 


wAg  +  O  +(NO,),Cu  +  (NO,XCu  -f  hCu. 
After  contact: 
mAg  +  Cu.O  +  (NO,),Cu  +  (NO,).Cu  +  (»  -  2)Cu. 


Tills  action  evidently  continues  until  the  copper  is  used 
up,  the  oxygen  beinjT  furnished  by  the  air ;  whence  the  name 
"iir-ccU  "  which  has  been  given  to  the  element.  By  employ- 
ii'ijs  solution  of  dcoxygenated  copper  nitrate,  an  excessively 
>'jk  current  is  obtained,  which  is  probably  due  to  the  diffi- 
^iliyof  completely  eliminating  air  from  the  solution,  and  to  a 
certain  quantity  of  oxygen  condensed   on  the  surface  of  the 


(2)  CELLS   WITH   NECATWE   DEPOLARIZING   ELECTRODES. 

Rilter  Cr//.— Zinc-tellurium,  dilute  sulphuric  acid.  The 
ttllurium  absorbs  hydrogen,  producing  hydrotclluric  acid, 
H,Tc. 

Woodward  Cell  (1890)  (Fig.  43)-— In  this,  advantage  is 
liken  of  the  depolarizing  property  of  the  oxide  of  copper. 
1  he  positive  electrode  is  zinc  sponge.  The  negative  electrode, 
I',  i*  made  by  taking  a  piece  of  iron  of  requisite  size  and 
ihipe,  placing  around  it  a  jacket,  C,  of  perforated  iron,  and 
filling  the  space  between  the  casing  and  the  piece  of  iron  with 
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oxide  of  copper  and  iron  filings  or  turnings,  Z>.     By  this  CDO-I 
struction  a  large  conducting  surface  is  secured,  while  npidi 


polarization  is  prevented.     The  electrode  is  placed  in 
tic-potash  solution  in  a  cell  with  the  zinc  sponge. 

Dun  rir//(Fig.  44). — The  negative  electrode  of  this  elemenl 
is  formed  by  a  hollow  cylinder  of  coke,  fitted  with  a  bottoB 
and  partly  filled  with  small  coke.  The  positive  electrode  i 
formed  of  a  cylinder  of  zinc  surrounding  the  former  and  s 
rated  from  it  by  two  rings  of  caoutchouc  ;  the  whole  is  col 
tained  in  a  glass  vessel. 

Permanganate  of  potash  is  introduced  into  the  cylinder) 
coke,  and  the  entire  element  is  filled  with  a  lye  of  caustic  p 
ash  in  the  proportion  of  one  part  of  potash  to  five  of  watei 
The  permanganate  dissolves  in  the  potash,  and  acts  as  an 
oxidizer  and  depolarizer  on  the  surface  of  the  coke. 

It  is  claimed  that  in  the  state  of  rest  this  cell  is  not  impaired, 
that  the  zinc  consumed  is  proportional  to  the  quantity  of  elec 
tricity  produced,  and  that  there  is  no  escape  of  gas. 
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Dun 


i  the  ; 


of 


constants  _ 

|re:  electromotive  force,  1.8  volts;  current  on  sliort 
5  to  20  amperes  ;  internal  resistance  (calculated),  0.09 
hm.  After  30  to  40  minutes  on  short  circuit  the  elec- 
C  force  fails  to  i  volt,  and  the  current  to  8  or  10  am- 
intensity  which  it  then  retains  for  a  long  time. 
[  is   regenerated   after   one   or  two    hours'    rest,  and 


I 


[the  electromotive  force  indicated.  In  the  case  of  the 
pn  of  feeble  currents  the  depolarization  is  complete 
k11  is  constant. 

exhausted  liquid,  which  contains  the  zinc  consumed, 
b  serve  for  coating  metals  with  zinc,  especially  iron, 
khe  need  of  an  auxiliary  battery.  An  electrode  of 
I'the  object  to  be  coated  are  sufficient. 
I  Cell. — The  cell,  which  is  shown  in  two  forms  in 
consists  of  a  glass  jar  upon  the  bottom  of  which  rests 
X  of  zinc,  which  constitutes  one  electrode.  The  other 
\  is  a  carbon  cylinder,  which,  though  very  porous,  is 
conduct  well,  and  has  a  coating  of  copper  deposited 
tically  upon  its  lower  end.  After  the  electrodes  are 
sition,  common  salt  or  sal-ammoniac  is  put  into  the 
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vessel,  which  is  then  fillet!  with  water  up  to  about  3  or  4  centi- 
metres above  the  lower  end  of  ihi:  carbon. 

At  the  beginning  local  action  takes  place  between  the  cof>- 
per  Jeposited  on  tlie  carbon  ant)  the  carbon  itself,  which  de- 
composes the  salt  used,  so  that  it  forms  copper  compounds- 
If  sal-ammoniac  be  cinpioycd.  copper  chloride  is  forineti,  by 
which  the  liquid  near  the  copper  is  colored  blue.  The  nascettt 
hydrogen  liberated  at  the  surface  of  the  copper  decompose:* 
the  copper  compounds,  which  are,  however,  again  formed  l»>' 
the  action  of  the  carbon  :  in  other  words,  the  cell  keeps  cliatfS- 
ing  itself  continuously.  The  result.'^of  a  continuous  lest  ofll*^ 
element  closed  through  10  ohms  external  resistance  for 
period  of  670  hours  gave  the  following  mean  values:  E.  M. 
=  0.932  volt ,  current  =  0.0846  ampere ;  internal  resstance 
r. 01 6  ohms. 


(3)   BICHROMATE   OF   POTASSIUM   CELLS. 


1 


\dorff  Cell  (1843). — Zinc"s.carbon,  solution  of  polas — ' 
sium  bichromate  to  which  sulphuric  acid  is  added.  The  bichro- 
mate solution  consists  of  water  18  parts,  potassium  bichromate 
3  parts,  sulphuric  acid  4  parts. 
Grenet  (1856)  has  given  to  this  cell 
the  sh.-ipe  of  a  bottle,  as  shown  in 
Fig.  46.  The  zinc  is  here  arranged 
so  that  it  can  be  drawn  out  of  the 
liquid  when  the  cell  is  not  in  use. 
Grenet's  solution  consists  of  water 
1000  grams,  potassium  bichrom-tte 
too  grams,  and  sulphuric  acid  300 
grams.  In  certain  forms  of  the 
Grenet  cell  a  lead  tube  is  arranged 
so  as  to  blow  in  air  and  thus  agitate 
the  liquid — an  operation  which  tends 

1'~-^^^^^-~-^  to  prevent   the  deposition  of  chro- 

Pic  ,6.— Grw^  CsLt.  mium  oxide  on  the  zinc,  and  also  to 

contribute  to  the  dcpolariKation  of  the  carbon. 


SIAGLE   ELECTROLYTE   CELLS.  11$ 

r  Abmiard  Cell. — The  peculiar  feature  of  this  cell  is  that  ttB 
itration  is  prevented  at  will  by  moving  the  zincs  into  s 
fecial  chamber  (see  Fig,  47).     The  exciting  liquid  consists  of 


hter  1000  grains,  sodium  bichromate  200  grams,  sulphuric 
^^  350  grams,  hydrochloric  acid  30  grams. 

Ckardin  Cautery  Cells. — Cell  No.  1,     A  batteiy  of  these  cells 
tpresented  in  Fig.  48  consist.^  of  a  vessel  of  enamelled  porcelain 

i  into  two  compartments,  A  and  B, 
V  a  horizontal  perforated  partition.  A 
solution  of  potassium  bichromate  is  placed 
in  the  lower  compartment.  B.  The  zinc 
anj  carbon  plates  are  arranged  in  the 
upper  compartment,  A,  and  connect  with 
pUlinum  terminals.  A  vertical  partition, 
C,  forms  a  small  chamber  having  two 
openings.  One,  E,  serves  for  the  intro. 
duclion  of  the  liquid  and  is  closed  by  a 
stopper.  The  other,  D,  allows 
Kape  of  gases  during  the  action  of  the  '''=■  is-cmakhik  bmtbkv. 
When  tlic  battery  is  placed  on  its  side,  FG,  the  liquid  runs 
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out  of  the  cbamber  B  through  the  holes  in  the  horizontal,  but 
now  vertical,  partition,  and  thus  comes  into  contact  with  the 
zinc  and  carbon,  thus  setting  the  battery  into  operation.  The 
partition  C  prevents  the  liquid  entering  the  small  compatt- 
ment  and  so  having  access  to  the  opening  D.  When  it  is 
desired  to  throw  the  pile  out  of  operation,  it  is  returned  to  its 
normal  position  on  end- 
Cell  No.  2.  The  exterior  vessel  is  divided  into  tight  conw 
.28  partments,  of   which  one.  A,  receives  tiie 

zinc,  and  the  other,  D,  contains  tlie  carbon 
and  the  bichromate  solution.  Fig.  ifi 
shows  the  cell  in  operation  with  the  sine 
in  the  liquid.  When  it  is  desired  to  dis- 
connect the  cell,  the  zinc  is  taken  out  of 
the  compartment  D,  put  into  the  compart- 
ment A,  and  the  latter  is  thus  closed  by  the 
stopper  B. 

rni.«^-Ci«RBipiC»u.        Cell    No.  3  (Fig.    go).      In   the  battor 
formed  of  these  cells  the  zincs  and  the  carbons  F  are  fastened 
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petmanently  to  the  under  side  of  the  cover  by  screws,  E,  and 
Ihe  exciting  hquid  is  placed  in  a  cup  or  cups,  L,  which  cups 
Hit  upon  a  movable  tray,  G.  When  it  is  desired  to  set  the 
pile  in  operation,  the  tray  G  and  hence  the  cups  are  elevated  by 
means  of  a  vertical  screw  operated  by  a  milled  head,  D ;  so  that 
the  lines  and  carbons  are  then  immersed  in  the  liquid. 

Cell  No.  4-  In  the  battery  of  cells  of  this  form,  as  shown 
in  Fig.  51,  the  zincs  and  carbons, 
Csre  supported  by  coiled  springs 
above  the  exciting  liquid  which 
fills  (he  lower  portion  of  the  ves,„cl 
-I.  The  ends  of  the  spiral  spring' 
B  extend    beneath    a    pedil     P   \ 

which  is  on  the  upper  end  of  tliL 
ipporting  rod  for  the  plates 
ii'hen  it   is  desired  to  move  tht 

plales  into  the  liquid,  the  pedal  is 

pushed  down  under  and   agamst  [ 

the  action   of   the   spring,   which 

spring  hfts  the  plates  out  of  Ihe 

litiuid  again  when   pressure  on  the         F's.  ji.— CMASprs  BATTEkv. 

pedal  is  removed.     The  rods  F  are  guide-rods  for  controlling 

the  vertical  movement  of  the  plates. 

Buisseau  duRochcr  Cautery  Battery. — This battery.as shown 
Fig.  52,  consists  of  two  superposed  vessels,  B  and  C,  com- 
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municating  by  a  tube  wliicli  enters  the  lower  vessel,  £,  am.«i 
contains  a  solution  of  sodium  bichromate  to  which  sulphura< 
acid  is  added.  The  upper  vessel,  C,  contains  the  zincs  ai»«J 
carbons.  A  rubber  bulb  is  connected  with  the  tube  A,  s- 
that  when  air  is  forced  into  this  tube,  the  liquid  is  driven  u  f> 
through  the  tube  extending  between  the  vessels,  and  thus 
readies  the  electrodes.     In  the  more  complete  form  of  this 


battery,  shown  in  Fig.  53.  there  is  the  same  arrangemeOl 
already  described  in  connection  with  the  Chardin  battery,  andj 
also  a  rubber  bulb  by  means  of  which  the  air  is  forced  in  in  thd 
manner  described,  so  that  the  entire  battery  can  be  set  quickin 
into  operation  whenever  desired. 

Trouvi  Cautery  Battery  (1875). — The  construction  of  thij 
battery  is   shown    in    Fig.  54.     Three   plates   of  carbon 
connected   together   to   form   the   negative   electrode, 
three  corresponding  plates  of   zinc  are  in  rear  and  are  caii 
nected  together  and  to  three  other  plates  of  carbon.     Finalq 
the  three  last  plates  of  zinc  are  connected  to  the  front  and  i. 
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the  left.     The  electrodes  are  immened  in  a  trough  containing i 
a  solution  of  potassium  bichromate.     A  tube  is  provided  fori 
injecting  air  into  the  lower  part  of  the  cell,  thus  preventing! 
depolarization.     A  battery  weighing  5   luiograms  and   short- 
circuited  gives,  according  to  d' Arson val, the  following  constants: 
£.  M.  F.,  4  volts ;  intensity,  118  amperes:  resistance, 0.001  ohm.  I 
Ducrtiet  Windlass  Battery, — Bunsen,  Bau- 
dcl,     Uucretet,     Gaifie,     Hauck,     Jarriant, 
Stohrer,  Tissandier,  Trouv^,  and  othcr:i  have  I 
arranged  the  zinc  electrode  of  a  battery  on.  J 
windlasses  by  means  of  which  they  may  \,sM 
plunged  into  or  withdrawn  from  the  exciting 
liquid  at  will.     Fig.  55  represents  a  windlasa 
battery  of   the   Ducretet  type,  and  Fig. 
siiows.  on  a  larger  Ncale,  the  details  of  lli« 
hook  support    for  the   electrodes.     In   this  I 
ligure^isazinc  plate  terminated  by  thehoolc  I 
5,  which  serves  to  suspend  the  electrodes  by  j 
means  of  cords,  c,  and  carries  a  coupler  to   1 
which  is  fixed  the  conductor  F.     The  car- 
bon plates  C  C  are  connected  to  a  piece  of 
metal,  P.  insulated  from  the  zinc  plate  by  a 
block  o(   ebonite,  E.     The  piece  P  carries 
the  binding  post  which  serves  as  the  other 
terminal  of  the  element. 
Trouvf  Windlass  Battery. — The  construction  proposed  by 
Trouv^  is  represented  in   Fig,  57.     His  solution  is   prepared 
in   the   following   manner:    In  a  vessel  of   enamelled   earth- 
enware containing    12   litres    of   water   (sufficient   for   a   bat- 
tery of  6  cells)  is  dissolved    iSoo  grams  of  potassium  bichro- 
mate  in    powder.     After  the  liquid   has  been  stirred  with  a 
glass  rod,  2700  grams  of  sulphuric  acid  is  poured  in  in  a  fine 
stream,  the  solution    being  constantly  agitated.     The  liquid 
thus  obtained  is  clear,  and  does  not   crystallize  on  cooling. 
E,  M.  F.  =  1.9  to  2  volts.     A  battery  of  6  cells  is  stated  to  be 
capable  of  furnishing  one-half  metric  horsepower  hour.     The 
minimum  consumption  of  zinc  is  105  grams,  and  the  maximum 
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consumption  133  grams,  giving  an  average  of  122  grams  per 
«ll  The  theoretical  consumption  is  53  grams  per  cell,  or  318 
uiisfora  battery  of  6  cells.     The  consumption  in  practice 


•s  represented  by  the  following  figures:  zinc.  732  grams; 
potassium  bichromate,  1200  grams,  sulphuric  acid,  3600  grams, 
Byrne  C*-//  (1878). — Zinc^B-pIatinum  and  solution  composed 
of  water  280  grams,  potassium  bichromate  35  grams,  sulphuric 
add  ;6  grams.  The  platinum  electrode  is  composed  of  a  sheet 
f*f  copper  covered  with  a  lead  plate  to  which  is  applied  platinum 
'oil,  The  object  of  this  arrangement  is  to  diminish  the  resist- 
ance of  the  electrode  without  increasing  the  thickness  of  the 
pUtinum  plate.  This  cell  is  furnished  with  a  rubber  bellows 
intended  to  blow  in  air  and  agitate  the  liquid,  and  thus  to 
diminish  the  effects  of  polarization.  E.  M,  F.  =  1.73  to  1.97 
''olts. 

Carpantifr  t7i'//{i885). — This  cell  has  a  single  bichromated 
liquid  and  depends  on  the  following  principle:  If  in  a  liquid 
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the  two  arms  of  a  filled  siphon  are  placed  so  that  the  end  of 
the  long  arm  is  near  to  the  bottom  of  the  vessel  and  the  short 
one  near  to  the  surface,  changes  in  density  of  the  liquid  wffl 
determine  its  circulation.     When  the   two  electrodes  of  the 
cell  are  inserted  and  the  current  established,  the  zinc  di^^lves, 
increases  the  density  of   the  liquid,  and   circulation   begins. 
The  liquid  charged  with  zinc  descends  to  the  bottom  of  the 
vessel,  and  the  fresh  liquid  rises  to  the  upper  part.     Each  cell 
should  yield  1.5  amperes. 

D,  Totnmasi  Cell  (1881). — Zinc'^^-carbon,  solution  of  sodium 
bichromate  composed  of  water  1000  grams,  sodium  bichromate 
300,  sulphuric  acid  450.  E.  M.  F.  =  1.8  to  1.9  volts.  A 
double  sulphate  of  chromium  and  sodium  is  here  formed. 

CInitaux  Cell. — The  Zinc"*^  is  embedded  in  sand  which  fills 
about  one  half  of   the  vessel,  the  upper  portion  of  which  is 
packed  with  carbon  surrounded  by  carbon  powder.     A  layer  of 
sand  is  placed  over  all.     The  exciting  liquid  is  contained  in  an 
inverted  bottle  from  which  it  trickles,  drop  by  drop,  and  in 
traversing  the  cell,  escapes  by  an  opening  in  the  bottom.    In 
practice,  several  of  these  cells  are  arranged  in  a  vertical  col- 
umn, so  that  the  liquid  flows  from  one  down  into  the  other. 
The  exciting  solution  consists  of  water  1500  grams,  potassiuin 
bichromate  150,  mercuric  sulphate  50,  and  sulphuric  acid  at 
66^  200  grams.     This  liquid  gives  an  electromotive  force  rather 
smaller  than  that  of  the  ordinary  bichromate  cell,  and  polariza^ 
tion  appears  to  be  reduced. 

Parts  Cell, — Zinc^^-carljon  and  a  solution  containing  zinC 
chloride  15  parts,  ammonium  bichromate  15  parts,  and  water 
ICX)  parts.     E.  M.  F.  =  1.45  volts. 

The  chemical  reaction  is  disengagement  of  hydrogen  and 
ammonia,  and  formation  of  a  chromo-oxychloride  of  zinc. 

Ponci  Cell. — Zinc^^-carbon,  solution  composed  of  potassium 
bichromate  i  part,  water  10  parts,  hydrochloric  acid  5  parts. 
The  elements  of  a  battery  are  disposed  so  that  the  exciting 
liquid  may  circulate  from  one  to  the  other. 

Putot  Cell. — Zinc^fi^-carbon,  solution  containing  potassium 
bisulphate  icx)  grams,  chlorochromate  of  potassium  30  grams. 
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water  500  grams.     Tlie  chlorochromate  is  obtained  by  melting 
in  a  clay  crucible  9  parts  of  potassium  chloride  and  17  parts  of 
potassium  bichromate.     This  pile  has  been  adopted  for  military 
uses  for  the  reason  that  it  does  not  involve  the  handling  of 
any  acid  nor  the  transport  of  a  solution,  since  both  the  bisul- 
phate  and  the  chlorochromate  are  solid,  and  the  liquid  there- 
fore may  be  produced  at  any  time  by  simply  dissolving  them 
in  water. 

Delaurier  Cell, — Zinc"*f-carbon  and  solution  composed  of 
water  400  grams,  potassium  bichromate  45,  sulphuric  acid  at 
66°  90,  sodium  sulphate  40,  ferrous  sulphate  40. 

Robert  Cell  (1886). — Zinc-carbon,  solution  containing  a 
mixture  of  potassium  permanganate,  potassium  bichromate, 
sodium  chloride,  and  ammonium  chloride.  E.  M.  F.  =  1.8 
volts. 

Voisin  and  Drosnier  Salt. — This  is  prepared  in  the  following 
manner :  100  parts  of  potassium  sulphate  are  dissolved,  hot,  in 
400  parts  of  sulphuric  acid,  and  to  this  is  added,  in  small  quan- 
tides  at  a  time,  170  parts  of  pulverized  potassium  bichromate. 
When  the  bichromate  is  dissolved,  the  liquid  is  poured  into 
moulds  and  allowed  to  harden,  the  solid  material  being  after- 
wards kept  in  corked  bottles.  For  use,  the  substance  is  dis- 
solved in  five  times  its  weight  of  water.  This  salt  appears  to 
be  constituted  of  a  mixture  of  acid  sulphate  of  potassium 
(SO^KH)  and  of  a  solid  combination  of  sulphuric  acid  and 
chromic  acid  (CrO„2SO,). 

In  order  to  determine  whether  the  bichromate  of  potassium 
solution  is  used  up,  a  few  drops  of  nitrate  of  silver  may  be 
added  to  a  small  quantity  of  it  in  a  test-tube.  If  the  solution 
contains  chromic  acid  even  in  small  quantity,  a  red  precipitate 
of  silver  cbromate  will  appear. 

III.  Various  Cells. 

Urquhart  Cell,  represented  in  Fig.  58,  has  an  arrangement 
by  means  of  which  gravity  causes  the  exciting  liquid  to  con- 
tinue  in  motion  until  it  is  exhausted.     The  containing  vessel 
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is  cylindrical  and  deep.  The  plates  are  two  disks  of  carbon 
And  one  of  zinc,  placed  in  a  horizontal  plane,  in  a  wooden  case 
fitting  the  containing  vessel  in  the  manner  o{ 
an  air-tight  piston.  The  piston  is  packed  by 
means  of  a  rubber  ring,  stretched  in  a  groove 
turned  in  the  face,  as  represented  in  section. 
The  carbon  plates  are  connected  together  by 
means  of  a  platinum  stem,  which  passes 
'  through  an  opening  in  the  zinc.  The  connec- 
tion with  the  zinc  is  made  by  means  of  a  plug 
and  taper  tube  of  platinum,  with  a  gutta- 
percha<overed  wire  leading  out  of  the  ceU. 
By  these  means  the  zinc  plate,  when  worn, 
may  be  replaced  by  a  fresh  disk  without 
trouble. 

The  exciting  liquid  is  poured  into  the  upper  half  of  the 
containing  vessel  and  flows  into  the  cell  through  a  hole  in 
the  upper  carbon.  It  escapes  through  a  smaller  hole  in  the 
lower  carbon  plate  into  the  lower  compartment,  in  which  there 
is  a  small  air-outlet.  By  this  means  it  is  claimed  that  the 
action  of  the  cell  is  rendered  continuous  as  long  as  any  of  the 
exciting  fluid  remains  in  the  upper  compartment.  The  internal 
resistance  is  said  to  be  not  more  than  O-i  ohm. 

Case  Cell. — This  is  intended  to  consume  carbon,  which  is 
here  the  positive  electrode.     It  is  described  as  follows: 

In  a  glass  cell  containing  sulphuric  acid,  c.  p.  sp.  gr.  i.Si, 
temperature  75'  Fahr.,  two  electrodes  are  immersed,  one  of 
platinum,  the  other  of  lump  graphite;  only  a  slight  E.  M.  F- 
is  indicated,  0.007  volt,  due  to  the  combination,  the  graphite 
acting  as  a  positive  element;  on  the  addition  of  a  small  quan- 
tity of  potassium  chlorate  to  the  acid  the  E.  M.  F.  immediately 
rises  to  0.08  volt,  the  graphite  being  disintegrated  after  a  time. 
The  cell  polarizes  rapidly.  The  reaction  of  potassium  chlorate 
with  sulphuric  acid  may  be  represented  by  the  following  equa- 
tion 1  3KCIO,  (potassium  chlorate)  +  sH.SO,  (sulphuric  acid) 
=  2CIO,  (peroxide  of  chlorine)  -|-  KCIO,  (potassium  perchlo- 
rate)  +  aKHSO^  (acid  sulphate  of  potassium)  -|-  H,0  (water). 
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Chlorine  peroxide  (CiO,)  appears  to  be  the  only  active 
agent.  It  is  decomposed  by  the  carbon,  chlorine  being  evolved 
with  some  oxygen.  There  is  probably  much  waste  of  energy 
through  local  action,  as  the  chemical  reactions  go  on  when  the 
circuit  is  open,  but  to  a  less  extent.  In  another  experiment 
an  electrolyte  was  formed  of  sulphuric  acid  and  chlorine  per- 
oxide, the  gas  being  generated  in  a  retort  by  the  action  of 
sulphuric  acid  on  chlorate  potassium,  and  conducted  over  into 
the  acid  in  which  it  was  dissolved.  With  a  positive  element  of 
graphite  opposed  to  platinum  an  E.  M.  F.  of  0.7  volt  was  ob- 
tained- This  cell  appears  at  the  present  time  to  have  little 
practical  value  on  account  of  the  explosive  character  of  the  gas 
generated  (explosible  at  140°  Fahr.,  and  decomposing  in  sun- 
light}, and  also  because  the  cost  of  the  potassium  chlorate  re- 
L  quired  renders  it,  for  equal  amounts  of  obtainable  energy,  about 
■Jjexpensive  as  the  zinc-consuming  cell. 

Faiire's  Carbonate  of  Iron  Battery  is  composed  of  wooden 
troughs,  about  27  ft.  long,  by  3  ft.  9  in.  high  and  6  ft.  6  in.  wide, 
tndosing  some  hundred  or  so  double  electrodes  6  ft.  6  in.  wide. 
riicse  electrodes  are  constituted  of  an  agglomerate  of  carbon 
obtained  by  grinding  up  in  a  mill,  drying,  and  then  carbonizing 
at  1400°  C.  a  paste  composed  of  one  quarter  by  weight  of  oats, 
one  quarter  of  bituminous  coal,  and  one  half  of  very  porous, 
Ltlayey  earth.  An  agglomerate  is  thus  obtained  which  is  ex- 
■Iretnely  porous,  with  which  one  side  of  the  electrodes  only  is 
overcd.  the  other  receiving  a  coating  of  tar,  rendered  entirely 
ifnpcrmeable  by  rebaking.  The  porous  side  of  each  electrode  is 
--■vered  with  a  large  piece  of  netting  or  coarse  sailcloth.  The 
incc  between  the  double  electrodes  is  filled  in  with  granu- 
I  itcd  iron.  The  liquid  used  is  salt  water  led  in  by  tubes.  The 
irrent  is  taken  from  two  iron  plates  at  the  two  extremities, 
1  lie  space  between  one  of  the  plates  and  the  last  electrode  is 
filled  in  with  coke  or  copper  turnings  of  a  sufficient  conductiv- 
ity to  carry  the  current  of  1000  amperes  generated  by  this 
battery  at  a  pressure  of  about  1.15  volts. 

The  elements  of  iron  and  carbon  immersed  in  salt  water 
(NaCl)  produce  chlorate  of  iron,  caustic  soda,  and  hydrogen, 
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with  an  E.  M.  F.  of  about  0.30  volt ;  the  hydrogen  recombining 
with  the  oxygen  increases  this  by  0.40  volt ;  and  the  carbon- 
ization of  the  soda  by  the  carbonate  of  iron  adds  another  0.30 
volt,  which  is  again  increased  0.15  volt  by  the  use  of  reduced 
porous  iron  instead  of  solid  iron.  Thus  the  total  E.  M.  F^ 
according  to  M.  Faure,  is  0.30  +  0.40  +  0-30  +  O-^S  =  i-^S 
volts. 

In  the  electrolytic  reaction  the  carbonate  of  iron  and  the 
chlorate  of  iron  form  carbonate  of  iron  and  chlorate  of  sodium,    i 
which  is  thus  regenerated ;    the  battery  only  uses  the  iron    ' 
transformed   into  carbonate,  which,  as  will  be  seen,  is  easily 
regenerated,  as  well  as  the  carbonic  acid  used  for  this  regenerap 
tion.     Depolarization  is  effected  by  the  gases  which  penetrate 
between  the  faces  of  each  double  electrode.     The  reduction  of 
the  carbonate  of  iron  takes  place  in  a  retort  charged  with  car- 
bonate of  iron,  and  traversed  from  top  to  bottom  by  reducing 
gases — CO,  H,  etc. — coming  from  a  gasogene.     Passing  from 
the  retort,  these  gases  take  fire  on  contact  with  the  air,  form* 
ing  carbonic  acid,  which  passes  around  the  retort  to  the  chim- 
ney, whence  a  portion  of  the  gas  is  drawn  by  a  pump,  which 
forces  it,  after  washing,  into  the  battery.     The  air  necessary 
for  the  combustion  of   the  gasogene  arrives,  already  heatedi 
by  a  chimney,  and  the  reduced  spongy  iron  passes  away  cold 
by  a  channel  placed  at  the  base. 

The  installation  of  a  Faure  primary  battery  comprises* 
therefore,  besides  the  battery  properly  so  called  (iO(X>  cells)* 
a  pump  capable  of  forcing  1000  cubic  metres  of  carbonic 
acid  per  hour,  a  machine  to  agglomerate  the  carbonate  o^ 
iron  passed  out  of  the  channels,  into  bricks,  and  the  reducing 
chamber.  According  to  M.  Faure,  the  consumption  of  fuel  iif 
the  retort  is  not  more  than  0.3  lb.  of  coal  per  pound  of  iron 
used  in  the  battery,  or  per  horse-power  hour  at  the  battery 
terminals. 

Friedlander' s  Electric  Lamp  (Fig.  59). — This  is  an  electric 
lamp  invented  by  M.  A.  Friedlander  of  Berlin.  It  is  composed 
of  a  rectangular  box  of  hardened  India  rubber,  divided  within 
into  several  cells  which  are  formed  by  parallel  walls,  also  of 
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ber,  and  moulded  with  the  boJC  These  cells  contain 
jdry  liquid  and  the  electrode  plates  of  the  lamp.  The 
ktes  and  the  zinc  plates  are  united  to  an  axis  o\  hard- 
B  rubber,  so  placed  as  to  lower  or  raise  the  plates  by 


his  movement  is  produced  by  means  of  an  endless 
:h  gears  with  a  toothed  sector  lixed  on  to  the  axis, 
'Stem  of  immersion  of  the  electrodes  is  convenient. 
them  to  be  partially  lowered  or  raised  by  simply 
button,  thus  regulating  the  intensity  of  the  light 
H  or  a  gas  lamp,  or  extinguishing  it  completely. 
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CHAPTER   VI. 

.jVTROLYTE  CELLS.     (CkkHkm^.) 
Xwn;:AL  Data  and  Tables. 

>v>".  VNCE   OF   CERTAIN    I;1CHK0MATE  CEILS- 
■pV    MONCEL.    iSSl.) 

E.  M.  F.  R. 

'°^'  S-       I 
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i;:.-'   * 
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r.  \.  F.  R, 

.M.i>!-^iiiiii    .      i.'i.i-i..  L,  I 

, : ;  ;       ■■    -  r,.:':c  volts.  23.35  ob"" 
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•UENCE  OF  HEAT  ON  THE  E.  M.  F.  AND  RESISTANCE  OF  THE 
ELEMENT  ZINC"«-PLAT1NUM,  SOLUTION  OF  BICHROMATE 
WITH  ADDED  SULPHURIC  ACID.     (W.  H.  PREECE,  1 878.) 

Temperature.  E.  M.  F.  Resistance. 

I5".5  C 2.1 18  volts 0.85  ohm. 

26.5    ** 2.1 18 


37.5  " 2.127  " 

44.5  " 2.127  " 

60.0  " 2.127  ** 

71 .0  " 2.127  " 

82  .0  " 2.127  " 

93 .5  " 2.127  " 


0.77 

0.68 

0.61 

0.54 

0.50 

049 

0.45 

By  substituting  for  the  platinum  in  this  cell  Byrne's  elec- 
de  (copper-lead  platinum,  Preece  has  obtained  the  following 

ults: 

Temperature.  E.  M.  F.  Resistance. 

26^.5  C 1.868  volts 0.78  ohm. 

37.5*' 2.030    **     0.61    " 

44  -4  " 2073     **     0.35     " 

60.0" 2.127     "     0.24    ** 


71.0" 2.127  0.19 

82.0" 2.127        **         0.17 

93.5" 2.127        "  0.14 


Chemical  Reactions  of  the  Bichromate  of  Potassium 

:11s. — The  ordinary  bichromate  solution,  such  as  employed  in 
ictice,  consists  of  a  mixture  of  potassium  sulphate,  chromic 
d,  and  sulphuric  acid.  When  zinc  is  immersed  in  this  solu- 
n,  the  following  reactions  occur : 

1.  Decomposition  of  sulphuric  acid  with  disengagement  of 
drogen  and  formation  of  zinc  sulphate. 

2.  Reduction,  by  means  of  hydrogen,  of  the  chromic  acid  in 
romium  oxide. 

3.  Combination  of  the  chromium  oxide  with  the  sulphuric 
id  (chromic  sulphate). 


romiun-.  suiijiiit; 
111',;  patse-  if  ihi 
M  inn^er  rormi- 
LitiiJ  ot  proioxiii 
1  ^viior  whici:  til 
is'.-il  jirciiit  ;  bu' 


V  water.  At 
viccnmposei;  1 
.-T-  tc  form  ii  SI 
Lwuioubtcdly 
-  ::,  till:  S'-S.:ir. 
.  L-iiictric  dov 
>  .■;nc  oxu:e  ."i 
•;.;--.ii  is  dtsoii 
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TABLES  OF   E.  M.  F.'S  OF  CELLS  HAVING  A  SINGLE 

ELECTROLYTE. 

E.  M.  F.   OF  CERTAIN  CELLS  USING  DILUTE  SULPHURIC 

.        ACID,     (BECQUER^L,). 

Value  of  E;  M.  F.  in 
Open  Circuit. 

Zinc^K-^inc 0.04  volt. 

Pbtassium-zinc . .;. 1.12 

Zinc-gold.  ......: , . , . . . .    1.54 

platinum. 1.54 

carbon. 1.54 

silver 1.05 

copper. i.oo 

antimony i.oo 

bismuth 0.97 

cobalt 0.86 

nickel 0.85 

aluminium 0.75 

iron 0.60 

tin 0.52 

lead 0.52 

cadmium 0.32 

According  to  D.  Tommasi,  the  E.  M.  F.  of  the  zinc-platinum 
couple  is  much  lower  than  that  of  the  zinc-carbon  couple. 

E.  M.  F.'S  PRODUCED    BY  CERTAIN    METALS  AND  ALLOYS  ON 
CONTACT  WITH   SEA-WATER.      (BECQUEREL.) 

Metals.  E.  M    F.  (that  of  zinc 

being  100). 

Zinc loo.o 

Zincked  iron 95.5 

Soft  iron 65.4 

Sheet  iron 64.0 

Lead. 53.3 

Red  copper 30.9 

Alloys  of  Zinc  and  Copper. 

Zinc lOO.o 

Copper 31.9 


<( 


<( 


« 


<( 


<( 


« 


i( 


<( 


<( 


(I 


<( 


« 


<( 


« 


(( 
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COMPOSITION    OF     ALLOYS. 

7j«^  r«««.r  E.  M.  F.  (that  of  zin<^ 

2»"^-  ^^PP*"^-  being  loo). 

77.7 22.2 96.9 

67.9 31-4 90-3 

70.0 30.0 75.0 

64.9 35.1 42.0 

60.4 39.6 37.0 

590. 50-0 354 

54.2 45-8 35-0 

45.7 54.3 32.4 

Alloys  of  Zinc  and  Lead. 

Lead 53.3 

Zinc.  Lead.               Copper. 

50.0 50.0 —     ICX).0 

33-3 66.6 —     92.5 

20.0 80.0 —     92.5 

60.0 20.0 30 35.4 

Inversion  of  the  Current  in  Cells, — If  a  copper-silver  couf^^^ 
be  placed  in  a  solution  of  potassium  sulphite,  the  foUowi^S 
facts  are  observed : 

1.  The  copper  is  attacked  first,  and  consequently  the  01^' 
rent  appears  to  move  from  the  copper  to  the  silver. 

2.  At  the  end  of  a  short  time  the  current  ceases,  the  silve^  ^ 
becomes  covered  with  sulphur,  and  this  chemical  reaction  pro^^ 
duces  a  current  turned  in  the  opposite  direction  to  that  of  th^^ 
original  current,  and  at  the  same  time  the  layer  of  sulphur^ 
which  has  been  formed  on  the  copper  dissolves. 

3.  Finally  the  copper  is  attacked  anew,  the  current  changes 
direction  again,  and  these  inversions  are  repeated  many  times. 
(Faraday.) 

If  the  couple  be  formed  of  copper-iron,  the  pole  which  is 
found  on  the  copper  side  in  salt  or  acidulated  water,  or  in  a 
potash  solution,  appears  on  the  iron  side  when  the  couple  is 
plunged  in  ammonia.  In  a  couple  formed  of  lead  and  copper 
the  pole  which  is  on  the  lead  side  in  dilute  nitric  acid  is  on  the 
copper  side  in  the  same  acid  concentrated.    (De  la  Rive.) 
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E.  M.  F/S  OF  THE   MAGNESIUM-PLATINUM  COUPLE  E 
MERSED  IN  DIFFERENT  LIQUIDS.     (G.  GORE,  l88S.> 

/ E.  M.  F.'s. X 

Solutions.  Temp.  I5**.6.        Temp.  71*.  i. 

Sulphuric  acid 1.92  volts. 

Formic         "    .........  1.84  **  2.08  volts. 

Oxalic  "   1.73  "  1.88 

Tartaric       "    1.68  "  1.84 

Chloride  of  potassium . .  1.44  *'  1.53 

Bromide  of         "         . .  1.67  '•  1.75     " 

Iodide  of  "         .,  1.58  "     .  1.44    " 

Cyanide  of  "         ..  1.48  " 

Chlorate  of        "         •.1-73  "  2.13     " 

Sulphate  of         "         . .  1.50  "  1.48     " 

Chloride  of  sodium 1.50  "  1.53     " 

Sulphate  of  magnesium.  1.75  "  1.64    *' 

Potassium  alum i  .8 1  "  i  .73     " 

Ammonium  alum 1.70  "  1.84    " 

E.   M.  F.   OF  CERTAIN   COUPLES   USING  DILUTE   SULPHLTl^^^ 

ACID.      (POGGENDORFF,  1845.) 

Sulphuric  acid^  I  part ;  water ^  4,g  parts. 

Zinc-tin 0.441  volt. 

Tin-copper 0.442 

Zinc-copper 0.890 

Iron-copper 0.440  " 

Zinc-silver  I-I37  " 

"    cadmium a366  " 

Cadmium-iron 0.206  " 

Zinc"fi^-iron 0.580  " 

"      tin 0-S73  " 

Nitric  acid  (1.22  specific  weight  of  water)  with  9  times  its  weig^^ 

of  water. 

Zinc"fi^-copper 0.882  volt. 

"      platinum I«49S     " 

Copper  platinum 0.616     " 


u 
tl 
tl 
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drachlortc  acid  {density  =  1.113),  i  part ;  water,  gpart 

Zinc^a^-copper 0.788  volt. 

"      platinum 1.537    " 

Copper-platinum 0.743     " 

Silver-platinum 0.620    " 

Potash,  I  part;  water,  6 parts. 

Zinc-iron 1.003  volts. 

"    silver 1.198     " 

"   platinum 1.257    " 

"   antimony 0.541     " 

Carbonate  of  potash^  concentrated  solution. 

Zinc-iron 0.832  volt. 

"  copper 0.909 

"  platinum 1.078 

Iron-copper 0.077 

Chloride  of  potassium,  concentrated  solution. 

Zinc-iron 0.476  volt. 

"    copper 0.743     " 

"    platinum 1-346    " 

Iron-copper * . .  . .  0.260    " 

hromate  of  potassium,  3  parts  ;  sulphuric  acid,  4  parts  ;  water, 

\i  parts. 

Zinc-copper 0.961  volt. 

"    carbon i'S74     " 

"    platinum 0.977     " 

.  M.  F.   OF  CERTAIN   DILUTE   SULPHURIC  ACID   COUPLES. 
(POGGENDORFF  AND  BECQUEREL). 

On  Open  After 

Circuit.  Polarization. 

Zinc-silver 1,03  volt.  

Zinc"«-copper 0.94    "  0.44  volt. 

**      silver 1.24     "  O.52     " 

"     platinum 1.44     "  0.65     " 
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According  to  D.  Tommasi»  the  E.  M.  F.  of  thezinc-pUtinum 
couple  is  much  below  that  of  the  zinc-carbon  couple  (1.37 
maximum  value ;  a85  minimum  value). 

In  general,  the  electromotive  force  of  any  couple  is  greater 
as  the  volume  of  air  condensed  by  the  inactive  dectiode 
augments. 

E.   M.   F.'S  DUE  TO  THE  ACTION  OF  LIQUIDS  ON  METALS. 

(E.  BECQUEREL,  1 85  5.) 

For  this  determination  Becquerel  uses  two   porous  cups 
placed  in  a  containing  vessel     One  is  filled  with  nitric  acid, 
and  the  other  with  a  solution  which  should  react  on  the  oxidi^ 
able  metaL     The  external  vessel  contains  the  same  solution. 
There  is  thus  obtained  a  couple  yielding  a  constant  current  in 
which  the  negative  plate  is  unceasingly  depolarized  by  its  con- 
tact with  nitric  acid.     There  is  first  determined   the  electric 
effect  resulting  from  the  mutual  action  of  the  two  liquids,  an<i 
the  number  thus  obtained  is  subtracted  from  that  which  ex- 
presses the  effect  of  the  couple.     The  difference  gives  the 
E.  M.  F.  produced  when  the  metal  is  alone  attacked.. 


I 


Cooipositioa  of  the  Liquid. 


Meuls. 


Sulphuric  Acid. 
Water 


t    HTdrQchloric  Acid  t     Potash. 
3    Wiier    lo     Water. 


Amalsara   of    poU5$ium 

»U> 

/::!C  ,Amalgdiudtevi) 

Zinc  vpur^* 

Cavim:uiu 

Lead ' 

Tm 

lion ,    ., 

A'.umiuium ' 

Nivkel 

C.>lMit 

lv$:iut(h 

■\!^im»v»nv 

V.\'Vl*ei 

S   Vd 

Mvivm V .    .  . ' 

v'.v  .\ 

ri.iiiMuiH  ... 


VOitS. 

1.350 


TolCS. 

X.406 
1.392 

1. 134 

C.CJ05 

1. 134 

C.041 

O.  043 


•    «    « 


volts. 

•     •     r     • 

1.377 
1.326 

0.950 
0.850 

1.143 

O.S5O? 

I  445 

0.40S 

0.527 
0.612 

0.S19? 

0.561 

0.000 


0.170  ? 
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At  the  outset,  iron,  nickel,  and  cobalt  give  a  well-marked 
action  ;  but  as  soon  as  the  current  starts  there  is  a  diminution 
of  intensity,  and  the  metals  act  as  if  they  were  less  attacked 
and  had  become  inactive  like  passive  iron.  This  effect  is 
eliminated  by  plunging  the  metals  in  a  weak  solution  of  sul- 
phuric acid. 

Zinc  and  lead,  however,  with  nearly  all  liquids,  maintain 
nearly  the  same  ratio  of  electromotive  force. 

When  the  electromotive  force  of  a  simple  couple  formed  of 
two  metals  placed  in  one  of  the  preceding  liquids  is  desired, 
the  difference  of  the  E.  M.  F.*s  of  both  of  them  is  to  be  taken. 
Thus,  with  zinc-platinum  and  zinc-copper  couples,  using  dilute 
sulphuric  acid,  we  have 

Zinc-platinum 1-347  —  o.ooo  =  1-347 

Zinc-copper i«347  —  0.473  =  0.874 

MAXIMA  AND  MINIMA  E.  M.  F.'S  OF  CERTAIN  SINGLE  ELECTRO- 
LYTE COUPLES   (E.  REYNIER). 

Reynier  has  measured  these  two  extreme  values  by  means 
of  two  forms  of  his  cells  especially  adapted  for  the  purpose 
'^vhich  he  calls  "maxima"  and  "  minima"  cells.  In  the  first  of 
"tliese  two  forms  the  negative  electrode  is  300  times  greater 
t:lian  that  of  the  positive.  In  the  second,  on  the  other  hand, 
t:lie  negative  electrode  is  very  small  and  the  E.  M.  F.  is  deter- 
mined after  long  standing  and  short  circuit. 

ExcW     I'    id       [  ^^^^^ 1000  c.  cm. 

^  ^      '  "  \  Monohydrated  sulphuric  acid.  2     " 

Maxima.  Minima. 

Zinc-platinum 0.5      volt. 

"  iridium 0.270  " 

"  gold ....  <  0.156  *' 

"  silver ....  <  0.098  " 

"  carbon 1.22    volt.       0.04  " 

"  lead 0.55  "  o.  144  " 

"  copper 0.94  "  o.  194  " 

^*  iron 0.429    "  0.309  " 
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Maxiaia.  MioinuL 

Zinc"'-platinum 0.561  volt 

**     silver 0.108  " 

«     carbon 1.26   volt       a226    '* 

"     lead a684  "         0.152  " 

*•     copper 1.072  "         a272  ** 

"     iron 0476  "         0.323  " 

"      zinc 0.09  " 

Iron-copper 0.50  "  .... 

-     .^.      ..     ..     KWater looog 

ExcUtHg  hquui. .  (  ^^^^^  ^^^^.^^ ^^^ 

Maxima.  Minima. 

Zinc-platinum ao34  volt 

'*    iridium 0.052    '* 

"    gold <  0.028    " 

••    carbon 1.08    volt  <ao40    " 

••    silver. 

••    copper. a78 

«•    in^n a378 

**    lead a503 

Zinc"«-coppcr a82 

iron 0469 

lead 0.52 

lron-o\>pi^r 0.26 

LcadnTopi^cr. 0.26 

,. y  \\\^tcr 1000 g 

^      ^  t  <.  c^,'*t,j**  /r  .'^i«*% 1 10 
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F.'S   OF  SEVERAL  VOLTAIC   COMBINATIONS   HAVING  THE 
POSITIVE  ELECTRODE  ENCLOSED.     (E.  REYNIER). 

New,  Polarized, 

iry  zinc  enclosed,  exposed  cop- 

r  and  dilute  sulphuric  acid 0.848  volt.  0.441  volt. 

jy  zinc  enclosed,  exposed  iron 

d  dilute  sulphuric  acid O.401     "     a409     " 

amated  zinc  enclosed,  exposed 

)n  and  dilute  sulphuric  acid 0.466     "     0.466     " 

amated  zinc   enclosed,  exposed 

)n,  20^  soL  of  sodium  bisulphate.     0.504    "     0.509 


<(■ 


F.'S  OF  PLATINUM   AND   HYDROGENIZED   PALLADIUM.. 

•-platinum,  dilute  sulphuric  acid 0.513  volt  (about)^ 

^palladium,    "  "  "     a365     " 

F.*S    OF    CERTAIN    VOLTAIC    COUPLES    IMMERSED    IN  A 
IXTURE  OF  5  PARTS  NITRIC  ACID  AND  1 1  PARTS  WATER. 

;.  GORE,  1885.) 

Zinc-cadmium 0.21 31  volt. 

"    lead 0.3901     " 

"    tin 0.4301     " 

"    iron 0.4867     *' 

"    aluminium 0.5057     *' 

"    nickel o  8571     " 

"    copper 0.8970     " 

"    silver I.1490     " 

"    palladium 1. 1828     " 

"    gold 1.4150     " 

"    platinum 1 .4293 

Cadmium-platinum 1.2162 

Lead  "         1.0392 

Tin  "         0.9992 

Iron  "         , 0.9426 

Aluminium      "         0.9236 

Nickel  **         0.5722     " 

Copper  "         0.5223 

Silver  "         0.2803 
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Table  III. 


(b.  c.  damien.) 


saline  solutions  are  the  same  as  in  the  preceding  ex- 
its, and  the  measurements  are  invariably  taken  a  few 
fter  the  setting  up  of  the  cells. 


-Zinc- 


Ordinary.       Amalgamated, 

volts.  volts. 

iter  (pure)  (copper) 0.916  0.928 

"      slightly  acidulated  (lead) 0.547  0.629 

"  "  **  (iron) 0.432  0.482 

Iphate  of  potash  (copper) i«035  1.067 

"  "   soda  **        1.012  I-037 

"  "   ammonia    "        1.012  1.019 

"  "   magnesia    "        1.047  ^•OS9 

**  "   aluminium"        1.050  1.062 

"  "   zinc  **        1.004  1.047 

itrate  of  potash  "        0.717  0.757 

"        **  soda  "        0.666  0.702 

"        **  ammonia        "        0.700  0.723 

"        **  baryta  "        0.725  0.728 

"        "  strontia  "        0.745  0.757 

irbonate  of  potash       "        0.203  0.252 

**  **  soda  **        0.214  0.257 

liloride  of  potassium     "        0.788  0.802 

"sodium  "        0.805  0.810 

**  ammonia      "        0.845  0.850 

"         **  barium  "        0.782  0.820 

"        "calcium         "        0.743  0.741 

"        "  zinc  "        0.746  0.752 

)dide  of  potassium        "        0.591  0.612 

romide  of  potassium     "        ,  0,735  0.752 
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INFLUENCE    OF    TIME    ON    THE    E.    M.   F.   OF   A   ZINC-COI 

SPRING-WATER  CELL. 

t Zinc. V 

Amalgamated.    Ordinary, 
volts.  volu. 

After  2  hours 0.928  0.81 1 

"      5  days a848  0.802 

"    12    "      a792  0.749 

"   26    "      0.660  0.653 

"   40    "      0.582  0.609 

"   91     "     0.489  0.604 

"155  "      • 0.499  0-680 

"191  "      0.329  0.676 

"  290  "     0.302  0.643 

"  340  "      0.273  0.625 

the  zinc-copper  and  magnesium-sulphate  cell. 

(b.  c.  damien,  1885.) 

EFFECT  OF  CONCENTRATION  OF  THE  SOLUTION. 

Solutions.       Density  at  I5^        «t?r^m  E.  M.  F. 

I  I.OIO  1.2  1.048  volts, 

2  1.035  3-1  1-052      " 

3  1. 151  14.1  1.050     " 

4  1.200  18.2  1.063 

5  1-247  21.9  I -047 

6  1.288  25.0  1.043 


« 


EFFECT    OF    TEMPERATURE. 

For  temperatures  ranging  between  6°  and  35°  the  E.  M. 
have  remained  nearly  the  same,  1.052  to  1.068  volts. 

EFFECT  OF   CLOSING  THE  CIRCUIT. 

Doration  of  Closing  Circuit.  E.  M.  F. 

0  minute 1-059  volts. 

1  "       0.898  " 

5       "       0.825  " 

I  hour 0.750  " 

5      **    0.723  " 

12      "    0.715      " 
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OF  THE  CONCENTRATION  OF  ALKALINE  SOLUTIONS 
01^  THE  E.  M.  F.  OF  THE  ZINC^B-PLATINUM  COUPLE. 
^B.    C.   DAMIEN,    1885.) 


SODA  SOLUTIONS. 

Density  at  15*. 

NaHO  per  cent. 

E.  M.  F. 

1.249 

23-5 

1.342  volts, 

1.177 

16 

1.325      " 

1. 138 

12 

I.321       " 

1.096 

8 

1 .297      " 

1.052 

4.9 

1.308      " 

1.032 

3 

1.282      " 

1.020 

2 

1.287      " 

I 

0 

POTASH  SOLUTIONS. 

1.083      " 

Density  at  15*. 

KHO  per  cent. 

E.  M.  F. 

1.230 

2.5 

1.390  volts 

1. 182 

19.8 

1.380     ** 

I.I43 

17 

I.381      " 

1.100 

13 

1.368     ** 

1.074 

10 

1.358     " 

1.05 1 

6.8 

1.349     " 

1-035 

4.5 

1.344     " 

1.022 

3 

1.352     " 

1.013 

1.8 

I.321      " 

1.002 

0.2 

1.282     " 

I 

0 

1.083     " 

EFFECT  OF  THE  CONCENTRATION  OF  THE  SULPHURIC  ACID 
ON  THE  E.  M.  F.  OF  THE  ZINC"fi^-PLATINUM  CELL. 
(B.  a  DAMIEN,    1885.) 

Density  at  15°. 
L83I 

L670 

1-493 


SO4HS  per  cent. 

92 
74.5 

59-3 


1-332 


43 


E.  M.  F. 

1.264  volts. 

1.275  " 
1. 291  " 
1.302 


<< 


« 


146  THE    VOLTAIC  CELL. 

Density  at  15'.        SO4H9  per  cent.  E.  M.  F. 

1.223  30  1.345  volts,  maximum. 

1. 151  198  1.322    " 

1. 113  15.8  1.275 

1.065  9.5  1.265 

1.023  3.7  1.245 

I  o  1.083     " 

E.  M.  F.  of  Amalgamated  Metals  (J.  Regnauld,  1861). 
—  I.  When  there  is  produced  a  reduction  of  temperature  dur- 
ing the  combination  of  the  metal  with  mercury,  and  hence  the 
heat  of  constitution  of  the  amalgam  is  greater  than  that  of  the 
metal,  the  latter  rises  in  the  order  of  positive  aflSnities. 

The  metals  which  become  electro-positive  on  alloying 
with  mercury  are  the  following :  iron,  nickel,  cobalt,  zinc,  tin, 
antimony,  copper,  lead,  and  bismuth. 

Zinc,  tin,  and  lead,  among  these,  are  the  only  ones  wbic^ 
combine  with  mercury  by  simple  contact  and  without  auxili^O^ 
chemical  or  physical  action. 

2.  In  the  case  when  the  inverse  conditions  apply,  that  is  ^^ 
say,  when  there  is  a  disengagement  of  heat  during  the  forf^^' 
tion  of  the  amalgam,  the  amalgamated  metal  becomes  elect^^ 
negative  in  relation  to  the  free  metal. 

The  metals  which  become  electro-negative  on  alloy^i^^ 
with  mercury  are  the  following:  potassium,  sodium,  cadmiU^ 
and  thallium. 

Amalgamated  aluminium  is  more  oxidizable  than  ordin^^ 
aluminium. 

E.    M.    F.*S  OF    AMALGAMS    IN    WATER    CONTAINING    10^    SU^ 

PHURIC   ACID.      (E.   BECQUEREL,    1855.) 

vol  ^ 

Pure  cast  zinc i'3  -5 

Distilled  mercury 04^ 

Amalgamated  zinc  (without  excess  of  mercury) i-3^ 

(another  experiment) 1.40:^ 

(with  excess  of  mercury) i  ,4^ 
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volts. 

nalgam  of  zinc,  pasty  (i  zinc,  lo  mercury) 1.366 

"     liquid  (i  zinc,  20  mercury) 1 .360 

(i  zinc,  30  mercury) 1.360 

"  manganese,  pasty 1.480 

liquid 1-485 

ammonium,  pasty 2.029 

**  barium,  pasty. 2.091 

**        liquid  (with  addition  of  mercury). .  2.012 

**  calcium,  pasty 2. 162 

"  sodium,  pasty  (i  sodium,  50  mercury) 2.334 

liquid  (i  sodium,  100  mercury). . . .  2.321 
liquid  (i  sodium,  200  mercury). . . .  2.303 

"  potassium  (i  potassium,  100  mercury) 2.341 

(l  potassium,  200  mercury) 2.341 

(i  potassium,  400  mercury) 2.317 


i(  <( 

<( 

((  (< 

tl 

«( 

U  t(  (« 

l(  ((            t< 

u 

II  II              11 

11  <l              II 


E.  M.  F.  OF  AMALGAMS  OF  POTASSIUM  AND  ZINC. 

(WHEATSTONE.) 

(The  amalgams  are  contained  in  porous  cups.) 

E.  M.  F. 

Amalgam  of  potassium  :  volts. 

Solution  of  sulphate  of  zinc,  zinc I -043 

Solution  of  sulphate  of  copper,  copper 1. 122 

Solution  of  chloride  of  platinum,  platinum 2.482 

Dilute  sulphuric  acid,  peroxide  of  lead 3-525 

Dilute  sulphuric  acid,  peroxide  of  manganese 2.921 

Amalgam  of  zinc : 

Solution  of  sulphate  of  copper,  copper. 1-079 

Solution  of  nitrate  of  copper,  copper 1-043 

Solution  of  chloride  of  platinum,  platinum 1-438 

Dilute  sulphuric  acid,  peroxide  of  lead 2446 

Dilute  sulphuric  acid,  peroxide  of  manganese 1-942 
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E.  M.  F.  OF  AMALGAMS.      (C.  HOCKIN  AND  H.  A.  TAYLOR, 


L 


Exciting  liquid :  Solution  of  I  part  sulphuric  acid  (J), 

and  19  parts  of  water. 

Voltaic  couple  :  Zinc"^ — M  {metal)  (i). 


Zinc 

Cadmium 

Tin 

Lead 

Iron  (2) 

Copper 

SUvcr(3) 

Gold 

Platinum  (4) 

Copper  and  lead  (6). . . 
Copper  and  lead  (7). . . 
Silver  and  zinc  (8).. . . 
Gold  and  silver  (9). . . 
Gold  and  silver  (10).. 
Gold  and  silver  (11). . 

Iron  and  tin 

Platinum  and  tin 

Lead  and  zinc 

Silver  and  copper  (12) 
Copper  and  cadmium. 
Mercury 


Pure  Meul. 


volt. 
0.043 
0.401 

0.571 

0.559 
0.487 

1.052 

1.326 

1.340 

1.477 

0.608 
682  to  0.989 

1.004 
133  to  1.204 

260  to  1. 210 

882  to  1.067 

0.537 
0.548 
0.018 
1.070 
0.730 
1-363 


Amalframated 
Metal. 


volt. 

0.000 

0.439 
0.599 

0.627 

1.092 
1.335 

1.363 
0.550 

a  546 

o.ioo 

1. 172 
.088  to  L.220 
.061  to  1. 170 

0.54  J 
0.552 
0.000 
1.047 

0.745 


Solid 
Amalffam 

witn 
Excess  of 
Mercury. 


volt. 
0.000 

0.596 
0.542 

1.058 
0.971 

1. 168 


Mei 

cont 

Trac 

Me 


0.029 1 
O. 
O.' 
0.1 

•  I 

I. 
I. 
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II. 


Exciting  liquid:  Saturated  solution  of  zinc  sulphate. 
Voltaic  couple:  Zinc"^ — M {metal)  (i). 


^Sodium 

Sodium 

Potassium 

Potassium 

Zinc 

Cadmium • 

Tin 

Lead 

Iron  (2). 

Copper 

Silver  (3) 

l^lainum  (4) 

Brass  (5) 

Cannon  bronze 

Copper  and  lead  (6) 

Copper  and  lead  (7) 

Silver  and  zinc  (8) 

Gold  and  silver  (9) 

<>old  and  silver  (10) 

Gold  and  silver  (i  i) 

Iron  and  tin * 

Uad  and  tin 

Uad  and  zinc 

Silver  and  copper  (12)  . . . . 

Silver,  zinc,  and  mercury  . 

Copper  and  cadmium 

Elecirolyiic  bronze 

Mercury 


Solid 

Pure 

Meul. 

Amalga- 
mated 

Amalgam 
with 

Mercury 
containing  Traces 

Metal. 

Excess  of 

of  Metal. 

Mercury. 

volta. 

volts. 

volts. 

volts. 

1.560 

1. 100 

1.590 

1.460 

1.680 

1.060 

1.760 

1.640 

0.000 

0.000 

0.000 

0.029  to  0.253 

0.3H 

0.326 

0.313 

0.540 

0.509 

0.515 

0.510 

0.531 

0.509 

0.510 

0.465 

0.494 

0.497 

0.486 

0.407 

1.258 

1.030 

I.014 

1.042 

1.169 

1.275 

1.275 

1.323 

1. 169 

0.888 

0.592 

0.597 

0.637 

0.487 

0.512 

0.509 
0.040 

..... 

1.030 

1.084 

I.20S 

1.087 

1.107 

1.085 

0.498 

0.496 

0.484 

0.409 

0.018 

0.018 

0.898 

0.996 

0.004 

0.672 

0.916 

0.064 

1.333 

NOTES  ON  THE   PRECEDING  TABLES. 

(i)  In  the  case  of  sodium  and  potassium,  the  zinc  is  electro- 
positive. 

(2)  Amalgamated  by  means  of  sodium  amalgam. 

(3)  Amalgamated  by  immersion  of  the  hot  metal  in  mer- 
^"7-  The  solid  amalgam  is  Diana's  tree.  Obtained  by  the 
action  of  silver  on  a  solution  of  mercurous  nitrate. 

(4)  Amalgamated  by  immersion  of  a  sheet  of  red-hot  plati- 
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num  in  boiling  mercury.  The  solid  amalgam  has  be- 
either  by  the  action  of  sodium  amalgam  on  platinu 
or  by  heating  platinum  black  with  mercury  in  a  sea 

(5)  Obtained  by  electrolysis  of  a  boiling  solutior 
of  copper  sulphate  i  part,  zinc  sulphate  8  parts, 
cyanide  18  parts,  and  water  250  parts.  The  anode 
of  brass  prepared  from  very  pure  metals,  and  the 
platinum  plate. 

(6)  Amalgam  mixed  with  a  great  excess  of  lead 

(7)  Amalgam  mixed  with  a  great  excess  of  copp 

(8)  Silver  i  part  and  zinc  I  part. 

(9)  Gold  I  part  and  silver  3  parts. 

(10)  Gold  I  part  and  silver  4  parts. 

(11)  Gold  I  part  and  silver  5  parts. 

(12)  Silver  i  part  and  copper  1  part. 

E.  M.  F.  OF  THE  COUPLE  Zn  AND  (Cd  +  :rHg).   < 

AND  H.  A.  TAYLOR,  1 879.) 

Exciting  liquid :  solution  of  pure  sulphate  ofz 

Cadmium-mercury  (pure) 1.232  \ 

Zinc-cadmium  i  p.,  mercury  5,700,000  p 

3,160,000  

"  "  "  "         1,912,000  

"  "  "  "         1,450,000  ' 

1,167,000  

"  "  "  "  977,000  < 

842,000  . 

"  **  "  "  742,000  < 

"  "  "  "  662,000  < 

598,000  ( 

"  "  "  "  407,000  < 

314,000  ( 

"  "  **  153,000  ( 

**  "  101,400  ( 

76,200  ( 


*  Neutralized  previously  by  zinc  hydrate. 
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Zinc-cadmium  i  p.,  mercury   61,100    0.420  volts. 

"         "  •*  "  51,100    0.420  " 

"        "  "  "         24,240    0.410  " 

"         "  "  "  6,280    0.396  " 

"         "  "  "  3,580    0.389  " 

"         "  "  "  2,515     0.386  " 

*'  "  "  1,942     0.387  " 

1,538     0.378  " 

"  "  "  1,339    0-376  " 

"  "  "  1,158     0.380  " 

"  "  "  963     0.378  " 

"        "  "  "  873     0.374  " 

"  "  "  836    0.374  " 

"        "  "  "  332     0.366  " 

**  148.7 0.334  " 

Zinc-cadmium  amalgamated 0.326  " 

"         "  non-amalgamated ....  0.31 1  " 


E.  M.  F.  OF    THE    COUPLE  Zn    AND   (Zn  +  ;rHg).      (C.   HOCKIN 

AND   H.  A.  TAYLOR,   1 879.) 

Exciting  liquid :  solution  of  pure  sulphate  of  zinc  ^ 

Zinc-mercury  (pure) L186  volts. 

Zinc-zinc  i  p.,  mercury  23,600,000  p L179  volts. 

"     "       "             "         1 1,800,000     1.080  " 

"     "      "            "          7»530,ooo    0.655  " 

"    "      "            "          5,000,000    0.513  " 

"    "      *'            "          4,720,000    0.399  " 

"    "      "            "          3,930,000    0.257  " 


"  "  "  "  3,370,000  0.228  '* 

"  "  "  "  2,700,000  0.214  " 

"  "  "  "  2,620,000  0.214  •' 

"  "  "  "  1,800,000  0.214  " 


400,000    O.I 34     " 

200,000     0.124 


"       **  "  "  'yr>>r\  i^r\r\  r\  t  ^  a  << 


* 


Previously  neutralized  by  zinc  hydrate. 
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CELLS   HAVING  TWO  LIQUIDS. 

The  subject  is  considered  under  the  following  class*  fi^* 
on : 

I.  Cells  having  different  electrodes,  divided  into: 
(i)  Cells  having  liquid  depolarizers. 

(2)  Cells  having  solid  depolarizers, 

(3)  Cells  in  which  depolarization  is  effected  by     ^'^^ 

development  or   application  of  elemenC-^*^ 
bodies. 
II.  Cells  having  identical  electrodes,  divided  into: 
(r)  Cells  having  liquid  depolarizers. 
(2)  Cells  having  solid  depolarizers. 
III.  Practical  data  and  tables. 


I.  Cells  having  Different  Electrodes. 

(l)   LIQUID   depolarizers. 

(a)  Nitric  Acid. 

Grove  a/7(i838).— Zinc"«,dilu 
sulphuric  acid ;  porous  cup,  nitric  ac 
(D.=:  1.33), platinum.  E.  M.F.=  I 
volts.  The  most  common  form  < 
Grove  cell  is  represented  in  Fig.  S^^' 
The  zinc  electrode  ^is  U-shaped  an  ^^ 
is  placed  in  a  porous  jar  Kcontainin  .^^ 
a  very  thin  piece  of  platinum  r.  Th  ^^ 
platinum  Is  connected  with  the  prt^  ' 
jecting  portion  of  the  zinc  in  the  aJ  "' 
joining  cell,  Poggendorff's  arrange — 
ment    of   Grove   cell  is   representee^- 
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it  F^  60  and   61.     The  porous  jar  is  cvlirdrical  and  con- 
tains tbe  plztumm  in  ihe  shape  of  aa  &     Tbe  j 


I  Fic  fo.-G»oi-e  Ceu_  Fic  St.— Gnon  Bi»CT»on«. 

'^tened  to  a  porcelain  stopper  which  almost  complete!)'  closes 
^W  porous  Jar. 

Jnfiuenec  of  Temperature  on  the  E.  M.  F.  0/  the  Groz'e  Ceti 

{£,  Becqiierel.) 

Temp.  E,  M.  F, 

Grove  cell,  ordinary  zinc 14"  C.  1-59^  volts. 

"        "     zinc"B 14°"  1.661      " 

"         "     ordinary  zinc   90°*'  1,666     " 

"         "     zinc"8 90°  "  1.734     " 

Roycr  has  substituted  oxalic  acid  for  nitric  acid  in  the 
■  Grove  cell,  and  has  noted  its  reduction  in  formic  acid.     This 
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reduction  is  accompanied  by  a  diseng^ement  of  hydrogen,  but     ■'^ 
without  production  of  carbonic  acid.     A  saturated  solution  of 
furric  chloride  with  4  percent  nitric  add  has  been  recommended 
as  a  substitute  for  nitric  acid. 

The  chemical  reactions  (see  page  159)  produce  nitric  oxide, 
which,  taking  oxygen  from  the  air  on  escaping,  becomes  red 
nitrogen  peroxide  (NO,),  which  gives  corrosive  fumes.  The 
acid  also  boils  and  spatters,  so  that  it  is  always  desirable  to  use 
this  cell  in  open  air  or  where  there  is  ample  ventilation. 

Hawkins  (1840)  and  Olfers  (1841)  have  successively  replaced 
the  platinum  of  the  Grove  element  by  a  cylinder  of  passive 
iron.  Iron  is  rendered  passive  by  plunging  it  for  a  few  minutes 
into  fuming  nitric  acid. 

Comparative  Table  of  the  E,  AT.  F.  and  Resistance  of  the  Grorct 
Couple  in  which  the  Platinum  is  replaced  by  Steely  Cast-if"^^ 
and  WrouglU-iron. 

Grove  cell  =  loa 

Resistance.  E.  M .  F. 

Platinum 100.00  loaoo 

Cast-iron 98.39  89.62 

Steel 98.54  86.99 

Wrought-iron 85.97  76.88 

It  is  necessary  to  observe  that  when  iiTOught-iron,  cast-irc^^ 
or  steel  is  employed,  nitric  acid  at  its  maximum  of  concent^^''^' 
tion  must  be  used.     Wrought-iron  by  its  contact  with  conc^^  ^' 
trated  nitric  acid  becomes  passive,  or,  in  other  words,  inattac^^^ 
able  by  that  acid.    Cast-iron  is  not  attacked  at  all  by  nitric  ac:  ^\, 
and  becomes  white.     On  closing  the  circuit  without  intemt  '^^ 
resistance  the  cast-iron   is  immediately  attacked.     This  efle^^ 
ceases  as  soon  as  the  circuit  is  open.     On  the  other  hand,  ca^'"^^ 
iron  remains  passive  whenever  any  external  resistance  is  inte  ^'^ 
posed. 

Uilsmann    Cell, — Zinc^^,    acidulated    water;    porous  cuf^^ 
nitric  acid,  silicious  iron.     Silicious  iron  is  intended  to 
attack  by  dilute  nitric  acid. 
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Comparative  Table  of  the  E.  M.  F  *s  of  the  Callan  and  Uelsmann 
Cells,  according  to  the  Degree  of  Concentration  of  the  Nitric 
Acid. 


Nitric  Acid. 

E.  M.  F. 

percent. 

Specific 
Weight. 

Silicious  Iron. 
(UeUmano.) 

Cast  Iron. 
(Callan.) 

Difference. 

56 
50 
40 
30 
20 

17. 5 

15 

15 

15 

12.5 

10 

10 

5 

1.460 

1.425 
1.365 
1.270 
1. 185 
1. 160 

I.I35 
1.135 
1.135 
1. 100 

1.085 
1.085 
1.040 

1.700 
Z.688 
1.670 
1.648 
1.566 

<i. 
0.784 

>l. 

1.545 
1.470 

0.540 
0.514 

1.703 
1.693 

1.673 
1.638 

Active* 

•  •  •  • 

•  •  •  • 

•  •  •  • 

•  •  •  • 

•  •  •  • 

•  •  •  • 

•  •  •  • 

•  •  •  • 

—0.003 
—0.005 
—0.003 

-j-O.OIO 

•             ••••••• 

*  That  is  to  say,  the  cast-iron  ceases  to  be  passive  and  begins  to  react  on 
the  nitric  acid. 

Bujff^  Ceil  (iS^y), — Zinc,  diluted  water;  porous  cup,  nitric 
acid,  aluminium.     E.  M.  F.  =  1.44  volts. 

It  the  zinc  be  replaced  by  tin,  iron,  copper,  or  silver,  the 
current  retains  its  direction  but  loses  in  E.  M.  F. 

Grove  (1839)  attempted  to  substitute  wood-charcoal  or 
even  retort-carbon  for  platinum  in  order  to  obtain  a  less 
expensive  cell ;  but  thinking,  he  says,  that  in  the  scientific 
world  only  platinum  electrodes  would  be  considered  as  truly 
**  in  harmony  with  science,**  he  makes  no  reference  to  carbon 
electrodes  in  his  memoirs.  The  substitution  was  made  later 
by  Bunsen. 


THE  BUNSEN  CELL  AND  DERIVATIVES. 


Cell  (1842)   (Fig.    62). — Zinc"«f,    dilute    sulphuric 

fuming  nitric  acid,  carbon.     E.  M.  F.  =  1.96* 

placed  in  the  porous  cup,  and  the  carbon  in 

By  using  nitric  acid  of  a  density  of  1.38, 
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the    E.   X.  F.  at  'gg  dement  becotoes  eqnal   to  1.89  volts; 
Archiscaa   rfnrsed  c^  dispositioa  o{  the  electrodes  of  tlic 

Buasen  ceil,  and  p-j*'-^  the  caiboa  m  the  porous  cup,  and  ttie 


zinc  in  the  exterior  vessel :  and  this  is  the  arrangement  now 
most  commonly  employed. 

Researches  of  d Arsonval  on  the  Electric  Constants  of  "" 
Bunsen  (Ti//.— The  cell  tested  by  d'Arsonval  had  the  follow- 
ing features  r  height,  20  cm.;  exciting  liquid,  sulphuric  ac'"- 
diluted  with  ^e<  ^f  '^^  volume ;  depolarizer,  nitric  acid  of  3^ 
to  40°  Haum6  :  internal  resistance,  0.08  to  0,1 1  ohm  ;  E.  M.  F- 
1.8  volts.  With  the  acid  at  30°  the  cell  weakened  rapidly- 
When  nitric  acid  marks  36°  to  32°  Baum6,  the  Bunsen  couple 
consumes  1.30  grains  of  zinc  per  ampere-hour ;  Faraday's  law 
indicates  i._'95  grams. 

Researches  of  E.  Afei/an  ( 1 886)  on  the  Electric  Constants ej 
the  Bunsen  (Ti//.— Kxciting  liquid.  1.5  litres  of  acid  to  n'-S 
n-iumc  (3  volumes  of  sulphuric  acid  at  60°  Baum6  +  3  volumes 
of  ivatcr):  depolarizer.  0.435  litre  of  nitric  acid  at  36°  Baumi; 
active  surface  of   amalgamated   zinc,  ;.$  square  decimetres; 
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externalfiresistance,  1.27  ohms;  internal  resistance,  0.04  ohm 
after  setting  up,  minimum  0.035 — ^^  returns  finally  to  0.12. 

E.  M.  /^ 

After  setting  up 1.93  volts. 

"      1 5  minutes,  closed  circuit 1.87    " 

"      24  hours,  closed  circuit 1.77    ** 

"      30      "  "  "       1.73    " 

Variation  of  Current. 

After  15  minutes,  closed  circuit 142  amperes* 

**      24  hours,  closed  circuit 1.33       " 

"      30      "  "  "      .   1.24      " 

Work  Done. 
After  24  hours  of  closing 56  watt-hours. 

u         ^Q         «  It  a  $jQ  it 

^ork  done  with  a  variation  of  10%  in  current-yield ofi.$  amperes. 

Time  in  hours 28^ 

Watt-hours 65 

Weight  in  kilograms. 4.20 

Kilogrammetre  per  kilogram 5.60 

Average  yield 0.96 

Useful  work  per  kilogram 5.40 

Actual  Quantity  of  Nitric  Acid  utilized  in  the  Bunsen  Cell, 
— ^D*Arsonval,  experimenting  under  protection  from  air,  has 
observed  that  the  product  of  the  deoxidation  of  nitric  acid  is 
formed  by  pure  hyponitric  acid  (NO,). 

The  hydrogen,  due  to  the  decomposition  of  the  acidulated 
^aterby  the  zinc,  reduces  nitric  acid  to  the  state  of  nitrogen 
binoxide  (NO);  but  this  compound  cannot  exist  in  the  presence 
oC  concentrated  nitric  acid  by  reason  of  the  following  reaction : 

NO  +  N  A  =  3NO.. 
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Whence  it  results  that  in  the  Bunsen  cell  nitric  acid  yields 
to  the  hydrogen  but  a  half  molecule  of  oxygen  and  becomes 
transformed  into  hyponitric  acid. 

The  current  remains  constant  as  long  as  the  strength  of  the 
nitric  acid  does  not  fall  below  28°  Baumd.  Ordinary  commer- 
cial acid  sold  for  36°  Baumd  contains  on  an  average  45^  of 
anhydrous  nitric  acid. 

Consequently  the  quantity  of  acid  actually  utilized  in  the 
cell  is  45  —  32  =  13  grams  per  100  grams  of  commercial  acid  or 
130  grams  per  kilogram. 

Thermic   Reactions   of  the  Grove  or  Bunsen   Cell  and  of 
Ceils  derived  from  them. — In  these  couples  there  is  formation 
of  dissolved  sulphate  of  zinc  and  reduction  of  nitric  acid.    The 
heat  of  formation  of  dissolved  zinc  sulphate  is  equal  to  io7 
cal.,  and  the  heat  disengaged  by  the  deoxidation  of  nitric  acid 
is  equal  to  13.76  cal.  or  27.3  cal.  (Favre),  according  as  there  ^^ 
production  of  nitrogen  binoxide  and  oxygen  or  nitrous  acid  ^^ 
oxygen. 

In  the  first  case  we  have 

107.0  cal.  —  13.76  cal.  =  93.2  cal., 
and  in  the  second  case 

107.0  cal.  —  27.3    cal.  =  79.7  cal. 

If  these  two  reactions  be  regarded  as  taking  place  at  C:^ 
same  time  per  equal  parts,  the  quantity  of  disposable  h^^ 
should  be  the  mean  or  86.47  cal. 

These  results  have  been  verified  by  Favre,  who  has  direct:  Jj 
found,  by  the  aid  of  the  mercury  calorimeter,  that  the  tc>t:ai 
quantities  of  heat  are  substantially  those  indicated  by  theory* 

And,  in  fact,  if  86.47  cal.  be  divided  by  the  volt  (which 
corresponds  to  46.3  cal.),  a  value  is  obtained  very  closely  flip' 
proximating  that  found  by  electric  methods ;  or 

-^  =  1.86  volts. 
46.3 
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No  account  has  been  taken  of  the  decomposition  of  water 
by  the  zinc  in  these  couples,  for  it  is  compensated  for  by  the 
recombination  of  the  hydrogen  with  the  oxygen  of  the  nitric 
acid. 

According  to  Thomsen,  the  chemical  and  thermic  reactions 
of  the  Bunsen  or  the  Grove  cell  may  be  represented  by  the 
following  equations  : 

[d)  Chemical  reaction : 

Zn  +  SO,H,  +  2NO.H  =  SO.Zn  +  2NO,  +  2H,0. 
(i)  Thermic  reaction : 

(Zn,0,SO,H^q)  -  (N.O,  AH.O). 
Or, 

106.090  cal.  —  10.010  cal.  =  96.080  cal. 

If,  however,  96.080  be  divided  by  the  volt,  a  higher  value  is 

^t^tained  than  that  directly  found  by  electric  measurements  ; 
Or 

06.08 

<--r-    =  2.07  volts. 

46.3 

According  to  D.  Tommasi,  in  order  to  calculate  the  E.  M.  F. 

^f   nitric  acid  cells  of  the  Grove  or  Bunsen  type  by  means  of 

^'^ermic  data,  it  is  necessary  not  only  to  know  all  the  different 

P^^oducts  which  result  from  the  reduction  of  nitric  acid,  but  also 

^^  know  in  what  proportion  they  are  associated. 

Now,  all  that  is  known  at  present  is  that,  besides  hyponitric 

^nd  nitric  acids,  there  is  formed  a  small  quantity  of  nitroj{«;n 

^nd  traces  of  nitrogen  protoxide.     On  the  other  hand,  Koycr 

^nd  D.  Tommasi  have  found  in  the  porous  cup  as  well  a»  in 

^^e  external  vessel  of  nitric  acid  cells  a  vary^'ng  quantity  of 

ammonia,  determinable  by  testing  with  powdered  lime  and 

^ater.    The  re^>ective  proportions  of  these  different  product* 

^  not  yet  acctmrtdy  repoited. 
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Rousse  Cell  No.  3. — Ferro-manganbse  at  85  pei 
phuric  acid  at  ^ ;  porous  cup,  nitric  acid,  carbon. 
,   also  devised  a  cell  in  which  the  nitric  acid  is  rcpkcei 
sium  manganate. 

Arckereau  Cell. — Copper,  dilute  sulphuric  acid;  1 
nitric  acid,  carbon.     E,  M.  F.  =  about  0.5  volt. 

Buff  Cell  (1857). — Aluminium,  acidulated  wat 
cup,  nitric  acid,  carbon.     E.  M.  F.  =  1.377  volts. 

Rousse  Cell  No.  4. — Crookes'  alloy  (2  molecules  o 
and  i  molecules  of  zinc),  acidulated  water;  porous 
acid,  carbon. 

Parts  Cell, — In  this  cell,  Fig.  63.  the  gravity  ] 


applied  to  voltaic  apparatus  ol  the  Bunsen  type.'r 
ilar  to  that  in  which  it  has  been  applied  by  Mcii 
others  to  apparatus  of  the  Daniell  type.  The  app 
sists  of  a  glass  jar,  upon  the  bottom  of  which  rests 
electrode  connected  by  a  rod  to  the  upper  terminal, 
is  suspended  from  the  central  rod,  and  at  the  rigt 
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tube,  funnel-shaped  and  open  at  the  bottom.  In  mounting 
the  battery  the  glass  jar  is  filled  just  high  enough  to  cover  the 
^-  'I  zinc  plate  with  a  solution  of  either  an  alkaline  sulphate,  prefera- 
bly that  of  magnesia  (l  part  in  4  parts  of  water),  or  an  alkaline 
chloride,  preferably  that  of  ammonium  (i  part  in  5  parts  of 
water),  each  cell  requiring  about  45  fluid  ounces.  To  these 
solutions  may  be  added  from  5  to  10  per  cent  of  hydrochloric 
acid,  which  lessens  the  internal  resistance,  but  causes  some 
local  action  on  the  zincs.  The  depolarization  is  effected  by 
means  of  a  "  sulpho-chromic  salt,"  in  which  sulphuric  acid  has 
been  caused  tj  combine  with  chromic  acid  in  an  amorpho- 
crystalline  state.  This  is  dropped  into  the  glass  tube,  where- 
upon the  carbon  cathode  soon  becomes  ^covered  with  a  dense 
stratum  of  depolarizing  liquid.  When  the  depolarizer  becomes 
exhausted,  a  fresh  supply  of  salt  is  dropped  into  the  tube,  thus 
continuing  the  action  of  the  batter>'  without  interruption. 

The  E.  M.  F.  of  the  battery  is  stated  to  be  1.95  volts,  and 
its  strength  of  current  with  different  solutions  varies  from  3  to 
7  amperes.  .A  cell  tested  by  Professor  Carhart  gave  initial 
E.  M.  F.  2.08  volts:  at  end  of  i  hour  closed  through  i  ohm  ex- 
ternal resistance  1.85  volts,  but  recovered  to  2  volts  a  few 
n^inutes  after  opening  the  circuit.  Internal  resistance,  0.82  ohm. 
Current,  1.04  ampere. 

Taylor  Cell. — Zinc  in  form  of  curved  plate,  with  dilute  sul- 
phuric acid  in  outer  vessel ;  porous  cup,  containing  depolarizer 
^d  eight  carbon  rods.     E.  M.  F.  =  1.9  volts. 


(b)  Different  Acids. 

Leblanc  CV// (1871). — Zinc,  acidulated  water;  porous  cup, 
^lution  of  chloric  acid,  carbon. 

The  reactions  of  this  cell  are  as  follows : 


1.  3S0,H.  +  3Zn  =  sSO.Zn  +  3H,. 

2.  CIO.H  +  3H,  =  CIH  +  3HA 
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Leblanc  has  also  employed,  in  place  of  chloric  acid»  aqua 
regia  or  a  mixture  of  sodium  or  ammonium  nitrate  with  sul- 
phuric or  hydrochloric  acid.  When  the  mixture  contains 
hydrochloric  acid,  the  carbon  may  be  replaced  by  a  plate  of 
platinized  copper. 

In  the  cell  above  named,  with  a  mixture  of  potassium 
chlorate  and  sulphuric  acid,  the  total  reaction  will  be  repre- 
sented as  follows : 

CIO.K  +  3S0,H,  +  3Zn  =  sSO.Zn  +  3H.O  +  CIK. 

Favre  CelL — Zinc^*^,  acidulated  water ;  porous  cup,  hydro- 
chloric acid,  carbon.  Chemical  reactions  are  represented  by 
the  following: 

1.  Zn  +  SO,H,  =  SO.Zn  +  H, . 

2.  ClOH  +  H,  =  CIH  +  H,0. 

Boettger  Cell  {i2>6S). — Zinc^fi^,  solution  of  sodium  chloride 
and  magnesium  sulphate,  mixed ;  porous  cup,  sulphuric  aci^' 
antimony. 

Kukla  CelL — Zinc"^,  dilute  hydrochloric  acid  ;  porous  cuj^ 
concentrated  hydrochloric  acid,  antimony. 

(c)  Mixed  Acids. 

Sckoeftbein  Cell {1842). — Zinc,  acidulated  water;  porous  cup 
mixture  of  2  parts  of  nitric  acid  and  i  part  of  sulphuric  acid  1 
platinum.  The  latter  acid  serves  to  absorb  the  water  formecJ 
by  the  reduction  of  the  nitric  acid  by  hydrogen, 

Leroux  Cell {iS^), — Zinc^^^,  acidulated  water;  porous  cup, 
mixture  of  10  parts  of  nitric  acid  and  10  parts  of  sulphuric 
acid,  carbon. 

Zalkvski  CelL — Zinc,  saturated  solution  of  sodium  chloride 
containing^  one  fifth  part  of  ammonia ;  porous  diaphragm,  mix- 
ture of  nitric  and  sulphuric  acids,  carbon.  The  elements  of  this 
battery  are  disposed  like  those  of  the  Cruikshank  battery. 
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Zaliwski'Mikarski  Cell  (1866).— Zinc,  solution  of  ammonium 
chloride;  porous  cup  filled  with  sulphuric  acid,  in  which  is 
placed  a  second  porous  cup  containing  nitric  acid  and  carbon. 
It  is  claimed  that  no  effervescence  appears  and  that  the  zinc  is 
consumed  without  useless  waste, 

Wigner  Cell  (1868). — Zinc^fi^,  acidulated  water ;  porous  cup, 
depolarizing  mixture,  carbon.  The  depolarizing  mixture 
contains  nitric  acid  (D.  =  1.360)  200  grams;  sulphuric  acid 
(D.  =  1.845)  500  grams. 

The  object  of  these  different  mixtures  is  to  utilize  the 
greatest  possible  quantity  of  nitric  acid,  for  it  is  important  not 
to  lose  sight  of  the  fact  that  acid  which  will  no  longer  yield  a 
constant  current,  and  which  is  consequently  rejected,  still  con- 
tains 32  per  cent  of  anhydrous  acid.  As  nitric  acid  at  36° 
Baum^  contains  45  per  cent  of  anhydrous  acid,  it  therefore 
does  not  give  up  to  the  hydrogen  of  the  cell  but  about  ^  of  the 
oxygen  which  it  should  theoretically  yield. 

Reinch  CelL — Zinc^fi^,  acidulated  water;  porous  cup,  aqua 
regia,  and  crushed  coke. 

Sosnowski  Cell  (1866). — Zinc,  solution  of  potash  or  soda; 
porous  cup,  acid  mixture,  carbon.  The  acid  mixture  consists 
of  one  volume  each  of  nitric  acid  at  36^  B.,  sulphuric  acid  at 
26°  B.,  hydrochloric  acid,  and  water.  The  E.  M.  F.,  according 
to  E.  Meylan,  is  2.376  volts  with  the  potash  and  2.370  volts 
with  the  soda  solution.  The  reactions  occurring  arc  stated  by 
M.  Meylan  as  follows : 

"Considering  the  potash  cell  as  an  example,  depolarization 
takes  place  with  formation  of  nitrogen  binoxide  according  to 
the  symbols 

3NO.H  +  3H,SO,  +  6H  =  3H,SO.  +  2NO  +  4H,0. 

"The  sulphuric  acid  is  re-formed  integrally,  and  for  one  atom  of 
hydrogen  absorbed  we  have 

iNO.H  +  H  =  iXO -f  |HA 
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"  The  heat  gained  by  this  reaction  is  8.6  calories.  The  pri- 
mary action  of  the  current  causes  decomposition  of  the  potash 
with  formation  of  zinc  oxide  and  water,  and  the  decomposition 
of  the  nitric  acid,  transformed  into  potassium  nitrate,  with  libera- 
tion of  hydrogen.  The  zinc  oxide  would  then  give  place  to  an 
alkaline  zincate,  while  the  hydrogen  would  act  on  the  depolar- 
izer, as  we  have  seen. 

Zn  I  4KOH  I  2NO.H  =  ZnO  +  H,0  +  2N0,K  +  2H 

=  ZnOK,0  +  H,0  +  H,0  +  2N0,K  +  2H. 

The  reaction  referred  to  the  hydrogen  atom  would  then  be 

JZn  +  2KOH  +  NO.H  =  iZnOK,0  +  NO.K  +  H, 

which  may  be  decomposed  into  two  reactions : 

{a)  KOH  +  NO,H  =  NO,K  +  H.O, 
corresponding  to  14.4  cal. ;  and 

(*)  iZn  +  KOH  =  KZnK,0)  +  H, 

corresponding  to  31.6  cal. 

"  The  heat  gained  in  the  sum  of  these  reactions  is  46  calories. 
Finally,  the  chemical  heat  would  be  54.6  calories,  which  cor- 
responds to  an  E.  M.  F.  of  2.35  volts.  The  result  of  this  cal- 
culation is  not  far  from  that  actually  determined,  the  average  of 
the  E.  M.  F.'s  at  the  moment  of  establishing  the  potash  cells 
being  2.376  volts. 

"  For  soda  the  reaction  {a)  above  given  yields  very  nearly 
the  same  heat.  As  the  average  of  the  E.  M.  F.'s  of  the  soda 
cells  has  given  2.37  volts,  the  reaction  {p)  or  the  formation  of 
the  soda  zincate  should  likewise  furnish  the  same  heat.  There 
are,  however,  no  available  data  on  the  subject. 

"  As  verification  of  the  heat  of  formation  of  the  zincate. 
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which  is  calculated  by  a  somewhat  devious  method,  the  heats  of 
formation  Cof  the  zincates  of  the  average  alkali  zinc-carbon  cells 
have  been  determined  directly  by  the  method  of  E,  M.  F.'s. 
Thus, 


(K)     C  =  1.3    volts  X  23.2  =  30,2  cal. ; 
(Na)    C=  1.25  volts  X  23.2  =  29.2  cal. 


Iiese  values  arc  a  little  less  than  those  anticipated,  but  account 
ust  be  taken  of  inevitable  polarization,  unless  an  electrometer 
is  employed." 

D'Arsonval  Cell. — Zinc,  water  acidulated  with  \  volume  of 
pure  sulphuric  acid  and  \  of  hydrochloric  acid  ;  porous  cup, 
depolarizing  mixture,  c.irbon.  The  depolarizer  consists  of 
ordinary  nitric  acid  i  vol.,  hydrochloric  acid  2  vols.,  water 
acidulated  ^^  by  H,SO,  2  vols.  The  carbon  con.sists  of  a 
bundle  of  cylindrical  rods  of  about  i  cm.  diameter,  separated 
by  intervals  of  a  few  millimetres.     E.  M.  F.  —  2.2  volts.     This 

Rtl  does  not  polarize  on  short  circuit, 
Rouillon  Cell  (i866j. — Zinc,  acidulated  water,  porous  cup, 
Ua  regia,  silver.     The  silver  on  contact  with  the  aqua  regia 
becomes  covered  with  a  layer  of  chloride  which  prevents  further 
attack. 

Thann  Cell  (1884). — Zinc"",  acidulated  water;  porous  cup 
Ipntaining  depolarizing  liquid,  carbon.  E.  M.  F.  =  1.9  volts, 
jbe  depolarizing  liquid  consists  of  nitric  acid  500  grams, 
tilorochromic  acid  60  grams.  The  function  of  the  chloro- 
chfomic  acid  is  to  prevent  the  formation  of  nitrous  vapors.  It 
has  the  formula  (C.O.Cl,).  and  is  a  dark  red  liquid  of  di:iisity 
T.71,  boiling  at  118"  C.  !t  is  obtained  by  the  action  of  concen- 
trated sulphuric  acid  {30  parts)  on  a  mixture  of  10  parts  of 
potassium  bichromate  and  17  parts  of  sodium  chloride  pre- 
viously pulverized  and  fused  together. 

Duchfmin  Cell  {iS6j).~Zinc.  acidulated  (or  salt)  water; 
porous  cup,  solution  of  picric  acid  to  which  sulphuric  acid  is 
ulded,  carbon.     The  porous  cup  can  be  omitted  here,  convert- 


1 
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ing  the  arrangement  into  a  single-liquid  cell.  The  hydrogett 
from  the  decomposition  of  the  water  reduces  the  picric  acid  to 
the  state  of  picramic  acid  according  to  the  equation 

{C.H,{NO,),OH)  +  3H,  =  C.H,(NO,),NH,.OH  +  2H,0. 

Renard  Chlorocliromk  Battery  is   represented   in   Fig.  64. 

The  battery  generally  has  the  form  of  a  cylindirr  of  a  length  len 
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times  its  diameter.  In  the  pneumatic  battery  designed  for 
lighting,  the  elementary  vessels,  A,  are  sealed  to  the  cover  of 
large  tight  vessel,  H,  and  the  lower  part  contains  an  orifice,  £^ 
of  small  diameter-  Upon  forcing  air  into  the  large  vessel  bjf 
means  of  a  rubber  bulb,  d,  or  of  a  pump,  the  liquid  is  made  ti 
rise  in  all  the  vessels  at  once.  A  cock  pcmiits  of  regulatinj 
the  immersion  of  the  electrodes  and.  consequently,  the  interna 
resistance  of  the  current.  This  arranp;ement  is  adapted  ti 
attenuated  liquids  only;  with  the  normal  liquid  the  cooli'ij 
would  not  proceed  quickly  enough.  The  vessel,  L,  and  ihft 
bulb,  d,  serve  to  fill  and  empty  the  battery.     The  negative  el 
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trode  of  the  light  batteries  is  formed  of  a  tube  of  platinized 
silver  0.1  mm.  in  thickness.    The  weight  of  the  platinum  on  the 
two  surfaces  is  about  one-tenth  that  of  the  silver,  and  its  thick- 
ness is  about  x^  ^"^«     The  use  of  platinized  silver  greatly 
reduces  the  weight,  the  volume,  and  the  internal  resistance  of 
the  elements.     On  account  of  the  high  price  of  these  elec- 
trodes, carbon,  B^  is  substituted  for  them  in  the  batteries  in 
which  attenuated  liquids  are  employed  and  in  which  lightness 
does  not  play  an  essential  rdle.     In  order  to  facilitate  the  free 
circulation  of  the  Hquid,  and  to  exhaust  all  the  supply  contained 
in  the  cylindrical  vessel,  the  tube  is  split  throughout  its  entire 
length  to  a  width  of  a  few  millimetres.     The  positive  electrode 
consists  of  a  cylinder  of  zinc  or  non-amalgamated  zinc  wire, 
whose  diameter  is  about  y^u^  of  that  of  the  vessel,  and  it  is 
calculated  to  ser\'e  but  once.     This  is  guided  and  held  in  th<r 
centre  of  the  platinized  silver  tube  by  several  disks  of  eboin'tc?. 
The  solution  employed  consists  of  free  chromic  acid  and  hydro- 
chloric acid  more  or  less  diluted  or  mixed  with  sulphuric  acid. 


(d)  Acids  and  Salts  Mixed. 

Bering  CelL — Zinc,  solution   of  sodium   chloride;   porou-; 
cup  containing  the  depolarizer,  carbon.     The  depolarizer  <:ori 
sists  of  sulphuric  acid  I  litre,  sodium  nitrate  200  jjrarns,  water 
3000  grams. 

Holmes  and  Burke  Cell. — Taim^^^  acidulated  water;  porous, 
cup, solution  of  sodium  nitrate  dissolved  in  conc':ritr;it':d  vjI 
phuric  acid,  carbon.    E.  M.  V.  =  1.92  voltn.   The  u\tron%  v;i;/'/r ; 
^rom  the  porous  cup  are  ma/le  to  pas^  throur^h  a  y';>,v  I  '//fi 
taining  ferrous  sulphate,  by  »'hich  they  ar*:  ar/V/rf/^'!, 

CalloH  Cells  (ii4jK—*'a*  Zrnc***.  hr/A'i\H^,^A  'tfHf^r:  y^r^m 
cup.  depolarizing  mixture,  pjit:r.;z/t'5  I'ra/L  Th^  f\*y//Atr7/ r 
consists  of  concentrated  *:-Iphir:c  ^cA  4  ;>^rt^,  Ttitr'y,  i%r.f\  y, 
parts,  sat.  sedation  of  pota^Hc  ^m  r.;tra*/r;  2  y^t^x. 

ih)  Same  TDltaic  ctKtibmitio^  w  *m  yrtrj-A^r^y^  •^xtA'i^^.  ^'tfA\ 
iron  is  substitnted  Coc  platin^ze^  I^t^ii, 
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Wolcott  Gibbs  CeI/{i87S), — Zinc"^,  acidulated  water ;  porous 
cup,  nitric  acid  (D  =  1.4)  saturated  with  ammonium  nitrate, 
carbon.  This  solution  has  an  advantage  over  nitric  acid  in 
that  it  sets  free  nitrogen  and  not  nitrous  vapors. 

Salleron  and Renoux  CV//(i859). — Zinc^*^,  acidulated  water; 
porous  cup,  solution  of  potassium  chlorate  to  which  sulphunc 
acid  is  added,  carbon.  The  carbon  has  a  longitudinal  opening 
and  several  lateral  ones,  the  former  being  filled  with  crystak 
of  potassium  chlorate.  E.  M.  F.  is  between  that  of  the  Bunsen 
and  Daniell  elements. 

Lacombe  Cell, — Zinc"*^,  acidulated  water ;  porous  cup  con- 
taining  a  mixture  of  saturated  solution  of  potassium  chlorate, 
of  ferric  sulphate  or  chloride,  and  sulphuric  acid,  carbon. 
£  =  2.15  volts.  It  is  important  to  be  careful  in  dissolving  the 
potassium  chlorate  in  sulphuric  acid — as  numerous  authors 
ignorant  of  chemical  reactions  somewhat  heedlessly  advise- 
inasmuch  as  serious  accidents  may  result.  The  reaction  of  the 
acid  on  the  chlorate  may  evei>  cause  violent  explosions.  The 
hydrogen  coming  from  the  decomposition  of  the  acidulated 
water  by  the  zinc  first  reduces  the  ferric  salt  to  the  state  of  a 
ferrous  salt,  and  the  latter  is  peroxidized  anew  by  the  chloric 
acid.  In  this  cell  the  permanganate  of  potassium  may  be 
substituted  for  the  chlorate,  with  the  advantage  of  avoiding 
chlorine  emanations. 

Vergnes  CelL — Zinc"^:^  acidulated  water ;  porous  cup,  mix- 
ture of  potassium  bichromate,  potassium  chlorate,  manganesed 
sulphuric  acid  (acide  sulfurique  manganis^\  carbon.  Instead 
of  a  single  porous  cup,  Vergnes  uses  two,  one  inside  the  other. 
The  small  one,  which  is  of  porcelain  baked  harder  than  the 
other,  is  bottomless,  and  is  bottle-shaped  above  so  that  it  can 
there  be  closed  by  a  glass  stopper.  This  last  cup  is  filled  with 
pieces  of  crushed  and  well-calcined  coke.  The  annular  inter- 
val between  this  cup  and  the  first  is  closely  packed  with  small 
pieces  of  granular  and  very  porous  coke,  so  that  the  two  cups 
are  practically  united.  A  folded  plate  of  platinum  passes 
through  both  layers  of  coke  and  forms  a  terminal.  The  depo- 
larizing liquid  consists  of  a  solution  of  potassium  bichromate  16 
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Ipotassiutn  chlorate  i  part,  manganesed  sulphuric  acid  4 


JbunVr  Cell  (1870). — Zinc"^,  acidulated  water;  porous 
lepolarizing  mixture,  carbon.  E.  M.  F.  =  2. 16  volts. 
lepolarizing  liquid  consists  of  water  60  parts,  chromic 
5,  ferric  sulphate  25,  English  sulphuric  acid  30.  On  ac- 
of  tlie  high  cost  of  chromic  acid  the  liquid  may  be  indi- 
prepared  as  follows:  water  30  parts,  potassium  bichro- 
^5,  ferric  sulphate  4,  sodium  sulphate  5,  and  sulphuric 
I5.  M.  Delaurier  has  also  employed  the  following  depo- 
«  mixtures ; 

\  Water  36  parts,  ferrous  sulphate  20,  monohydrated 
pric  acid  7,  and  monohydrated  nitric  acid  1.  In  order 
^are  this  liquid  the  ferrous  sulphate  is  dissolved  (under 
jttion  from  the  atmosphere)  in  the  quantity  of  water  indj- 
(  There  is  then  added  slowly  the  sulphuric  acid,  and 
^agitation  the  nitric  acid  is  poured  drop  by  drop  into  the 
fre.  "This  liquid,"  says  M.  Delaurier,  "is  very  ener- 
liand  very  economical,  and  it  has  the  great  advantage  of 

^g  iron,  zinc,  and  other  metals  without  disengagement 
>gen  or  nitrous  vapors," 

Water  10  parts,  lead  acetate  29,  sodium  chloride 
may  be  replaced  by  either  calcium  chloride  or  potas- 
letate)  7. 

\en  Cell  (1873). — Zinc^^,  acidulated  water :  porous  cup, 
izing  mixture  (a)  or  {fi),  carbon.  Mixture  (a)  consists 
um  permanganate  (con.  sol.)  300  grams,  sulphuric 
mixture  (*),  of  potassium  permanganate  100  grams, 
ic  acid,  250.  and  water  enough  to  dissolve  Mn,0,K,. 
phuric  acid  should  be  added  in  small  quantities  at  a 
id  care  should  be  taken  to  prevent  heating.  E.  M.  F. 
(Its  on  open  and  1.7  volts  on  closed  circuit.  In  the 
cup  are  formed  potassium  sulphate  and  permanganic 


2MnO.K  +  H.SO.  =  2MnO.H  +  K,SO.. 
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The  hydrogen  resulting  from  the  action  of  the  acidulated  water 
on  the  zinc  reduces  the  permanganic  acid  to  the  state  of  pro- 
toxide and  deprives  it  of  its  oxygen  in  order  to  form  water. 
The  final  reaction  therefore  is 

2MnO.H  +  7H,S0,  +  sZn  =  sZnSO,  +  2MnSO,  +  8H,0. 

If  in  this  couple  platinum  be  substituted  for  carbon,  the 
E.  M.  F.  is  strongly  diminished.  The  Smee  cell,  the  chromic 
acid  cell,  etc.,  exhibit  the  same  anomaly,  as  appears  from  the 
researches  of  D.  Tommasi  on  the  influence  of  the  negative 
electrode  of  the  cell  on  its  .E,  M.  F. 

n Arsonval  Cell  (1881). — Zinc"*^,  acidulated  water;  porous 
cup,  depolarizing  mixture,  carbon.  E.  M.  F.  =  1.8  volts.  The 
depolarizer  consists  of  nitric  acid  i  vol.,  sulphuric  acid  I, 
water  4.  This  solution  is  saturated  with  sulphate  of  copper 
in  crystals.  In  this  cell  the  nitric  acid  is  reduced  by  the 
copper  coming  from  the  reduction  of  the  sulphate  instead  of 
by  hydrogen.  **  The  copper,"  says  M.  d'Arsonval,  **  being 
much  more  rapidly  absorbed  \sic\  by  nitric  acid  than  by 
hydrogen,  the  intensity  of  the  current  which  this  element  can 
yield  is  greatly  augmented." 

A.  Dupre  Cell  (1885).— Zinc"«,  water  to  which  sodium 
chloride  or  potassium  bisulphate  is  added;  porous  cup,  de- 
polarizing mixture,  carbon.  E.  M.  F.  =  1.5  to  1.7  volts.  The 
depolarizer  contains  water  600  grams,  sodium  nitrate  510, 
potassium  bichromate  60,  and  sulphuric  acid  720.  In  this 
cell  the  nitrous  vapors,  instead  of  being  disengaged,  are  ab- 
sorbed by  the  bichromate.  Ruhmkorff  proposed  the  use  of 
the  salt  for  this  purpose  in  1867. 

Chapman- Anderson  Cell. — Zinc,  solution  of  ammonium 
chloride;  porous  cup,  dilute  hydrochloric  acid,  carbon.  In  the 
porous  cup  there  is  a  perforated  tube  containing  a  mixture  of 
potassium  bichromate  and  double  oxalate  of  chromium  and 
potassium.  It  is  not  stated  whether  this  is  the  bltie  oxalate, 
(QO0«Cr,K.,6H,O,  or  the  red  oxalate,  (CA)4CrK,, 8 H,0. 
Blue  oxalate   is  obtained  by  saturating  potassium  bioxalate 


CELLS  HAVING    TWO  LIQUIDS.  1 7 J 

K)  with  chromic  hydrate  (Cr,0,,6H,0  or  CrA.SH.O 
ig  to  its  mode  of  preparation) ;   while  red  oxalate  is 
d  by  saturating  potassium  quadoxalate  with  chromic 
(CAHK,C.HA»2H.O). 

iri  Cell  (1881). — Zinc^fi^,  salt  water  or  dilute  hydro- 
acid  ;  porous  cup,  depolarizer,  carbon.  The  depolar- 
itains  potassium  chlorate  50  grams,  potassium  nitrate 
rcuric  chloride  4,  and  iodine  5.  The  mixture  is 
led  with  pure  water  and  the  diluted  hydrochloric  acid 
d  drop  by  drop.  The  acid  reacting  on  the  mixture 
;s  chlorine  and  chloride  of  iodine,  which  act  as  depolar- 

*la  Cell — Zinc*^*^,  salt  water;  porous  cup,  nitric  acid  to 
a  small  quantity  of  binoxide  of  manganese  is  added,, 
ny. 

T  Cell, — Zinc,   salt   water;    porous    cup,   concentrated 

1  of  ferric  chloride  to  which  hydrochloric  acid  is  added, 

E.  M.  F.  between  those  of  the  Bunsen  and  Daniell 

ardin    Cell  (1866). — Iron    plate   surrounded  with    iron 
;s  ;    porous  cup,  solution  of  ferric  chloride  with   aqua. 
:arbon. 

aurier  Cell  (1870). — Iron,  salt  water;  porous  cup,  de- 
er, carbon.  The  depolarizer  contains  water  40  parts, 
iulphate  25,  sulphuric  acid  6. 

hamo  Cell. — Lead,  8^  sol.  of  oxalic  acid  ;  porous  cup, 
icid  to  which  potassium  nitrate  is  added,  carbon.  The 
\  of  the  liquid  is  covered  with  turpentine,  which  is 
d  to  increase  the  constancy  and  the  duration.  When 
.'11  has  operated  for  some  time,  a  white  precipitate 
s  of  hydrate,  oxalate,  and  carbonate  of  lead. 

(e)  Bichromate  Cells. 

%gendorff  Cell  (1842). — Zinc"»,  water  to  which  sulphuric 

Dr  sodium    chloride    is   added,    solution    of   bichromate 

(2),  carbon.     E.  M.  F.  =  2  to  2.2  volts.     Formula  (i): 
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water  looo  gcams,  potassium  bichromate  loo,  and  sulphui 
acid  50.  Fonnula  (2):  water  1000  grams,  potassium  b( 
chromate  i56,  and  sulphuric  acid  222.  TUbandicr's  formull 
water  lOOO  grams,  potassium  bichromate  160,  sulphuric  i 
at  66°,  570,  Very  ingenious  arrangements  of  this  celt  hav 
been  devised  by  Radiguet,  Jarriant,  Baudet,  Fuller,  Higgiffl 
and  others. 

Jarriant-Goldner  Cell. — This   Is   constructed,  as  shown  11 
Fig.  65,  with  an  external  vessel  of  wood  hued  with  lead.    The 


depolarizing  liquid  is  at  the  outside  of  the  porous  cup,  and  ti 
negative  electrode  consists  of  16  circularly. arranged  carba 
pencils,  the  conical  heads  of  which  are  received  in  hole 
formed  in  the  cover.  The  hollow  zinc  cylinder  which  fom 
the  positive  electrode  is  placed  in  a  circular  groove  made  i 
the  bottom  of  the  porons  cup,  this  groove  containing  a 
cient  supply  of  mercury  to  amalgamate  the  zinc.  The  de 
polarizing  solution  contains  sodium  bichromate  5  parts,  wate 
8,  and  sulphuric  acid  at  66°  10.  The  E,  M.  F.  is  2.2  volts  a 
open  and  1.9  volts  on  closed  circuit. 

Radiguet  Windlass  Battery. — In  this  device  (Fig.  66)  tlH 
zincs  are  fixed  upon  a  wooden  frame  which  is  supported  byi 
cord  or  chain  from  the  windlass  shaft.  By  suitably  rotating  th( 
latter  the  zincs  may  be  raised  out  of  or  lowered  into  the  e 
ing  liquid  contained  in  the  several  vessels.  Another  arrange 
ment  by  Radiguet  is  shown  in  Figs.  67  and  68.  Each  cell  hei 
consists  of  a  vessel  of  earthenware,  a  carbon  cylinder,  an  amal 
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gamating  support  and  its  cup,  these  parts  being  assembled 
shown.  The  amalgamating  support  consists,  as  represented 
Fig.  68,  of  a  tube  carrying  a  sort  of  basket  or  tray,  which  m 
ceives  the  zinc  in  the  shape  rf 
sliavings  or  balls.  Under  the  tra] 
and  connected  to  it  by  two  c 
ducting  rods  is  a  cup  or  irougt 
containing  zinc  annalgam.  Tin 
composition  of  the  depolarizer  It 
the  same  as  used  in  the  swinging 
cells  described  in  the  following 
paragraph,  In  order  to  remove 
spent  liquid  from  the  cell  M. 
Radiguet  has  devised  the  siphoft 
represented  in  Fig.  69,  which  ii 
I  will  be  noted  is  set  in  operation 
by  forcing  in  air  by  means  of  S 
rubber  bulb  and  tube. 
Radiguet  Swinging  Cells,— ^\\\  this  device  (Fig.  70),  by  ; 
single  movement  of  a  lever  the  zincs  are  -emoved  from  tb 


acidulated  water  and  the  two  liquids  are  separated.     Figs.}! 
and  72  are  vertical  sections  of  a  cell  of  this  type.     The  « 
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.ernal  vessel,  D,  contains  the  carbons  and  the  bichromate 
solution.  The  tilting  vessel,  E,  is  heart-shaped  and  really  con- 
sists of  two  distinct  vessels,  F  and  F',  disposed  relatively  at 
right  angles.  The  vessel  F  is  of  porous  earthenware,  and 
enters  the  bichromate  solution  when  the  cell  is  in  operation,  as 
shown  in  Fig.  71.  The  compartment  F'  is  of  enamelled 
porcelain.     When  the  cell  is  out  of  operation  the  water  in  the 


porous  compartment  F  is  turned  into  the  non-porous  or 
enamelled  portion  F'  and  the  part  F  is  raised  out  of  the 
bichromate.  The  Kinc  supported  by  the  column  /  follows  the 
"ttary  movement  of  the  vessel  E  and  is  thus  removed  from  the 
"quid.  The  arrangement  is  such  that  all  the  cells  of  a  battery 
can  be  moved  and  the  immersion  of  the  porous  cups  regulated 
'^y  the  operator  with  one  hand.  In  order  to  charge  a  battery 
"f  six  cells  Radiguet  uses  the  following  solutions: 
Exterior  vessel ; 

Water 3400  grams. 

Sodium  bichromate 800      " 

Sulphuric  acid icxw     •' 

Porous  vessel : 

Water 400  grams. 

Sulphuric  acid 73      " 
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C.  Baudet  Cells  (1881), — Carbon,  solution  of  potassii 
bichromate,  porous  cup,  dilute  sulphuric  acid  zinc^K.  E.  M. 
=  2  volts.  In  Fig.  Ji,  A  is  tfM 
outer-containing  vessel,  B  the  porour 
cup  containing  the  zinc,  F  a  rccep. 
tacle  [or  bichromate  of  potassiui 
crystals,  G  receptacle  for  sulphur! 
acid,  D  zinc,  and  C  carbon.  Tha 
two  receptacles,  F  and  C,  are  both 
porous,  and  receptacle  F  is  perfo- 
rated. In  the  unperforated  vessel 
G,  is  placed  sulphuric  acid, 
K.G.  73.-BArDPT  tKLL.  ^  siphon  battery  by  M.  Baudel 

consists  of  a  frame  containing  12  cells  placed  one  besi( 
the  other  as  shown  in  Fig.  74.  On  an  upper  shelf  of  tl 
frame   are  two  glass  tanks  containing  exciting   liquid.    Tl 


FlO.    7J.-BAUOKI  S.PHOS 


frame   is    placed    on   a   bench    beneath   which   are  arranga 
two    other   receptacles   for   the   spent    liquid.     Each   cell 
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composed  of  a  rectangular  outer  vessel  of  glass  in  wiiich 
is  placed  a  porous  cup  containing  a  plate  of  zinc*^^.  On 
each  side  of  the  porous  cup  are  two  plates  of  carbon.  The 
cells  communicatL-  with  one  another  by  means  of  siphons 
(Fig.  75)  which  extend  between  adjacent  cells,  the  arms  enter- 
ing  the  external  vessels,  the  longer  arm  of  each  siphon  being 
turned  from  the  side  whence  the  liquid  comes.  A  similar  dis- 
^sition  establishes  communication  between  the  porous  cups. 
^e  siphon  is  started  by  pressing  the  rubber  bulb,  5.  which  is 


arranged  on  the  upper  portion  of  each  siphon  so  as  to  drive 
the  air  from  and  draw  the  liquid  into  it.  The  zincs  are  carried 
bv  a  windlass,  so  that  they  may  be  raised  or  lowered  into  and 
om  of  the  cells.  The  valves  communicating  with  the  supply 
vessels  with  those  intended  to  receive  the  spent  liquid  and  also 
^_  the  escape  valves  are  opened.  The  fluids  used  in  this  cell  are 
^^ns  follows:  Depolarizer^water  icxx>  grams,  potassium  bichro- 
^^VDatc  in  powder  100,  sulphuric  acid  at  66°  1 80 ;  exciting  liquid 
^^r^water  1000,  sulphuric  acid  at  66°  50. 

^H     Camacho   Battery   (Fig.    76}. — The   cells    are    arranged   in 

^■mttery  in  cascade,  that  is  to  say,  they  are  placed  on  diflferent 

^^^oorizontal  planes.     The  bichromate  solution  flows  continuously 

from  a  reservoir  into  the  first  porous  cup,  whence  it  circulates 
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through  the  false  botlom.  The  wire  i  similarly  connects  with 
the  bottom  of  the  negative  plate  by  passing  through  thetbot- 
tom  b.  \{  the  plate  be  of  carbon,  its  lower  edge  is  electro- 
plated with  copper.     A  bar  of  metal  is  then  soldered  to  one 


I 

II       u 


side  of  this  copper  rim  and  the  wire  i  embedded  in  or  soldered 
to  tiie  bar.  The  wires  h  and  i  are  carried  through  the  bottom 
''pace  to  either  side  of  the  cell,  and  pass  out  through  hoies  for 
sunneclion  with  binding  posts.  The  bottom  a  is  made  remov- 
able, so  that  the  connections  can  be  properly  arranged  before 
it  is  fastened  on.     This  is  the  construction  for  single  cells. 

Fuller  Cell  (1871)  (Fig.  79). — The  zinc  electrode  is  in  the 
Aape  of  a  rod  carrying  a  pyramidal  or  conical  mass  which  is 
iced  in  the  porous  vessel  together  with  about  30  grams  of 
lercury.  The  carbon  plate  is  in  the  outer  glass  vessel,  which 
filled  with  a  solution  of  90  grams  potassium  bichromate  in 
part  of  sulphuric  acid  and  9  parts  of  water.  Water  only 
poured  into  the  porous  cup.  The  mercury  keeps  the  zinc 
jamated.  This  is  an  excellent  form  of  cell.  Its 
M.  F.  i=  2.14  volts  and  reaches  its  maximum  in  the  course 
a  few  hours  after  setting  up,  and  the  current  is  constant.  On 
■W  ordinary  working  circuit  no  extra  bichromate  crystals  will 
be  required  for  six  months  after  starting,  nor  indeed  so  long 
^  the  solution  remains  of  an  orange  color.     The  internal  re- 
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sistance,  by  varying  the  thickness  of  the  porous  vessel  and  the 
strength  of  thi;  solution,  may  be  made  to  vary  from  \  ohm  to 
4  ohms,  according  to  the  work  to 
be  done.  This  cell  is  more 
nomical  than  the  Daniell.  It  is 
largely  employed  in  England  (or 
telegraph  purposes. 

G oar  ant  de  Tromelin  C^//.— 
Zinc,  solution  of  ammonium  chlo- 
I  iJl-  ;  porous  cup,  concentrated 
solution  of  potassium  bichromate 
to  which  sulphuric  acid  is  added, 
carbon. 

Gandini    Ce//.—Z'tnz,   solution 

of  chloride  of  sodium   or  ammo. 

nium  ;  porous  cup,  dilute  solution 

of  potassium  bichromate  to  which 

sulphuric  acid  is   added,   carboi 

''    ■''  '""  E.  M.  F.  =  14  volts.     At  a  tern* 

perature  of  1 5°  C.  and  a  resistance  of  ,82  ohm  the  E.  M.  F.  i« 

2.10  volts.     At  a  temperature  of  100°  C.  and  a  resistance  at 

.71  ohm  the  E.  M.  F.  is  3.44  volts. 

Nystrom  Cell  (1S81). — Zinc"*,  acidulated  water;  poroui 
cup,  sulphuric  acid  to  which  a  little  potassium  bichromate  i 
added, carbon. 

Slater  Cell  {\%%\). — Nickel,  acidulated  or  salt  water ;  porod 
cup,  solution  of  potassium  bichromate,  carbon.  E,  M.  1 
=  1.5  volts  (?). 

Thomsen  Ce/l  (1S60). — Copper,  acidulated  water  containin 
I  part  of  sulphuric  acid  to  4  parts  of  water;  porous  cup,  solu 
tion  of  potassium  bichromate  to  which  sulphuric  acid  is  added 
carbon.  E.  M.  F.  =  0.9  volt.  The  copper  is  attacked  only  0* 
close  circuit. 

Favre  Cell. — Zinc***,  dilute  sulphuric  acid ;  porous  cup 
chromic  solution,  platinum.     E.  M.  F,  =  1.35  volts. 

The  chromic  solution  contains  crystallized  chromic  acid  %\ 
grams,  sulphuric  acid  at  66°  18,  water  5a     According  to  Favn 
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this  couple  should  disengage  117.3  cal.  (2.5  volts),  but  only  62.5 
cal.  (1.35  volts)  would  be  transmissible  to  the  circuit. 

D.  Tommasi  (1882),  resuming  the  study  of   this  cell,  has 
observed  the  following  facts:  That  the  chromic  acid  couple, 
such  as  Favre  used,  that  is  to  say,  having  its  negative  electrode 
of  platinum,  produces  external  chemical  work  equal  only  to 
about  65  cal.  (1.4  volts).     Second,  that  by  substituting  for  the 
platinum  in  this  same  cell  carbon  or  platinum  sponge,  it  be- 
comes possible  to  send  to  the  circuit  85  cal.  about  (1.8  volts), 
or  20  cal.  (0.45  volt)  in  excess  of  that  of  the  preceding  cell. 
Similar  results  could  no  doubt  be  obtained  by  replacing  the 
chromic  acid  with  a  mixture  of  bichromate  and  sulphuric  acid. 
FitZ'Gerald  and  Molloy  Cell  {\%j6), — This  cell  consists  of  a 
vessel  separated  into  two  compartments  by  a  partition  of  car- 
bon which  forms  the  negative  electrode  and  which  contains  a 
large  number  of  holes  filled  with  porous  earth.     In  one  of  the 
compartments  the  zinc  is  immersed  in  dilute  sulphuric  acid. 
The  other  receives  a  mixture  of  chromate  of  lime  to  which 
sulphuric  acid  is  added. 

Maquay  Cell  {1S86), — The  positive  electrode  is  composed  of 
an  alloy  containing  mercury  i  part  by  weight;  tin  2,  lead  2, 
and  zinc  95.  This  electrode  is  amalgamated  exteriorly  in  the 
usual  way.  The  negative  electrode  consists  of  carbon  covered 
with  a  thin  layer  of  sulphur,  or  pieces  of  sulphur  may  be  placed 
in  the  porous  cup  around  the  carbon.  The  zinc  alloy  is  placed 
in  a  solution  of  sulphuric  acid  or  sodium  chloride.  The  carbon 
is  contained  in  a  porous  cup  with  the  material  of  which  a  cer- 
tain amount  of  powdered  carbon  is  mingled,  and  in  which  cup 
there  is  a  depolarizing  liquid  consisting  of  potassium  bichro- 
niate  35  to  40  parts,  sulphuric  acid  10  to  20  parts,  nitric 
acid  40  to  55  parts. 

In  order  to  determine  whether  the  bichromate  solution  is 
expended  or  not,  to  a  small  quantity  of  it  placed  in  a  test-tube 
add  a  few  drops  of  nitrate  of  silver.  If  the  solution  still  con- 
tains any  chromic  acid,  there  will  be  a  red  precipitate  of  silver 
chromate. 

Kousmine  Diffusion  CelL — By  making  use  of  the  phenome- 
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non  of  diffusion,  M.  Kousmine  has  succeeded  in  overcoming^ 
the  increase  in  internal  resistance  of  the  bichromate  of  potash 
battery  due  to  the  formation  of  crystals  on  the  negative  elec- 
trode.    The  carbon  electrode  consists  of  four  strips  attached 
to  the  lid  of  the  battery.     The  zinc  electrode  consists  of  a  cir- 
cular grating  resting  on  the  bottom  of  the  battery.     By  means 
of  a  funnel  a  15-deg.  Baum^  solution  of  sulphuric  acid  is  intro- 
duced until  it  just  reaches  the  lower  end  of  the  carbon  strips. 
A  6  to  7  per  cent  solution  of  bichromate  of  potash  is  next  intro- 
duced.    The  two  liquids  do  not  mix  on  account  of  the  great 
difference  in  their  densities.     When  the  battery  is  short-cir- 
cuited it  is  easy  to  see  that  chemical  action  only  takes  place 
close  to  the  lower  end  of  the  carbon  strips,  which  are  gradually 
surrounded  by  a  violet   ring  two  or  three  millimetres  deep. 
Above  this  region  the  bichromate  solution  retains  its  original 
color.     The  bichromate  solution  being  very  weak,  the  chromic 
crystals  dissolve  as  soon  as  they  are  formed,  and  the  negative 
electrode  is  not  covered  by  a  deposit  as  in  other  batteries. 
The  solution  of  these  crystals,  having  a  greater  density  than 
the  surrounding  liquid,  falls  to  the  bottom.     The  sulphate  of 
zinc  also  falls  to  the  bottom  of  the  cell,  causing  more  sulphuric 
acid  to  rise.     A  cell  having  the  following  dimensions  has  been 
tested  by  a  committee  of  experts:  height,  20  cm.;  diameter, 
15   cm.;   surface  of  zinc,    176  sq.   cm.;    bichromate  solution, 
6  per  cent;  sulphuric  acid,  15   deg.  Baum^.     The  committee 
reported  that  after  having  been  circuited  for  8^  hours  on  an 
external  resistance  of  .32  ohm,  and  then  left  on  an  open  circuit 
for  \o\  hours,  the  cell  continued  to  work  for  4^  hours,  when 
the  circuit  was  again  closed,  and  that  it  gave  during  13  hours 
36  ampere-hours  for  an  expenditure  of  48  grams  of  zinc. 

Investigations  of  £.  Meyian  (1886)  on  the  Potassium 
Bichromate  Cell. — Exciting  liquid,  0.5  litre  of  sulphuric  acid 
diluted  -^.  Depolarizer,  1.650  litres  of  a  mixture  of  200  grams 
of  potassium  bichromate,  425  c.  cm.  of  sulphuric  acid,  and  1300 
c.  cm.  of  water.  Zinc,  well  amalgamated:  active  surface  6.1 
sq.  dcm.     External  resistance,  1.16  ohms.     Internal  resistance 
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t  the  beginning,  a23 1  ohm;  minimum,  a22  ohm;  final,  0.3 
(hm. 

E.  M.  F. 

After  mounting 2.01 5  volts. 

"      15  minutes  of  closed  circuit 2.00      ** 

"      24  hours      "       "  "      1.88       " 

"      30     "  "       "  "      1.86       " 

Reduction  in    Coefficient  of  Utili* 
Per  cent.  zation  of  Zinc. 

After  24  hours  of  closed  circuit. .  6.09  0.59 

"     30     "       "       "         "      ..  7.07 

Variation  of  the  Current. 

After  15  minutes  of  closed  circuit 1.43  amperes. 

"     24  hours       "      "  "     1.3 1       " 

"     30     "  "      "  "     1.28 

Reduction  in  hundredths. 

After  24  hours  of  closed  circuit 8.68  amperes. 

"     30     **       "       "  "     1 1. 14       " 

Electric  yield  after  30  hours  =  0.82  to  0.85. 

Work  Done  ( Watt-hours). 
After  24  hours  of  closed  circuit 61 

"      ^Q      «         "       «  « 7C 

^ork  Done  with  a  Variation  of  loio  of  the  Current-yield 

=  1.5  Amperes, 

Period  in  hours 30.5 

Watt-hours JJ 

Weight  in  kilograms 3.69 

Kilogrammetres  per  kilogram 7.50 

Average  yield 0.82  to  0.85 

Useful  work  per  kilogram 6. 10 
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Advantages  of  Sodium  Bichromate. — It    has   been   deter- 
mined that  sodium  bichromate  possesses  decided  advantages 
over  potassium   bichromate.     It  has  a  larger  proportion  of 
available  oxygen,  so  that   for  equal   depolarizing   capacities 
about  eleven  per  cent  less  of  it  is  required  than  of  the  potas- 
sium salt.     It  is  soluble  without  the  aid  of  heat,  gives  a  denser 
solution,  and  does  hot  weaken  so  readily.     Such  double  sul- 
phates of  sodium  and  chromium  as  are  formed  do  not  crystal- 
lize out,  but  remain  in  solution,  thus  rendering  the  cell  more 
easily  cleaned. 


CHAPTER  VIII. 

CELLS  HAVING  TWO  LIQUIDS.    {Conimued,) 

I.  Cells  having  Different  Electrodes.    {Continued.) 

(l)   UQUID  DEPOLARIZERS.      {ConHnued.) 

(f)  Chlorides. 

Daniell  Cell. — Zinc,  dilute  sulphuric  acid ;  porous  cup, 
platinum  chloride,  platinum.  This  cell  was  proposed  by 
Daniell  as  realizing  fully  the  idea  of  a  perfect  cell ;  but  he 
adds,  "it  would  be  too  expensive." 

LMalche  Cell  (1865). — Zinc"8^;  dilute  hydrochloric  acid; 
porous  cup,  acid  solution  of  stannic  chloride  carbon.  E.  M.  F. 
^  L5  volts. 

Duchemin  Cell. — Zinc,  salt  water  (100  grams  water,  125 
grams  sodium  chloride) ;  porous  cup,  solution  of  ferric  chloride 
(water  200  grams,  ferric  chloride  at  30°  150),  carbon.  E.  M.  F. 
^  1.35  volts.  Under  the  influence  of  chloride  of  sodium  the 
z>nc  decomposes  the  water,  and  the  hydrogen,  acting  on  the 
solution  of  ferric  chloride,  reduces  it  to  the  state  of  ferrous 
chloride.  The  latter  may  transform  itself  anew  into  ferric 
chloride  either  by  the  action  of  chlorine  or  by  the  addition  of 
a  few  drops  of  aqua  regia  or  even  nitric  acid. 

Ponci  Cell. — Iron,  solution  of  ferrous  chloride  at  35°  B.;  por- 
ous cup,  solution  of  ferric  chloride  at  35°  B.,  carbon.  E.  M.  F. 
=  0.99  volt.    The  iron  is  oxidized  at  the  expense  of  the  water 
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and   disengages  hydrogen.      The  latter  reduces  the  ^txzblo 
ride  to  the  state  of  protochloride, 

H,  +  Fe,a.  =  2Fea.  +  2CIH. 

The  hydrochloric  acid  which  is  produced  in  this  reaction 
attacks  the  iron. 

Fe  +  2C1H  ^CI,Fe  +  H.; 

and  it  is  this  last  reaction  which  determines  the  electric 
current 

D'Arsoiival  Cell  (1881). — Zinc,  soda  solution;  porous  cup, 
ferric  chloride,  carbon.     E.  M,  F.  =  2.7  volts. 

In  this  cell  there  is  formed  ferric  hydrate  (an  insoluble 
compound)  in  the  pores  of  the  porous  cup,  which  opposes  the 
mixture  of  the  ferric  solution  with  the  liquid  of  the  external 
vessel.  D'Arsonval  has  also  devised  other  cells  based  011  the 
same  principle. 

Weare  Cfll. — Zinc,  saturated  solution  of  calci'.m  chloride; 
porous  cup.  saturated  solution  of  cupric  chloride,  copper. 
The  battery  is  arranged  in  troughs,  and  the  zinc  and  coppo 
plates  are  t:nvcloped  in  blotting-paper  and  placed  within  bags 
which  serve  as  porous  diaphragms.  Under  the  influence  of 
the  chloridizing  of  the  zinc,  the  cupric  chloride  becomes  de- 
composed. The  copper  is  carried  to  the  negative  plate,  and 
the  disengaged  chlorine  replaces  the  losses  in  chlorine  from  the 
calcium  chloride.     The  residue  is  zinc  chloride. 

Rondel  (,V//.^Zinc,  solution  of  ammonium  chloride;  porous 
cup,  containing  at  the  bottom  mercury,  and  filled  with  a  solu- 
tion of  double  chloride  of  mercury  and  potassium  to  which* 
certain  quantity  of  the  same  substance  is  added  in  the  solid 
state.  The  platinum  wire  is  immersed  in  the  mercurj'  and  is 
covered  with  an  insulating  coating  over  all  that  portion  wiiich 
■comes  in  contact  w  ith  the  double  chloride  solution. 
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(g)  Hypochlorite. 

Viaudet'Breguet  Ceii  (iSyg). — Zinc,  2$%  solution  of  sodium 
ride ;  porous  cup,  carbon  surrounded  with  chloride  of  lime. 
il.  F.  =  1.6  volts. 

In  this  cell  the  chloride  of  lime  may  be  replaced  by  a  solu- 
I  of  hypochlorite  of  soda  (Javelle  water),  but  the  E.  M.  F. 
the  cell  becomes  slightly  weaker.  The  hydrogen,  due  to 
omposition  of  the  water,  reacts  on  the  chloride  of  lime  ta 
m  water  and  hydrochloric  acid,  whence  there  results,  in  the 
uting  solution,  zinc  and  calcium  chlorides. 

(h)  Nitrates. 

Deroy  Cell  (1848). — Zinc,  sulphate  of  zinc  solution  to- 
ch  sulphuric  acid  is  added  ;  porous  cup,  potassium  nitrate, 
:inum. 

Rousse  CelL—l^tdiA  or  iron,  water;  porous  cup,  solution 
nercurous  nitrate,  carbon. 

UArsonval  Cell  (1881). — {a)  Zinc,  solution  of  zinc  chlo- 
;;  porous  cup,  solution  of  silver  nitrate,  silver.  E.  M.  F.  = 
;  volts,  {p)  Zinc,  solution  of  zinc  sulphate ;  porous  cup, 
ition  of  lead  nitrate,  lead.  E.  M.  F.  =  0.6  to  0.75  volt. 
In  these  cells  there  is  formed  in  the  pores  of  the  porous  cup 
recipitate  which,  in  the  cell  {a)  is  silver  chloride,  and  in  the 
(i)  lead  sulphate,  both  of  which  are  insoluble  and  which 
)ede  the  mixture  of  the  solution  in  the  porous  cup  with 
t  of  the  external  vessel. 

D'Arsonval  has  devised  another  cell  on  the  same  principle, 
itaining  as  a  depolarizer  a  liquid  which  gives  a  precipitate 
its  mixture  with  the  liquid  which  attacks  the  zinc.  The 
phragm  which  separates  the  two  liquids  ultimately  becomes 
tipletely  impermeable.  The  precipitate  formed  in  the 
rous  Cup  should  be  both  a  conductor  of  electricity  and  also 
iceptible  to  electrolysis. 
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(i)  Sulphates. 

Wilbrant  Cell — Zinc,  solution  of  ammonium  chloride; 
porous  cup,  solution  of  ferrous  sulphate  containing  crystals  of 
that  salt,  carbon. 

Senet  Cell. — Zinc^«f,  acidulated  water;  porous  cup,  solution 
of  iron  alum,  carbon,  E.  M.  F.  =  1.7  volts.  The  reduction  of 
the  iron  alum  (ammonico-ferric  sulphate)  furnishes  the  sul- 
phuric acid  necessary  for  the  attack  of  the  zinc. 

Van  den  Eynde  Cell. — Zinc,  salt  water ;  porous  vessel  filled 
with  crushed  aluminium  sulphate  immersed  in  salt  water, 
carbon. 

Jacobi  Cell. — Silver,  solution  of  potassium  cyanide ;  porous 
cup,  solution  of  copper  sulphate,  copper. 

(j)  Potassium  Permanganate. 

Rousse  Cell. — Ferromanganese  at  85  per  cent,  sulphuH' 
acid  ^;  porous  cup  containing  a  solution  of  potassium  p^ 
manganate,  carbon.  Sturm  assigns  to  ferromanganese  tl 
following  composition : 

Carbon 6.21 

Silicium 0.28 

Phosphorus 0.06 

Copper 0.14 

Manganese 69.64 

Iron 23.45 

This  alloy  is  made  industrially,  and  especially  at  the  wofl 
at  Terrenoire,  near  Saint-Etienne,  France.     The  salts  product 
in  this  cell  are  sulphate  and  nitrate  of  manganese,  with  sti 
phate  and  nitrate  of  potassium.     Rousse  has  also  devised 
cell  in  which  the  permanganate  is  replaced  by  nitric  acid. 

Dun  Cell  (1886). — Zinc,  solution  of  caustic  potash  (i  part  c 
potash,  5  parts  of  water) ;  porous  cup  of  carbon,  solution  c 
potassium   permanganate.     E.  M.  F.  =  1.8  volts.     This  ce 
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works  only  on  closed  circuit.  After  30  or  40  minutes  of  short- 
<:ircuiting  the  E.  M.  F.  falls  to  I  volt ;  but  the  cell  regenerates 
and  resumes  its  original  electromotive  force  after  one  or  two 
hours  of  rest. 

(k)  Cells  containing  a  Metal,  a  Salt  containing  the  same 
Metal,  another  Metal,  and  a  Second  Salt  containing 
the  Second  Metal. 

Regnauld  CelL — Zinc,  solution  of  sulphate  of  zinc ;  porous 
cup,  solution  of  cadmium  sulphate,  cadmium.  E.  M.  F.  =  0.30 
to  0.35  volt. 

Chemical  reactions  are  represented  by  the  following: 

Principal  reaction : 

Zn  +  SO.Cd  =  SO.Zn  +  Cd. 
Secondary  reactions : 

(1)  Zn  +  2H,0  =  Zn(OH),  +  H.. 

(2)  H,  +  SO.Cd  =  SO,H.  +  Cd. 

(3)  SO,H,  +  Zn(OH).*  =  SO.Zn  +  2H,0. 

The  heat  disengaged  is  16.6  calories,  calculated  according 
to  the  method  of  thermic  constants. 

Callan  CelL — Zinc,  solution  of  zinc  sulphate ;  porous  cup, 
solution  of  ferrous  sulphate,  cast-iron. 

Dupre  Ceil  {iSS7). — Zinc,  solution  of  zinc  sulphate  ;  porous 
<:up,  solution  of  copper  acetate,  copper.  This  cell  gives  a  more 
energetic  current  in  air  than  in  a  vacuum. 

Coleman  Cell  (1885). — Iron,  ferrous  sulphate;  porous  cup, 
solution  of  copper  sulphate,  copper.     E.  M.  F.  =  0.6  volt. 

Regnauld  CelL — Potassium  amalgam  (i  part  potassium  to 
150  parts  of  mercury),  solution  of  potassium  chloride  ;  porous 
cup,  solution  of  platinum  chloride,  platinum.  E.  M.  F.  =  2.276 
volts. 
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E.  M.  F.'S  OF  CERTAIN  CELLS  FORMED  OF  TWO  METALS,  E:^^^ 
IMMERSED   IN   A   SOLUTION  OF  ITS   OWN  SALT. 
(The  saline  solutions  are  separated  by  porous  partition.) 

Regnauld's  Experiments. 


<« 
«< 


•( 


Zinc,  zinc  sulphate 
**      **    nitrate 
•*      •«    chloride 
**     tormaic 
"       "    acetate 
ZincHf?,  zinc  sulphate 
Zinc,  zinc  sulphate 
chloride 
nitrate 
chloride 
nitrate 
sulphate 
chloride 
bromide 
iodide 
nitrate 
ZvncHg,  zinc  sulphate 

dilute  phosphoric  acid 


«« 
(f 
<« 

(« 

<< 
<  < 


E.M.r. 

Toll. 

copper  sulphate,  copper 0.96 

nitrate,  **      0.87 

chloride,       **      0.96 

formate,       '*      0.96 

acetate,         **      0.96 

copper  sulphate,  copper 0.69. 

nickel  sulphate,  nickel 0.69 

"      chloride,      **      0.60 


nitrate,         "      0.72 

cobalt  chloride,  cobalt 0.62 

*'       nitrate,        •*     0.51 

cadmium  sulphate,  cadmium 0.30 


it 

4t 
(( 
<( 


chloride, 

bromide, 

iodide, 

nitrate, 

sulphate 


«( 


<( 
«< 
«« 

c< 
«< 


«< 


0.23 
0.23 
0.25 
0.23 
0.32 
0.32 


Cadmium,  cadmium  sulphate  :  thallium  sulphate,  thallium 0.043 

Zinc,  zinc  sulphate  :  aluminium  sulphate,  aluminium..  0.17 

:  thalliifm  sulphate,  thallium 0.34 


t« 


It  follows  from  this  that  if  the  cell  be  made  with  two  metals 
each  entering  a  solution  of  one  of  the  salts,  and  if  these  salts 
be  of  the  same  acid,  the  E.  M,  F.  varies  little  with  the  nature 
of  the  acid. 


Zinc,  zinc  sulphate 

"  chloride 

"  bromide 

"        "  iodide 

"  sulphate 

"  chloride 

"        "  nitrate 


it 


« 


<« 


« 


Raoult's  Experiments  (1863). 

E.  M.  F. 

volt. 

cadmium  sulphate,  cadmium. .  0.345 
**  chloride,  "        .,  0.259 

"  bromide,  "       ..  0.259 

**  iodide,  "        ..  0.270 

copper  sulphate,  copper 1*079 

"        chloride,       "        .. 1.058 

"        nitrate,         "       0.855 
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F.  Herraun*s  Experiments  (1886). 

E.  M.  F. 

▼oh. 

Zinc,  zinc  sulphate  :  tin  sulphate,  tin 0.525 

"        "    chloride:    "  chloride,    "    0.549 

"    iodide      :    "  iodide,       "   {a) 0.485 

Cadmium,  cadmium  sulphate  :    **  sulphate,  "   o.  189 

**  "         chloride  :    "  chloride,    **    0.289 

Tin,  tin  sulphate  :  copper  sulphate,  copper 0.560 

The  solutions  used  in  these  cells,  except  for  {a\  contain  0.5 
per  cent  chloride  or  sulphate.  The  solution  used  in  {a)  con- 
tains 0.25  per  cent  iodide  and  i  per  cent  hydroiodic  acid. 

Experiments  of  H.  Jahn  (i  886). 

Found  Cal- 

at  o<^.        cubted.* 

volt.  vole. 

Copper,  copper solpbate  :  zinc  sulphate,  zinc i.r>>6  1.058 

"           *'            **        :  cadmiam  sulphate,  cadmium 0.67S  0.705 

Silver,  silver  nitrate         :  copper  nitrate,  copper 0.436  0.416 

"         *'           "               :  lead  nitrate,  lead 0.914  o.f^23 

Copper,  copper  nitrate          **         **          "     0.492  0.507 

*•       acetate    :  zinc  acetate,  zinc 1.104  1.113 

"           *•             **         :  lead  acetate,  lead 0.496  0.532 

Lead,  lead  acetate            :  zinc  acetate,  zinc o.^x/3  o.  5  79 


Experiments  of  Th.  Erliard  O  88 1 ). 

E.  M.  F. 

Zinc,  zinc  chloride  :  indium  chloride,  indium 0,357 

Indium,  indium  chloride  :  ferrous        "         iron o.  1 72 

*•  •'        :  cupric  "         cop[>cr o/,y> 

Amalgam  of  potassium,  potassium  sulphate  :  zinc  sul- 

phate,  zinc \c//, 


•Values  obtained  by  taking  the  diff^ence  of  the  E.  M.  F/t  of  y»V^%iw\uu. 

Thus: 

Zinc,  zinc  tolpkate  —  copper  fts^pbiOi;,  o>pper  =  E.  M .  F, 
S.7ISV0I1S      -  i.</>oroIu  -  i.OTi  ro:n. 
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Amalgam  of  sodium,  sodium  sulphate  :  zinc  sulphate, 

zinc 0.96 

Magnesium,  magnesium  sulphate  :  zinc  sulphate,  zinc  ..  a79 
Zinc,  zinc  chloride  :  platinum  chloride,  platinum 1.34 

Experiments  of  A.  P.  Laurie  (1886). 

-J_  __  toll. 

Zinc,  zinc  sulphate  :  aluminium  sulphate,  aluminium o.S4 

+ 
"       "  "         :         **  "  "       amalg.  046 

Amalgamated  aluminium,  aluminium  sulphate,  aluminium  i.oS 
Effect  of  the  Dilution  of  the  Salts  on  the  E.  M.  F.  of  CoupUs 
formed  by  Two  Metals^  each  entering  a  Solution  of  one  of  its  atvn 
salts. — It  appears  from  Regnauld's  researches  (1855): 

I.  That  the  concentration  of  the  saline  solution  in  which 
the  attacked  metal  of  the  two-liquid  cell   is  immersed  may 
vary  between  very  wide  limits,  from  i  to  y^,  with  modified" 
tion  of  the  E.  M.  F.  of  the  cell.     Thus  with  the  cell  (ziri<^» 
zinc  sulphate) — (porous  cup,  cadmium  sulphate,  cadmium)  tt^^ 
following  results  are  obtained  : 

Solution  of  Solution  of  F    M   F 

Zinc  Sulphate.  Cadmium  Sulphate.  r#.  M.  r. 

Saturated  at  14°  Saturated  at  14°  0.3  volt 

i  "         "    **  Constant 


i 

tV 

ik 

iV   . 

1 

160 

u 
n 
it 
It 


The  fractions  here  indicate  the  ratio  of  tHe  volume  of  th^ 
normal  solution  to  the  total  volume  represented  by  its  mixtur- 
with  distilled  boiled  water. 

The  foregoing  is  also  true  of  the  following: 
Zinc,  zinc  chloride:  cadmium  chloride,  cadmium. 

"       nitrate:  "         nitrate,  " 

Zinc^^,  dilute  sulph.  acid :  cadmium  sulphate,  cadmium. 

"    :  copper  sulphate,  copper.    , 


«  H  (( 
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3,  That  the  concentration  of  the  saline  solution  m  which 
the  unattacked  metal  enters  may  exert  a  certain  influence  on 
the  E.  M.  F.  of  the  couple.  Considering  the  same  cell  as 
before,  in  which  the  quantity  of  water  in  the  cadmium  sul- 
phate solution  is  varied,  the  zinc  sulphate  solution  being  con- 
I     stantiy  saturated,  we  have: 

^L  Solulion  of  Solution  of  i:    u    f 

^K         ZincSulphale,  Cadmium  Sulphale.  t.  M.  f. 

^P    Saturated  at  14°  Saturated  at  (4°  O.30  volt, 

I  Constant  \  "         "     "  0.30     " 

0.30  '* 
0.27  " 
0.23     " 

Regnauld  has  also  found  that  in  the  Daniell  couple,  the 
zinc  sulphate  solution  remaining  constant,  the  concentration 
of  the  copper  sulphate  solution  may  vary  from  i  to  5I5  without 
causing  perceptible  variation  in  the  E.  M.  F. 

THE   DANIELL  CELL. 
The  invention  of  this  cell  is  ascribed  by  M.  Tommasi  to 
Becquerel,  who  in   1829  combined  zinc,  a  neutral  saline  solu- 


Zinc  Sulphal 

"adm 

um  Sulphale. 

Saturated  at 

14° 

Satu 

rated  at  (4 

Constant 

4 

..     .. 

" 

A 

'1  a  porous  partition,  a  solution  of  copper  nitrate  or  sul- 

pliate  and    copper.     In    1830   Wach,   desiring   to   study   the 

Wdosmose  of  liquids  and  the  precipitation  of  metals  by  the 

c  current,  constructed  an  analogous  apparatus  consisting 

I  vessel  divided  into  two  compartments  by  an  animal  mem- 
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brane,  one  compartment  containing  a  solution  of  ammonium 
chloride,  or  simply  water,  and  a  zinc  plate,  and  the  other  a  solu- 
tion of  copper  sulphate  and  a  copper  plate. 

The  Daniell  cell  of  1836  (Fig.  80)  consists  of  zinc,  solution 
of  zinc  sulphate;    porous   cup,  solution  of   copper  sulphate, 
copper.     Its  E.  M.  F.  is  given  as  follows: 

£.  M.  F.  Author. 

1.058  volts  * Fleming-Jenldn. 

1.059  "     Favre. 

1.059      "     Kittler. 

1.079  "  Clark  &  Sabine. 

1.084  "  t • D.  Tommasi. 

1.1015  **  Ledeboer. 

I.I 55  "  Everett. 

1. 160  "  X D.  Tommasi. 

When  the  zinc  sulphate  is  replaced  by  dilute  sulphuric  aci 
the  E.  M.  F.  is  found  as  follows: 

E.  M.  F.  Authors. 

1.079  volts Clark  &  Sabine. 


'  f D.  Tommasi. 

*  Latimer  Clark. 

*  W.  Thomson. 

* F.  Kohlrausch. 

*  Kittler. 


1.084 
I. no 
1. 120 

1. 138 
1. 140 

With  the  zinc  sulphate  replaced  by  other  saline  solutions- 
(Petrouchoffsky,  1858): 

Amalgamated  Ordinary 

Zinc.  Zinc. 

Solution  of  sodium  chloride I«I34  volts.         1.090  volts. 

potassium  tartrate 1-534      '*  1.06       " 


<(         <( 


Chemical  Reactions, — In  the  exterior  vessel  there  is  pro- 
duced zinc  sulphate  and  hydrogen,  but  the  latter,  instead  of 
being  disengaged,  is  carried  to  the  copper  sulphate  and  decom- 

*  Calculated  according  to  the  heat  developed  in  the  chemical  reaction, 
f  Calculated  on  the  method  of  thermic  constants. 
\  Calculated  by  electro-chemical  equivalents^ 
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poses  It  with  the  formation  of  sulphate  of  hydrogen  (sulphuric 
acid)  and  metallic  copper. 

E.M.  F.'S  OF  CELLS  OF  THE  DANIELL  TYPE.    (E.  REYNIER,  1884.) 


Liquids. 

E.  M.  F.'8  in 

Volts. 

Copper  Compartment. 

Zinc  Compartment. 

Zin  Hg 

Zinc. 

Satarated  sol.  copper  siilpbate 

Solution  zinc  sulphate  f 

1.079 

1.068 

(«          ( 

Acidulated  sol.  zinc  sulphate  | 

1. 105 

1.06 

Acidulated  ' 

re        « 

Solution  zinc  sulphate 

1.03 

1.025 

«f          ( 

Acidulated  sol.  zinc  sulphate 

1.066 

1.03 

Saturated    ' 

Solution  sodium  chloride  g 

1. 145 

I.I4 

Acidulated  ' 

<«           <(             <* 

1. 115 

1.09 

f<          < 

Acidulated  sol.  sodium  chloride  | 

1. 125 

1.09 

Saturated    * 

Acidulated  water  (sulphuric)  If 

1. 134 

1.05 

Acidulated  * 

<(              <<            << 

1. 119 

1.027 

Saturated    * 

Porous  partition  ** 

1. 10 

1.04 

Acidulated  * 

•<             «        •* 

1.05 

1.04 

*  By  addition  o^  ^  of  monohydrated  sulphuric  acid. 
\  500  grams  of  zinc  sulphate  per  1000  of  water. 
X  ^  sulphuric  acid. 

§  200  grams  sodium  chloride  per  1000  of  water. 
I  ^  sulphuric  acid. 
T  -tz  sulphuric  acid. 

**  The  zinc  electrode  is  simply  immersed  in  the  cupric  liquor  with  its  parti- 
tion of  parchment  paper. 

There  is  therefore  in  the  external  vessel 

Zn  +  SO,H,  =  SO.Zn  +H, , 
^d  in  the  porous  cup 

SO.Cu  +  H,  =  SO,H.  +  Cu. 

Endosmose. — In  this  cell  there  is  a  transport  by  the  current 
of  the  exciting  liquid  into  the  porous  cup,  and  the  level  of  the 
sulphate  of  copper  solution  rises  when  the  circuit  is  closed. 
There  is,  on  the  other  hand,  a  transport  of  the  cupric  solution 
into  the  exterior  vessel  on  open  circuit. 

Varley  has  proposed  a  means  of  preventing  the  transport 
of  the  copper  through  porous  partitions,  which  consists  in  sur- 
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rounding  the  porous  cup  with  a  layer  of  zinc  oxide.  The  9i//- 
phate  of  copper  which  penetrates  into  the  mass  of  zinc  oxide 
forms  zinc  sulphate  and  deposits  the  copper  oxide  in  powder. 

hicrustation  of  Porous  Cups. — Incrustations  of  porous  cups 
due  to  reduced  copper,  when  this  does  not  render  them  too 
impermeable,  are  advantageous  owing  to  the  intensity  of  the 
current  produced ;  but,  on  the  other  hand,  they  cause  a  greater 
expenditure  of  copper  sulphate.     (Du  Moncel,  l86a) 

The  incrustations  of  the  porous  cups  are  hindered  by  plac* 
ing  thereon  a  copper  wire  wound  in  a  helix  and  terminating 
by  a  spiral  plate  which  is  applied  to  the  bottom.  The  middle 
portion  of  the  helix  is  connected  with  the  copper  electrode. 
(Bourseul,  1857.) 

EfTect  of  Temperature,  Light,  Dilution,  etc,  on  the 
E.  M.  F.  of  the  Daniell  Z^W.-^Ej^ect  of  Temperature— \i .  H. 
Preece  has  found  that  while  the  E.  M.  F.  of  this  cell  undergoes 
but  slight  modification  under  changes  of  temperature,  its  in- 
ternal resistance  is  greatly  affected.  Sabine  has  reached  the 
same  conclusion  and  has  obtained  the  following  results : 

Temperature.  E.  M.  F. 

18° 1.08  volts- 

22    1.07       " 

ICO  1.09     " 

Nevertheless,  Crova  finds  that  the  E.  M.  F.  of  the  Daniell 
cell  decreases  regularly  as  the  temperature  augments.  The 
experiments  of  M.  Bouty  were  made  to  determine  the  thermo- 
electric E.  M.  F.*s  at  the  contact  of  a  metal  and  a  liquid.  He 
found  that  the  E.  M.  F.,  when  a  copper  plate  in  a  cupric  solu- 
tion was  employed,  is  for  1°  C.  equal  to  o.cxx)688  of  that  of  a 
Daniell  cell,  and  that  it  is  rigorously  proportional  to  the  dif- 
ference of  temperatures  of  the  two  plates.  This  same  pro- 
portionality was  observed  with  platinum,  amalgamated  zinc, 
caJmium.  mercury,  gold,  and  iron,  when  immersed  in  their 
respective  salts.  The  tollnvini;  tiguros,  representing  the  aver- 
age E.  M.  F.  developed  and  due  to  the  ditTerence  of  one  degree 
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between  the  temperatures  of  the  two  immersed  plates,  were 
thus  obtained : 

Platinum 0.000735 

Copper 0.000696 

Zinc 0.000705 

Cadmium 0.000616 

Mercury 0.000140 

Gold 0.000024 

Iron 0.000002 

It  will  be  observed  that  the  E.  M.  F.*s  of  copper  and  zinc  are 
nearly  equal ;  whence  M.  Bouty  reaches  the .  conclusion  that 
the  E.  M.  F.  of  the  Daniell  cell  remains  constant  whatever 
may  be  the  temperature  to  which  it  is  subjected.  Raoult 
(1863),  however,  finds  the  E.  M.  F.  constant  only  between  tem- 
peratures of  10°  and  50°  C. 

The  conflicting  nature  of  the  results  obtained  thus  far, 
renders  further  investigation  on  this  subject  desirable.  It  is 
safe,  however,  to  regard  the  E.  M.  F.  of  the  Daniell  cell  as 
varying,  under  temperature  changes,  to  such  an  extent  as  to 
make  the  cell  doubtful  as  a  standard  for  measurements  in- 
tended to  be  accurate  to  y^jVir  of  its  E.  M.  F. 

Effect  of  Light, — A  Daniell  cell  of  which  the  copper  is 
clean  appears  to  be  entirely  insensible  to  light,  but  this  does 
not  hold  true  when  the  surface  of  the  copper  is  altered  by 
oxidation  or  by  the  formation  of  salt  thereon.  A  cell  the 
E.  M.  F.  of  which  is  equal  to  1.5  volts,  when  exposed  to  sun- 
light loses  about  ^  of  its  value  (0.029  volt).  This  phenom- 
enon is  not  due  to  an  elevation  of  temperature,  for  the  immer- 
sion of  the  cell  in  water  at  50°  C.  does  not  produce  any 
sensible  effect.  On  the  other  hand,  it  has  been  noted  that  the 
more  refrangible  rays  are  those  which  act. 

A  sensitive  Daniell  cell  can  also  be  made  by  taking  as  the 
positive  electrode  a  copper  wire  oxidized  in  the  flame  of  the 
Bunsen  burner.  But  in  this  case  there  is  an  increase  of  elec- 
tromotive force  due  to  the  action  of  light.     On   putting  a 
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similar  wire  into  a  solution  of  copper  sulphate  and  completing 
the  cell  by  a  non-oxidized  copper  wire,  it  is  clearly  shown  that 
sunlight  renders  the  oxidized  copper  more  positive.    (H.  Pellat.) 

Effect  of  Dilution. — Regnauld  (1855)  ^^s  observed  for  the 
cell  (zinc,  zinc  sulphate)-(copper  sulphate,  copper)  that  there 
is  not  much  difference  in  the  E.  M.  F.  of  the  cell  whether  a 
concentrated  solution  of  sulphate  of  zinc  be  employed  or  one 
one  hundred  times  diluted  with  its  volume  of  water.  The 
same  holds  true  on  varying  the  degree  of  dilution  of  the  sul- 
phate of  copper. 

Regnauld  has  determined  the  following  values:  saturated 
solution  of   copper  sulphate,  0.961   volt ;     the   same   diluted 
with  twice  its  volume  of  water,  0.961  volt ;   the  same  diluted 
with  ten  times  its  volume,   0,956  volt ;   with  fifty  times  it3 
volume,  0.945  volt. 

In  practice  it  has  been  found  that,  in  order  to  obtain  a  zinC 
sulphate  solution  with  maximum  conductibility,  it  is  necessar/ 
to  mix  one  volume  of  a  saturated  solution  of  sulphate  with, 
one  volume  of  water,  the  density  of  the  solution  being  about 
1. 10. 

Kittler  has  studied  the  variations  of  E.  M.  F.  of  the  Daniell 
cell  in  which  the  copper  is  surrounded  by  a  saturated  solution  of 
cupric  sulphate  and  the  amalgamated  zinc  with  dilute  sulphuric 
acid  of  density  varying  from  1.357  ^^  1.075.  He  has  found 
maximum  E.  M.  F.  using  acid  of  density  of  about  1.2. 

Effect  of  the  Condition  of  the  Metals. — If  in  the  Daniell 
cell  (zinc,  zinc  sulphate)-(copper  sulphate,  copper)  there  be 
employed  rolled  copper  or  crystalline  electrolytic  copper 
roughened  or  burnished,  or  electrolytic  zinc,  crystalline  or 
pulverulent,  or  finally  amalgamated  zinc,  the  E.  M.  F.  is  the 
same  in  all  cases  within  ■^\-^^  provided  it  be  determined 
always  when  the  metals  are  well  moistened.  (F.  M.  Raoult, 
1869.) 

Caustic  Potash  and  Bromine  Elements. — According  to 
Koosen,  when  caustic  potash  is  employed  in  a  Daniell  cell 
instead  of  acid,  its  action  is  as  follows:  i.  KHO  is  decom- 
posed,  giving  K,  O,  and  water.     2.  K  replaces  zinc,  forming 
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wilphate  of  potash  instead  of  sulphate  of  zinc,  3.  Zn  is  oxi- 
Jtied  by  the  liberated  oxygen,  4.  The  zinc  oxide  thus  formed 
is  dissolved  into  the  uiidecomposed  KHO  solution.  Of  these 
iour  reactions,  (l)  diminishes  the  E.  M.  F.,  (2)  and  13) 
iltcngthen  it,  as  possibly  docs  (4).  The  E.  M.  F.  obtained  in 
practice  agrees  well  with  theory.  A  Uanic!)  cell  made  up  with 
tnlerably  strong  caustic  potash  remains  very  constant  on  a 
iiigh  external  resistance.  Caustic  soda  answers  still  better,  as 
It  dissolves  the  zinc  oxide  more  freely.  It  is  important  to 
,(Voi(]  diffusion  as  much  as  possible,  and  for  this  purpose  Hcrr 
Koosen  prefers  to  employ  two  porous  pots,  one  inside  the 
other,  with  the  space  between  filled  with  a  solution  of  sulphate 
nfsoda  or  potash  respectively. 

Effect  of  Surface  of  the  Electrodes. — According  to  Daniell 
nHjS),  when  in  his  cell  the  zinc  surface  is  augmented  the  in- 
tensity of  the  current  remains  nearly  the  same,  while  it  becomes 
-Tcater  when  the  surface  of  the  copper  is  increased.  Du 
Monicl  has  also  reached  the  same  conclusion.  "Thus,"  he 
*jy5,  "  with  the  Daniell  cells  instead  of  diminishing  the  copper 
cUtcs  to  a  simple  wire  immersed  in  the  sulphate  of  copper 
solution,  they  are  better  made  in  the.  form  of  copper  cylinders 
■lOarge  as  possible  in  order  to  increase  in  this  way  the  dimen- 
^i')ti3  of  the  elements  and  proportionately  to  reduce  the  surface 
"[  the  zinc.  Thus,  while  the  resistance  of  the  cell  is  not 
■i.'Mbly  modified,  the  cell  is  rendered  more  constant,  the  ex- 
I'^ndiiure  of  zinc  less,  ihc  maintenance  easier,  and  the  saline 
'fflorescence  much  diminished.  With  regard  to  the  zincs, 
'litre  is  no  advantage  in  making  them  of  large  surface  unless 
'lie  cell  is  required  to  have  high  intensity  and  long  duration, 
^^hon  the  zinc  is  attacked  only  on  closed  circuit,  the  weight  of 
'iidal  dissolved  is  the  same  whatever  may  be  the  surface  of 
■ill-'  i^inc  employed." 

Effect  of  Amalgamation. — Amalgamation  is  useless  when 
'lie  line  is  immersed  in  a  sulphate  of  zinc  solution;  and  the 
Jme  is  true  when  the  liquid  is  dilute  .i^ulphuric  acid  or  even 
(irdinary  water,  since  zinc  sulphate  is  quickly  formed.  It  has 
mn  been  considered  that  the  non-amalgamation  of  the  zinc 
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2.  That  it  is  independent  of  temperature  between  io°  and 

50' C. 

3.  That   it   is  independent   of  the  resistance  of   the  cell 

between  2  and  30^000  ohms. 

4.  That  it  is  the  same  whether  the  solutions  be  aerated  or 
not. 

5.  That  It  is  the  same  after  two  minutes  or  after  a  day  of 
immersion  of  the  copper  or  the  zinc. 

6.  That  it  is  the  same  whether  the  zinc  be  pure  or  amal- 
gamated. 

7.  That  it  hardly  varies  when  25  per  cent  of  zinc  sulphate 
is  mixed  with  the  copper  sulphate  when  commercial  zinc  or 
copper  is  used. 

Kittler's  Standard  Daniell  Cell  (1882).— Kittler  gives  the 
name  of  '*  normal  element "  to  a  cell  composed  of  chemically 
pure  amalgamated  zinc,  in  sulphuric  acid  of  density  1.075  ^^ 
18*,  and  chemically  pure  copper  in  a  concentrated  solution  of 
copper  sulphate  of  density  1.19.  In  these  conditions  the 
E.  M.  F.  of  this  cell  increases  with  the  percentage  of  acid 
to  a  maximum  corresponding  to  25  to  30  per  cent  of  acid. 
This  augmentation  is  greater  as  the  solution  of  copper  sulphate 
isweaker,  and  attains  its  maximum  with  pure  water.  It  has 
leen  found,  furthermore,  that  if  very  weak  acids  be  used,  the 
E.  M.  F.  decreases  with  the  degree  of  dilution  of  the  copper 
sulphate ;  from  this  it  appears  that  there  should  exist  a  degree 
of  concentration  of  the  acid  for  which  the  cell  should  give  the 
same  E.  M.  F.  whatever  may  be  the  degree  of  concentration  or 
dilution  of  the  copper  sulphate.  The  solution  in  question  has 
the  density  i.ooii  at  I6^ 

Flemings  Standard  Daniell  Cell  (1885). — This  standard  is 
composed  of  a  U-tube  containing  in  its  branches  a  solution  of 
copper  sulphate  and  a  solution  of  zinc  sulphate;  the  two  solu- 
tions being  of  the  same  density.  An  electrode  formed  of 
copper  freshly  deposited  by  electrolysis  is  immersed  in  the 
copper  sulphate  solution  ;  the  other  electrode  is  a  rod  of 
chemically  pure  zinc  immersed  in  a  solution  of  zinc  sulphate. 
The  E.  M.  F.  is  1.102  volts  when  the  solutions  are  of  similar 


204  THE    VOLTAIC  CELL. 


density.  If,  however,  copper  sulphate  of  density  t.l  and  line 
sulphate  of  dcnsily  1,4  are  used,  the  E.  M.  F.  is  1.0 

Standard  DanuU  Cdl  oftlu  London  Post  0£icc.—Q\A  Model. 
This  consists  of  a  box  enclosing  three  separate  vessels.  The 
vessel  on  the  left  contains  a  plate  of  zinc  immersed  in  water; 
that  on  the  right  receives  a  flat  and  rectangular  porous  cup 
which  is  immersed  in  water  and  contains  a  plate  of  copper. 
These  two  vessels  are  used  only  when  the  cell  is  at  rest.  The 
middle  vessel  contains  a  50  per  cent  saturated  solution  of  zinc 
sulphate,  and  at  the  bottom  a  little  cylinder  of  zinc  disposed  in 
a  special  compartment.  When  the  cell  is  to  be  used,  the 
porous  cup  is  removed  from  its  vessel  and  is  placed  together 
■with  the  zinc  in  the  middle  vessel.  The  cell  is  then  ready. 
The  small  amount  of  copper  sulphate  which  traverses  the 
porous  cup  during  the  operation  is  deposited  upon  the  zinc 
■cylinder  at  the  bottom  of  the  middle  vessel.  The  solution 
therefore  rtmains  ver>-  clear.  E.  M.  F.  =  1.079  volts.  Ib 
constant  use,  the  Post  Office  reckons  its  E.  M,  F,  at  1,07  volts. 

New  Model.  This  is  compostd  of  two  compartments.  One 
contains  a  fl.it  porous  vessel  in  which  are  a  plate  of  copper  and 
crystals  of  copper  sulphate.  The  porous  cup  is  thus  isolated 
when  the  cell  is  not  in  operation.  The  other  compartment  i? 
filled  up  to  a  certain  level  with  a  50  per  cent  saturated  solution 
of  zinc  sulpliate,  and  also  contains  the  zinc  plale.  A  pencil  0' 
the  same  m^-tal  is  placed  at  the  bottom  of  this  compartinenl 
immediately  below  the  zinc  plate.  When  this  cell  is  to  be 
used,  the  porous  cup  is  removed  from  its  compartment  and 
placed  in  the  other  compartment  with  the  zinc ;  the  level  of 
the  sulphate  of  zinc  solution  is  thus  raised  so  that  the  plate  is 
wet.  The  cell  is  then  ready-  When  the  measurements  are 
finished  the  porous  cup  is  replaced  in  its  compartment,  ai"^ 
during  the  period  of  rest  all  the  copper  sulphate  which  has 
become  mingled  with  the  exciting  solution  of  zinc  sulphate  is 
deposited  on  the  cylinder.  The  solution  thus  is  kept  quite 
clear.     E.  M.  F.  =  i.e."  volt*. 

Sir  WUlia'H  Th.-ms.'Ks  St.j'idard  D.tn'uU  CcU.~\  glass  jar 
has  at  its  bottom  a  pl.ilc  of  zinc  in  3.  saturated  solution  of  zinc 
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sulphate.  The  copper  plate  is.su spend td  above.  Copper  sul- 
phate lialf  saturated  is  introduced  through  a  funnel  connecting 
b)  a  rubber  tube  to  a  siphon  which  terminates  in  a  pointed 
^ioiiioiital  tube  at  the  surface  of  the  zinc  sulphate.  By  filling 
M)i]  funnel  and  gently  raising  it  the  copper  sulphate  will  flow 
"iLT  the  surface  of  the  saturated  zinc  sulphate  so  that  the  sur- 
Ucc  of  separation  between  the  two  liquids  will  be  clearly 
ijcfined.  Upon  the  termination  of  the  experiment  the  funnel 
15  lowered  and  the  solution  is  run  out.  The  cell  should  be 
used  but  once.  E.  M,  F.  at  15''  C.  =  1,072  volts.  Temper- 
ature coefficient  not  accurately  determined. 


Two  glass  tubes 
;ontains  the  zinc 


Lodge  Standard  Danidl  Cell  (Fi 
receive  the  two  electrodes.  The  om 
rod  is  open  at  both  ends  but  con- 
slrieicd  at  its  lower  portion.  This 
tube  enters  dilute  sulphuric  acid, 
'iliich  thus  excites  the  metal. 
The  copper  sulphate  solution  is 
contained  in  the  other  tube,  which 
is  closed  below  and  hence  sepa- 
raied  from  the  exciting  liquid, 
(The  tube  is  closed  like  the  bot- 
tom of  an  ordinary  test-tube.)  The 
copper  electrode  enters  the  copper 
sulphate  solution  and  consists  of  a 
wire  covered  at  its  upper  portion 
with  gutta  percha  and  provided  at 
its  end  with  a  deposit  of  electro- 
lytic copper.     Of  course  with  this 

irangement    circulation    of     the 
-.iirent  within  the  cell  is  impos- 

ihle.     In  order  to  establish  it,  the  ^"'-  ^'^ 

tube  containing  the  zinc  and  the  test-tube  bottom  containing 
lilt  copper  solution  are  united,  and  the  moisture  which  covers 
Ihe  glass  serves  as  conductor  for  the  circuit.  By  this  device 
till:  liquids  are  wholly  prevented  from  mixing.  The  internal 
resistance  of  the  cell  at  the  same  time  Is  enormously  increased. 
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Avhich  is  necessary  in  order  to  maintain  constant  the  E.  M.  F 
during  prolonged  closing  of  the  circuit.  If  dilute  sulphuri( 
acid  of  a  density  of  1.075  at  18°  and  a  solution  of  copper  sul 
phate  of  density  1.2  be  used,  the  E.  M.  F.  is  1.182  volts,  whid 
increases  at  the  rate  of  0.02  per  cent  per  degree  centigrade. 

Beetz  Standard  Daniell  Cell. — This  cell  consists  of  a  U-tub 
4  mm.  in  diameter.  The  arms  are  22  cm.  long  and  are  equa 
In  one  arm  is  introduced  a  paste  of  finely  ground  alabastrit 
and  a  concentrated  solution  of  zinc  sulphate,  into  which  past 
a  zinc  wire  enters.  When  the  paste  has  become  solid  there  i 
placed  in  the  other  arm  of  the  tube  another  paste  of  alabastrit 
mixed  with  a  saturated  solution  of  copper  sulphate  and  cor 
taining  a  copper  wire.  This  is,  therefore,  a  dry  pile.  Th 
E.  M.  F.  is  about  0.0027  volt  less  than  that  of  the  Danie 
•cell.  Effect  of  temperature :  o®  to  20®,  0.015  per  cent  for  eacl 
centigrade  degree ;  20*^  to  40°,  0.053  per  cent  for  each  cent 
grade  degree.  On  closed  circuit  this  cell  loses  o.cx)5  volt  afte 
10  minutes,  0.01  volt  after  20  hours.  For  other  standard  cell 
see  those  of  Latimer-Clark^  Regnault,  Warren  de  la  Rue,  Ayrto 
4znd  Perry  ^  E.  Reynier^  Car  hart  y  Edward  Weston^  etc 


C^Us  of  the  Daniell  Type. 

Parelle  and  VMti  Globe  Cell  (Pile  k  ballon).— Zinc,  soluti* 
of  zinc  sulphate  or  acidulated  water ;  porous  cup,  solution 
copper  sulphate,  copper.  Above  the  porous  cup  as  shown 
Fig.  82  is  a  glass  globe  or  flask  filled  with  crystals  of  sulpha 
of  copper  and  water.  The  neck  of  the  globe  enters  the  poro 
cup,  and  as  the  sulphate  of  copper  solution  is  heavier  th. 
water,  the  solution  in  the  porous  cup  is  kept  replenished  or 
resaturated  as  fast  as  it  is  weakened  by  deposit  of  the  copp< 
The  current  from  these  globe  cells,  according  to  Du  Monc 
(i  872),  becomes  notably  weakened.  Valencourt  suggests,  as  t 
best  means  of  maintaining  uniform  saturation  of  the  copp 
sulphate  solution,  the  addition  thereto  from  time  to  time  of 
little  copper  carbonate. 
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RaouU  Cell.— This  consists  of  two  vessels,  V  V  {Fig.  83). 
connected  by  a  lai^e  curved  glass  tube  T  closed  at  the  ends 
by  porous  plates.  One  vessel  contains  zinc  and  zinc  sulphate, 
the  other  copper  and  copper  sulphate. 


Eisftihrk  Cell  (1849).— Ziiic,  .■;.>liiiion  of  sodium  or  potas. 

ium  bitartrate  :  porous  cup,  copper  sulphate  solution,  copper. 

Huff  Cell  (1853). — Liquid  zinc    amalgam,  solution  of   zinc 

lus   cup,  solution  of   copper   sulphate,  copper. 
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The  zinc  electrode  is  a  wire  tlie  lower  end  of  which  enters  a 
body  of  mercury. 

Gaiffe  Cell. — In  order  to  reduce  the  expenditure  in  the 
Daniell  cell  on  open  circuit,  A.  Gaiffe  has  devised  the  appara- 
tus represented  in  Fig,  84.     Tiiis  consists  of  a  glass  containing 
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vessel.  B.  an  amalgamated  xjnc  cylinder  Z,  suspended  by 
hooks  from  the  edges  of  the  mouth  of  the  jar,  a  cylinder,/', 
porous  from  P  \o  J  and  terminating  at  its  lower  portion 
in  a  glass  vessel,  and  finally  a  copper,  C,  which  extends  en- 
tirely up  through  the  cj'linder  P  and  has  an  appendix,  CC , 
which  extends,  as  shown,  nearly  to  the  bottom  of  the  jar  5. 
The  two  vessels  are  filled  wiih  a  saturated  solution  of  linc 
sulphate  or  ms^esia  diluted  with  it<;  volume  of  water.  Some- 
sulphate  of  copper  cr>-stals  are  placed  in  P.  The  cupric  solu- 
tion rises  as  far  as./,  but  can  go  no  further  as  it  then  percotatO) 


s  vessel  at  the  bottom  o(  which  is  a  woodea 
crosi;  upon  which  rests  a  zinc  cylin- 
der. Projections  on  the  cross  cntcf 
recesses  in  the  zinc  and  hold  it 
place.  The  negative  electrode  is 
tube  of  red  copper  which  rests  oi 
porcelain  cup,  which  acts  as  tlie  bol" 
torn  of  a  vessel  made  of  parehmtnt- 
paper  of  like  diameter,  to  whicliitis 
firmly  attached  by  a  cord  lacini 
binding.  On  top  of  the  copper 
tube  is  a  disk  of  vulcanized  fibre, 
around  the  edge  of  which  are  recesses 
corresponding  to  similar  recesses 
in.idc  in  the  bottom  of  the  porcelain 
tiip.  A  single  cord  laced  to  and  fro 
in  these  recesses  holds  the  copptf 
Fi...  bs.-Cakk*  cki.i_  tube  firmly  in  the  centre  of  the  cyl- 

inder of  parchment-paper.  The  cell  is  set  up  in  the  following 
manner:  The  copper  tube  is  first  filled  with  copper  sulphate; 
there  is  then  poured  into  the  glass  vessel  up  to  the  top  edge 
of  the  zinc  a  solution  of  zinc  sulphate  at  2°  to  25°  B.,  a"* 
water  is  put  into  the  copper  tube  until  it  reaches  the  saim 
level  in  the  vessel  of  parchment-paper  as  that  attained  bj 
the  zinc  sulphate  solution. 

This  cell  gives  the   following  constants: 

1.  Large  model :  E.  M.  F.  —  1.07  volts;  /=  15  to  2511 
peres  ;  R  =  ao/  ohm  ;  height  of  zinc  =  48  cm.;  diameter  0 
zinc  =  14  cm. 

2.  Small  model :  E.  M.  F.  =  1.07  volts ;  /=  8  to  iz  a 
peres;  /^  =  o.i3  ohm;  he'ght  of  zinc=  24  cm.;  diameter! 
zinc  =  14  cm. 

Sir  W.  Thomson  Cell. — Square  trough  in  which  is 
copper  plate,  the  area  of  which  is  nearly  equal  to  that  of  * 
bottom  of  the  trough  ;  above  the  copper  plate  is  copper  si 
phate  solution,  A  zinc  electrode,  in  the  shape  of  an  invert' 
grid,  is  placed  above  the  copper   plate  and  is  supported  1 
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four  wooden  rods.    The  zinc  i»  ejiveloped  below  and  on  the 

four  sides  in   a   leal  of   parch  men  l-papcr  in   which  is  placed 
pure  ivatcr   or  a   solution    of  zinc   sulpiiatc.      The   cells   are 


Flo.  §j.-THoa*oN 

Wanged  in  battery  by  being  disposed  one  above  the  other 
(Fig.  87).  The  resistance  of  this  cell  is  very  smalL  It  is  used 
in  submarine  Iclegraphy  for  operating  the  siphon  recorder. 

O'Keenati  CiV/ (18S7).— This  cell  is  automatic  in  its  action. 
It  differs  from  all  other  sul- 
phate of  copper  cells  in  the 
arrangementjdistribution.and 
automatic  circulation  of  its 
liquids,  and  is  so  regulated 
'iial  the  latter  enter  and 
icave  the  cell  without  atten- 
tion in  proportion  as  work 
is  demanded,  and  that  the 
consumption  of  zinc  and 
wppcr  sulphate  is  simply 
Iliat  required  for  the  work. 
Fig.  88  is  a  section  of  tlic 
cell.  At  pb  are  shown  two 
plates  of  lead,  immersed  in 

a   solution     of     copper    sul-  Fi..  sa-o'KMiiAx  Cmi,.., 

pliate.    Inthemiddleof  theconuining  vessel  is  a  tube  of  pare 
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mcnt-paper  open  at  its  ends  and  receiving  the  zinc  electrode  and 
zinc  sulphate.  The  upper  part  of  this  tube  enters  pure  water; 
the  lower  part  is  immersed  in  concentrated  zinc  sulphate  at  the 
bottom  of  the  containing  jar.  When  circuit  is  closed  a  for- 
nuition  of  zinc  sulphate  takes  place  in  the  porous  tube  through- 
out its  length,  due  to  the  attack  of  the  zinc,  and  at  the  same 
time  there  is  a  deposit  of  copper  sulphate  on  the  lead  plates 
in  the  copper  sulphate  compartment.  The  zinc  sulphate 
increases  the  density  of  the  liquid  in  the  tube,  which  accord- 
ingly descends,  and  as  a  consequence  pure  water  enters  the 
top  of  the  tube  and  the  heavy  zinc  sulphate  escapes  at  the 
bottom.  As  long  as  the  cell  is  in  operation  there  is  circula- 
tion of  water  and  dissolved  zinc  sulphate,  but  when  the  circuit 
is  interrupted  the  circulation  ceases  and  expenditure  of  mate- 
rial stops.  Fig  89  is  a  general  view  of  a  battery  of  ten  cells 
in  series,  designed  for  charging  a  series  of  three  accumulators. 

The  ten  cells  are  enclosed  in  an  oblong  trough  of  paraffined 
wvkkI,  the  front  of  which  consists  of  glass  that  permits  the 
stale  of  the  batterv  to  be  seen  at  anv  moment.  The  dimen- 
.sions  varv  with  the  dischariije  to  be  obtained  and  the  number 
ot  iIk'  lamps.  The  model  of  medium  size,  here  shown,  is 
al>oiit  Knir  feet  in  hcic:ht.  The  trough  is  divided  into  ten 
[•ails  by  wooden  partitions.  The  front  of  each  cell  con- 
lain^  I  vertical  slit  uesiijned  to  establish  a  communication 
lKt\\v\i\  it  aiul  the  space  in  front.  At  the  left  end  there  \s  a 
uilaib.uilar  l>v»\  coiUain:!-;^  <\\\.-\\  apertures  and  terminating 
aln.\e  in  a  hv>pi>cr.  /',  that  perniit-^  ot  tilling  it  with  sulphate  of 
V  i»[»[K  1.  It  will  be  seen  that  the  water  in  the  trough,  on  circu- 
III  111;.;  thiouiih  the  apertures,  comes  into  contact  with  the 
1  i\  uals  aiul  tills  all  tlie  cells  with  a  saturated  solution  of  sul- 
\A\.\W  ot  cop'per.  In  each  cell  there  is  a  plate  of  z.\t\c  of 
\v  i\  iaii^e  size,  enclosed  in  a  sheath  of  parchment-pa^t, a^^^ 
\\u  '>ides  of  the  box  are  provided  with  two  lead  pla\<^>\^t^ 
\\\\\k\\  is  UvpoAitcd  the  copper  formed  by  the  reduct\^^o\^ 

iilphale,  while  the  denser  sulphate  of  zinc  formed    ^^  ^^^^ 
l.i'iivm  iif  the  cells. 

V  »n  allov  "\t 
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^  drop,  three  distinct  and  clearly  separated  strata  are 
ed.  The  first  of  these,  whii;h  is  of  pure  water,  is  but  a 
n  of  an  inch  in  thickness.  The  thickest  is  formed  of 
te  of  copper,  and  is  of  the  blue  color  that  characterizes 
Jt.  The  third,  which  is  yellowish,  is  a  saturated  solution 
(h.ite  of  zinc.  In  order  to  have  a  continuous  operation, 
It  sufSces  to  introduce  water  into  the  battery  through  the 


Fit.  89.— O'Kebkah  BATiiim, 

lUng  cock,  which  is  adjusted  once  for  ail.      The  excess 
s  through  the  waste-pipe. 

1  the  stratum  of  saturated  sulphate  of  zinc  has  reached 

tain  thickness,  it  descends  in  a   vertical  tube   arranged 

(lower  part  of  the  box.     The  lower  extremity  of  this  tube 

.  small   reservoir  containing   mercury.     The  mercury 

s  its  level  changed  through  the  pressure  of  the  column 

glhate  of  zinc,  increased  by  that  exerted  by  the  stratum 
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of  sulphate  of  copper  and  water.  The  height  of  the  mercury: 
above  the  lower  extremity  of  the  tube  is  regulated  so  as 
exactly  to  balance  the  column  of  zinc  sulphate  when  the  level 
of  the  latter  reaches  a  certain  point. 

When  the  level  of  the  zinc  sulphate  tends  to  rise  as  aconse- 
quence  of  the  battery's  operation,  the  solution  then  escapes 
from  the  lower  part  of  the  tube,  rises  above  the  mercury,  and 
flows  through  a  waste-pipe  into  a  vessel  that  receives  the 
excess  of  water.  At  the  time  of  mounting,  if  care  be  taken  to 
put  in  sufficiently  thick  zinc  plates,  a  battery  is  obtained  that  I 
is  claimed  to  be  capable  of  furnishing,  without  interruption,  a 
constant  current  for  several  months. 

UArsonval  Cell  (1881). — Zinc,  soda  solution;  porous  cup, 
sulphate  of  copper  solution,  copper.  E.  M.  F.  =  1.5  volts.  In 
this  cell  cupric  hydrate  (an  insoluble  compound)  is  formed  in 
the  pores  of  the  porous  cup,  which  hinders  the  mixing  of  the 
copper  solution  with  the  liquid  of  the  exterior  vessel 
D'Arsonval  has  devised  other  cells  on  the  same  principle. 

E,  Reynier  Cell. — Zinc^s^,  30  per  cent  solution  of  caustic 
soda ;  seamless  porous  cup  of  parchment-paper,  solution  of 
copper  to  which  is  added  sodium  bisulphate  or  sulphuric  acid. 
E.  M.  F.  =  1.5  volt.  Reynier  has  also  employed  in  this  cell 
the  following  solutions : 

Exciting  liquid:  ordinary  water  I2CX)  parts,  caustic  soda 
2CX),  caustic  potash  I CX),  potassium  chlorate  20,  sodium  chlorate 
20,  potassium  sulphate  20,  sodium  sulphate  20. 

Depolarizer:   ordinary  water   1200  parts,  copper  sulphate 
240,  nitrate  of  copper  60,  potassium  chlorate  20,  sodium  chlorate 
20,  potassium  chloride  20,  sodium  chloride  20,   zinc   chlori^^ 
(sat.  sol.)  20,  potassium  sulphate  20,  sodium  sulphate  20,  zi^^ 
sulphate  20. 

Grove  Cell. — Iron,  salt  or  acidulated  water ;  porous  cup,  sol^' 
tion  of  copper  sulphate,  iron.  The  iron  (last  named)  beconri^" 
covered  with  copper  and  hence  acts  as  a  copper  electrode. 

Ryhiners  ^^7/(1848). — Cast  iron,  salt  water;  porous  cup,  sul' 
phate  of  copper  solution,  lead.  The  exterior  vessel  is  of  iro^' 
The  copper  sulphate  solution   is  contained   in  a  cylinder  of 
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coarse  cloth  covered  with  tlirce  or  four  layers  of  paper.  The 
lead  becomes  covered,  like  the  iron  in  Grove "s  cell,  with  a  coating 
of  topper,  and  so  acts  as  a  copper  electrode, 

Trouvii  Moist  CM  (1884)  (.Fig.  89).— Each  element  consists 


of  adisk  of  zinc  and  a  disk-  of  copper,  between  which  are  several 
iJisks  of  blotting-paper  half  of  which  are  wet  with  a  solution 
'|(  zinc  sulphate  and  half  with  a  solution 
ill  coppt;r  sulphate.  When  the  eel!  is  to 
I'l:  laid  out  of  use  the  disks  are  allowed  to 
dry  in  air ;  when  it  is  needed,  the  disks  are 
amply  moistened.  Another  and  simpler 
form  of  this  cell  is  represented  in  Fig.  90. 
Here  each  couple  consists  of  a  glass  tube 
filled  with  disks  of  blotting-paper  impreg- 
nated as  before  and  two  disks  respectively 
tif  copper  and  zinc  placed  at  the  ends  of 
ilic  paper  column.  The  tube  is  closed  at 
«cli  extremity  by  a  cork  through  which 
jMsithe  wire  terminals  of  the  cell. 

Siemens- Hals ke  Cc//.— The  porous  dia- 
i'hragm  is  formed  of  compressed  paper 
puip  saturated  with  salt  to  prevent  mix- 
'ireof  the  solutions  and  the  unnecessary 
tonsumption  of  zinc  and  sulphate  of  cop- 
f(;r.  The  outer  vessel  is  of  glass.  The 
purous  vessel  is  bell-shaped  and  receives  a,  cross  of  sheet-coppei 
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constant  work  was  effected  with  a  single  chaise  of  4  pounds  of 
copper  sulphate  and  the  consumption  o(  ij  pounds  of  zinc. 
The  E.  M.  F.  of  the  cell  is  1.07,  and  its  internal  resistance 
about  3  ohms. 


Kokl/urst  Cell. — The  containing  vessel  is  a  glass  jar  having 
3  contraction  at  its  lower  part.  The  cover  supports  a  conical 
plite  of  zinc.  The  other  electrode  is  an  S-shaped  piece  of  lead 
11  the  bottom  of  the  cell.  Above  the  lead  the  cell  is  packed 
•itii  copper  sulphate  crystals  up  to  the  contraction  above 
"oied.  Abo\'e  the  contraction  is  a  partition  of  unglazcd 
(^^inhcnwarc.  The  exciting  liquid  is  magnesium  sulphate  so- 
lution.    E.  M.  F.  =  about  i  volt. 
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Sand  Cells  of  the  Daniell  Typ^.—Minoito  Cell  (1863).— 
Copper,  saturated  solution  of  copper  sulphate ;  body  of  sancl 
zinc,  solution  of  zinc  sulphate  or  pure  water.  The  zinc  is  in 
disk  form  and  is  laid  flat  on  the  sand.  D'Arsonval  replaces  the 
sand  in  this  cell  with  animal  black,  which  holds  the  copper  salt 
and  prevents  it  depositing  copper  on  the  zinc.  Coronat  has 
substituted  sawdust  for  Minotto's  sand. 

Jacobini  Cell  (1863). — Earthenware  vessel  at  the  bottom 
of  which  is  a  body  of  sand  upon  which  rests  a  zinc  cylinder  like 
that  used  in  the  Bunsen  cell.  In  the  cylinder  is  an  open  tube 
of  copper  which  enters  the  sand  and  which  is  filled  with  copper 
sulphate  crystals.  Water  is  added  to  the  cell  to  set  it  in  oper- 
ation. Secchi,  Calla,  Candido,  and  others  have  also  devised 
modifications  of  the  Minotto  cell. 

Cells  of  the  Daniell  Type  without  Diaphrag^ms— Gravity 
Cells. — Cells  of  the  gravity  type  are  especially  useful  where  a 
light  current  is  desired  for  continuous  work,  as  in  the  operation 
of  telegraph  lines,  fire-alarm  signals,  electric  time  service,  small 
motors,  etc.,  as  great  economy  is  shown  in   the  amount  of 
material  consumed  and  in  the  care  required  for  their  mainte- 
nance.    They  are  not  suitable  for  ringing  house-bells  or  for 
work  of  a  similar  character,  owing  to  the  number  of  cells  re- 
quired.    Occasionally  cells  of  the  gravity  type  are  coupled  to 
secondary  or  storage  cells  and  the  stored  energy  afterwards 
used  for  various  purposes,  but  except  in  special  cases  the  econ- 
omy of  such  action   is  questioned.     The  solution   freezes  at 
about  20  degrees  Fahrenheit,  so  that  care  must  be  taken  v.'i^^ 
the  cell  in  cold  weather,  more  especially  as  the  internal  resist- 
ance rapidly  increases  in  all  cells  as  the  temperature  of  th^ 
fluid  approaches  the  freezing  point. 

The  E.  M.  F.  is  rated  at  i.io  volts,  and  the  internal  resi^^ 
ance  at  4  ohms,  and,  like  the  Daniell,  the  E.  M.  F.  is  near!) 
constant  and  not  changeable  as  in  many  other  cells.  But  ^^ 
will  not  prove  economical  to  obtain  any  but  the  lighter  powe^ 
from  gravity  cells,  as,  the  current  strength  being  only  aboU^ 
one  half  ampere  and  the  normal  E.  M.  F.  about  one  volt  p^^ 
cell,  the  output  of  electric  energy  is  about  one  half  a  watt,  or 
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oni:  fifteen- hundredth  o(  a  horse-power.  In  other  words,  it 
would  require  1500  celli  in  circuit  one  hour  to  furnish  one 
liorse-power  hour  of  electrical  energy.     (De  Land.) 

Miiiiinger  Cell  (1S59)  (Fig.  92). — Tlie  outer  vessel  A  is 
cmitTacted  as  shown  at  b.  Upon  the  Ifdge  thus  formed  rests 
the  zinc  cylinder  Z,  to  which  is  connected  the  negative  ter- 
niiiial  c,  A  second  smaller  vessel  d  contains  the  copper  or  lead 
electrode  c.  The  tube  h,  which  is  open  at  its  lower  end,  con- 
tains copper  sulphate  crystals,  which  dissolve  so  that  the  copper 
sulphate  solution,  having  the  greater  specific  gravity,  descends 
and  surrounds  the  copper  electrode, 
while  the  lighter  magnesium  sulphate- 
solution  remains  in  the  upper  part  of 
[he  vessel, 

la  order  to  reduce  the  precipita- 
tion of  the  copper  on  the  zinc,  J, 
Moser  has  proposed  to  suspend  a  band 
of  zinc  a  few  centimetres  in  length 
below  the  cylindrical  electrode  of  that 
metal.  The  deposited  copper  from 
ihe  sulphate  will  then  rise  no  higher 
Ihan  this  band  and  hence  not  reach 
the  zinc  cylinder,  so  that  the  effects  of 
polanzation  are  thus  prevented.      In 

the  ■' globe  "  form  of  the  Meidinger  cell  which  is  used  in  the 
Russian  Telegraph  Service  and  at  the  Mansfield  Mines  at 
Eislebcn  for  the  electrolytic  extraction  of  copper,  the  lube 
holding  the  crystals  is  replaced  by  an  inverted  globular 
Sssk,  which  serves  also  as  a  cover  for  the  containing  vessel. 
E..  M.  F.  =  about  the  same  as  the  ordinary  Daniell  cell. 

Callaud  Cc//  {1861). — Zinc,  solution  of  zinc  sulphate  ;  solu- 
■-imi  of  copper  sulphate,  copper.  The  zinc  is  a(  the  top  and 
■■In;  copper  at  the  bottom  of  the  jar,  as  shown  in  Fig.  93. 

Trmvif-Callaitd  Cell  (Fig.  94). — At  the  bottom  of  the  glass 
containing  jar  is  a  flat  spiral  of  copper.  The  end  extends 
vertically  upward  and  is  protected  by  a  glass  enclosing  tube. 
The  sine  is  circular  and  is  supported  by  projections  from  the. 


edge   of   the   jar. 
crystals  and  water. 
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On  the  spiral  are  placed  copper  sulphate 
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i  the  diameter  and  height  of  which  are  less  than  those  of  the 
cxii:rior  jar.  The  copper  vessel  is  filled  with  crystals  of  copper 
sulplme,  in  which  enters  the  neck  of  an  inverted  flask  filled 
nth  similar  crystals,     Other  niodiiicalions  of  the  Daniell  cell 


diaphragm   have   been    made  by   Norman,    Ubicini, 

ck-wood,  Kriiger,  and  others. 

Thomson  Cell. — In  this  ce!!  the  sulphate  of  zinc  solution 
is  below  the  copper  sulphate  solutinn,  saturated  solutions 
bi.>ingU5cd.  (SO.Zn.  D  =  i.44and  SO.Cu.  D  =  1.18.)  A  cell 
based  on  the  same  principle  was  devised  by  Cardarelli  in  1883. 

Callaud  Cttprk  Chloride  Cdt. — If  in  the  Callaud  cell  cupric 
chloride  be  substituted  for  the  copper  sulphate,  the  E.  M.  F. 
decreases  about  one  tenth,  and  the  resistance  considerably 
auj^ents  (Cailleret,  1877).  A  part  of  the  chlorine  from  the 
cupric  chloride  unites  with  the  zinc,  forming  zinc  chloride  and 
cuprous  chloride. 

2C!,Cu  +  Zn  =  CI,Zn  -  Cl,Cu,. 

The  decomposition  of  the  water  under  the  influence  of  the  cur- 
rent produces  at  the  same  time  zinc  oxide,  which  in  presence 
oi  the  chlorides  of  zinc  and  copper  gives  osychlorides  of  zxwz 
and  copper.  Finally  the  hydrogen  from  this  decomposition 
reduces  the  insoluble  salts. 
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According  to  Lourme  (1878)  cupric  chloride,  esp 
concentrated  solution,  attacks  copper  and  produces 
chloride;  but  wlien  the  circuit  is  closed,  cuprous  cl 
not  [oiined  and  a  deposit  of  cupper  is  obtained  on  the 
Chloride  of  zinc  is  formed,  and  on  the  zinc  there  is  de 
li^ht  precipitate  which  appears  to  be  a  mixture  in 
proportions  of  Cu,0  and  CuO.  When  the  circuit  is  1 
Cupric  chloride  attacks  the  copper  electrode  and  form; 
chloride,  which  disappears  when  the  circuit  is  closed. 
PeiUt  CeU{\%y^). — A  copper  vessel  containing  a 
of  copper  sulphate  in  which  is  immersed  a  plate  of 
tnined  in  a  bag  of  strong  cloth, 

Dilany  Gravity  Celt. — The  sulphate  of  copper  is  en 
a  strawboard  box  (Fig.  96).  The  zinc  is  in  a  paper  < 
and  the  rim  of  the  jar  has  attached  to  it  on  the  in; 
sticky  substance  a  band  o: 
cloth.  The  advantages  clai 
the  cell  are  as  follows:  W 
battery  is  first  set  up.  the  du: 
phate  of  copper  is  not  inst; 
solved  .ind  diffused  througl 
liquid,  coating  the  zinc  witi' 
.IS  is  the  case  with  the  ordi 
Several  minutes  elapse  be 
coloration  of  the  fluid  bej 
then  only  at  the  bottom  of 
Fig.  96.-DBLANV  cblu  from  whcnce  it  rises  very  g 
never  reaching  the  zinc.  If  the  box  be  filled  the  ( 
copper  is  always  uniform.  Deposited  or  spongy 
copper  cannot  fall  upon  the  crj'stals  from  the  zinc,  an 
or  massing  in  the  bottom  of  the  jar  is  thus  preventc 
copper  electrode  is  held  firmly  in  position,  and  alwaj 
same  distance  from  the  zinc.  One  zinc  will  end 
charges  of  sulphate  of  copper.  The  band  around  tl 
one  of  the  most  important  features  of  the  cell,  as  it 
zinc  sulphate  from  rwi^nin^  over.  "'  '■s  simply  a 

ical  obstruction.  I 
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Husuj  Cell. — This  consists  of  an  outer  glass  jar;  a  copper 
isk :  a  clay  cup  standing  on  four  short  legs  and  made  porous 
nly  through  the  raised  bottom  surface,  the  sides  being  glazed 
0  prevent  any  absorption  above  the  lower  edge;  and  a  four- 
wing  plate  of  an  amalgam  of  mercury  and  zinc  that  stands 
within  the  cup. 

In  charging  this  cell  the  space  between  the  sides  of  tlie 
^lass  jar  and  that  of  the  porous  cup  is  partly  filled  with  copper 
sulphate,  and  the  latter  is  then  covered  with  a  weak  mixture 
of  sulphuric  acid  in  water.  This  acidulated  solution  is  also 
poured  into  the  porous  cup  to  a  much  higher  level  than  in  the 
glass  jar,  thus  securing  the  advantage  of  a  downward  pres- 
sure that  is  always  constant,  and  preventing  the  solution  of 
copper  from  reaching  the  zinc.  As  the  copper  sulphate  is 
consumed,  it  constantly  feeds  downward  toward  the  bottom 
of  the  jar  and  porous  cup,  thus  furnishing  fresh  solution  to  the 
active  portion  of  the  cell.     E.  M.  F.  claimed  =  i.io  volts. 

Crow-foot  CelL — The  ordinary  cell  consists  of  a  glass  jar  6 
inches  wide  by  8  inches  high  ;  a  form  of  copper  cross  is  made 
by  riveting  three  sheets  of  hard  rolled  sheet  battery  copper  of 
No.  32  B.  &  S.  gauge,  6  inches  long  by  2  inches  wide,  to  a  No. 
16  B.  &  S.  gauge  copper  wire  covered  with  gutta-percha  insu- 
lation, and  a  three-pound  zinc  is  cast  in  a  form  resembling  a 
crow's  foot. 

In  setting  up  the  cell,  the  copper  strips  are  bent  in  the 
form  of  a  Greek  cross,  and  placed  on  the  bottom,  with  the  end 
of  the  wire  overlapping  the  edge  of  the  jar.  The  zinc  is  sus- 
pended on  the  opposite  edge  of  the  jar  by  the  hook  on  the 
shank.  Sufficient  water  is  poured  in  to  just  cover  the  zinc, 
and  about  a  pound  of  blue  vitriol  is  dropped  in,  or  a  quantity 
sufficient  to  cover  the  copper  cross,  if  steady,  continuous  work 
is  desired.  The  wires  are  then  connected  and  the  battery 
allowed  to  stand  for  from  24  to  48  hours,  when  it  will  be  ready 
for  work.  Or  the  action  can  be  secured  more  quickly  by  add- 
ing a  teaspoonful  of  sulphate  of  zinc  to  the  water.  But  in  the 
latter  case  it  is  best  to  add  the  blue  vitriol  to  half  a  jar  of 
water,  then  to  dissolve  the  teaspoonful  of  sulphate  of  zinc  in 
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sufficient  water,  and  gently  pour  the  same  into  the  jar  to  within 
two  inches  of  the  top.  When  the  two  solutions  have  properly 
separated,  the  lower  of  a  deep  blue  color  and  the  upper  nearly 
colorless,  then  suspend  the  zinc  in  the  jar,  connect  the  wires, 
and  it  will  soon  be  ready  for  service.  This  avoids  the  deposi- 
tion of  copper  that  is  always  found  on  the  zinc,  and  retards 
the  action,  when  left  in  during  the  separation  of  the  fluids. 

No  further  attention  should  then  be  required  until  the  need 
of  a  fresh  supply  of  blue  vitriol  is  shown  by  the  receding  of  the 
blue  color  below  the  top  of  the  copper  cross ;  or  the  replacing 
with  fresh  water  of  a  portion  of  the  upper  fluid  (solution  of 
sulphate  of  zinc),  when  its  specific  gravity  is  indicated  by  a 
hydrometer  to  be  35  degrees  or  over.  A  reading  of  15  degrees 
or  under  indicates  that  the  battery  is  growing  weak  through 
the  absence  of  sufficient  sulphate  of  zinc.  The  transfer  of  the 
liquids  should  be  carefully  performed  with  the  aid  of  a  large 
battery  syringe.  It  should  also  be  noted  that  as  the  blue 
color  falls  below  the  cross  the  internal  resistance  increases. 

n Infreville  "  Wasteless  **  Gravity  Zincs, — There  is  a  great 
waste  of  zinc  in  batteries,  owing  to  the  fact  that  the  zinc 
electrode  must  be  removed  before  it  is  entirely  consumed,  the 
current  having  become  too  weak  on  account  of  the  increased 
internal  resistance  due  to  the  diminished  size  of  the  zinc  elec- 
trode. This  waste,  in  the  case  of  the  best  patterns  of  zinc  for 
gravity  battery,  often  reaches  forty-five  per  cent  of  the,  total 
weight  of  zinc  purchased,  i|^  pounds  being  wasted  out  of  sJ 
pounds  of  zinc.  In  many  places  the  stumps  cannot  be  used 
to  any  advantage,  nor  sold,  and  it  will  not  pay  to  gather  and 
ship  them  to  a  place  where  they  can  be  disposed  of.  Even 
when  collected,  they  can  at  best  be  sold  only  as  impure  nnetal 
at  about  half  the  price  of  spelter,  so  that  in  the  most  favorable 
case,  where  one  half  of  the  value  of  the  stumps  is  recovered, 
the  loss  will  still  amount  to  about  twenty-two  per  cent. 

The  invention  illustrated  in  Figs.  97  and  98  consists  in 
using  for  the  zinc  electrode  a  number  of  pieces  adapted  to  be 
connected  to  one  another  in  column  by  joints  or  connections 
which  are  liquid-tight  or  adapted  to  preserve  the  connecting 
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tlie  action  of  the  battery  liquid,  so  that  a  partially 
Jicce  may  be  connected  or  attached  to  the  bottom 
r  new  piece,  which  latter,  alter  being  partially  con- 
after  the  still  greater  state  of  consumption  of  the 
\y  va  its  tum  be  connected  underneath  a  new  piece, 

the  lower  piece  of  zinc  will  have  been  entirely  con- 
:ii  the  one  directly  above  it  and  to  which  it  was 
attached,  and  so  on,  so  that 
practically  every  piece  of  zinc 
introduced  into  the  batter>-  will 
in  its  turn  be  entirely  consumed. 
This  fact  has  been  repeatedly 
confirmed  by  experience,  and 
the  electrode  is  therefore  called 
the  "  wasteless  "  zinc.  This  ar- 
rangement and  process  are 
shown  in  perspective  in  Fij;.  96, 
I  which  represents  one  complete 
gravity  element  fitted  up  with 
the  "wasteless"  zinc  eleelrodo. 
This  consists,  first,  of  a  new 
zinc  piece  suspended  from  a 
ing  on  the  rim  of  the  jar  so  that  the  zinc  dips  about 
o  the  sulphate  of  zinc  solution  ;  of  a  second  piece  o( 
lyconsumed  and  suspended  from  the  first  one  ;  und 
piece  or  stump  of  zinc  almost  entirely  consumed, 
ded  from  the  second  piece.  The  last  two  line 
entirely  below  the  upper  level  of  the  battery  solu- 
98  represents  the  three  pieces  constituting  llic  line 
ihowing  their  relative  positions  and  contp-trntlvc 
3  the  state  of  corrosion  of  the  two  lower  plccea,  de- 
the  length  of  time  they  have  been  in  use. 
on  of  the  Copper  in  Daniell  Cells  without  Dja- 
-It  was  formerly  supposed  that  the  corrosion  u\  the 
)anieU  cells  of  this  type  was  due  to  the  aciinn  of 
a£olution  on  the  water.    The  Investlgatluita,  how- 
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ever,  of  A.  Candeli  and  R.  Vclani  (1883)  indicate  the  following 
as  the  cause  :  The  copper  being  immersed  both  in  water  and  in 
a  solution  of  copper  sulphate  forms  of  itself  a  couple  in  closed 
circuit.     Of  this  couple  it  is  at  once  both  the  active  and  the  inac- 

Fig.  96.— "WiSTEi-Bss"  Zikc*. 

tive  metal :  active  on  the  side  of  the  water  which  it  decomposes, 

inactive  on  the  side  of  the  sulphate.  The  hydrogen  disengaged 
through  the  decomposition  of  the  water  acts  on  the  copper 
sulphate,  and  taking  the  place  therein  of  the  copper,  produces 
sulphuric  acid,  which  in  turn  attacking  the  copper  oxide,  repro- 
duces the  sulphate.  This  reaction  is  expressed  in  the  folio*— 
ing  equations: 

1.  H,0  +  Cu^CuO  +  H,. 

2.  H,  +  SO,Cu  =  Cu  +  SO.H,. 

3.  SO.H,  +  CuO  =  SO.Cu  +  H.O. 

In  order  to  avoid   this  corrosion  it  is  useful  to  cover  witS 
gutta  percha  the  copper  rod  which  traverses  the  two  liquids. 

Cells  Analogous  to  the  Daniell. 

Mauri  Cell  (1881). — Zinc,  salt  water  to  which  from  I  lo 
per  cent  of  potassium  bichromate  is  added;    porous  cup,  1 
the  bottom  of  which  is  a  body  of  flowers  of  sulphur,  soliitioj 
of  copper  sulphate  containing  crystals  of  that  salt.     Plal 
lead  covered  with  a  layer  of  sulphur  obtained  by  immet 
of  the  plate  in  a  solution  of  potassium  sulphide,     E.  M 
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1.15  volts  (open  circuit)  or  1.05  volts  (closed  circuit).  Accord- 
ing to  Mauri,  in  this  cell  no  copper  deposit  is  formed  either  on 
the  porous  cup  or  on  the  zinc,  which  latter  is  not  attached 
except  in  closed  circuit. 

Frascara  Cell  (1854). — Cast-iron  vessel  filled  with  water  to 
which  nitric  or  sulphuric  acid  is  added ;  paper  diaphragm 
{xyloid)  ammonia  and  carbon.  Xyloid  paper  is  prepared  with 
nitric  acid  and  has  similar  properties  to  gun-cotton,  including 
the  ability  to  resist  the  action  of  acids. 

Copper  Sulphate  Cell  of  the  Leclanchd  Type, — In  this  cell 
the  carbon  of  the  Leclanch^  cell  is  replaced  by  copper  in  sul- 
phate of  copper,  the  zinc  rod  being  in  sal-ammoniac.     There  is 
a  special  modification  in  the  porous  pot  itself,  which  is  prepared 
by  dipping  it,  to  one  third  of  its  height,  into  melted  paraffine 
wax,  and  then  filling  it  with  an  aqueous  solution  of  ammonia. 
The  ammonia  solution  is  then  poured  out  and  replaced  by 
copper  sulphate,  which  is  in  its  turn  removed,  and,  finally, 
the  pot  is  allowed  to  drain  dry.     The  object  of  this  successive 
dipping  into  ammonia  and  copper  sulphate  solutions  is  the 
formation  of  a  double  sulphate  of  copper  and  ammonium  which 
fills  up  the  pores  of  the  cell,  and  being  insoluble  in  either  of 
the  solutions  used  in  the  battery,  prevents  them  from  mixing. 


CHAPTER  IX. 

CELLS  HAVING  TWO  LIQUIDS  {Continued:) 

I.  Cells  having  Different  Electrodes. 

(2)   SOLID   DEPOLARIZERS. 

(a)  Lead  Peroxide  (PbO,). 

In  1843  Wheatstone  observed  that  by  covering  the  nega- 
tive electrode  of  a  cell  with  a  body  of  peroxide  of  lead  or 
peroxide  of  manganese,  the  E.  M.  F.  of  a  cell  could  be  greatly 
augmented.      De    la   Rive   reached   the   same   conclusion   ^ 
about  the  same  period. 

De  la  Rive  Cell  (1843).— Zinc ««,  dilute  sulphuric  aci^V 
porous  cup,  lead  peroxide,  platinum.  E.  M.  F.  =  2.4  vol^^* 
After  thirty  minutes^  of  closed  circuit,  E.  M.  F.  =  2.16  vcrJ^^ 
With  a  positive  electrode  of  iron,  E.  M.  F.  =  1.73  volts.  X^^ 
chemical  reactions  are  represented  by  the  following  equatiot^^ 

Zn  +  SO,H,  =  SO.Zn  +  H,. 
H,  +  PbO,  =  PbO  +  H,0. 
PbO  +  SO,  H,  =  SO.Pb  +  H,0. 

According  to  De  la  Rive,  a  single  peroxide  of  lead  cell  deconr^ 
poses  water  more  energetically  than  the  Grove  cell  of  the  sam  ^ 
dimensions.  This  advantage  is  not  maintained  when  severe 
peroxide  of  lead  cells  are  employed,  for  two  lead  peroxide  cell  ^ 
give  a  much  less  powerful  effect  than  two  Grove  cells ;  but  if  on^ 
Grove  cell  be  connected  to  one  lead  peroxide  cell,  then  mor^ 
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energetic  effects  will  be  obtained  than  with  two  peroxide  cells, 
or  even  with  two  Grove  cells.  This  is  probably  due  to  the  high 
n:iistance  of  the  peroxide  cell,  which  is  owing  in  great  part  to 
the  presence  of  lead  sulphate. 

E.  O'KffHan  Cell  (1883). — Zinc-carbon  surrounded  with  lead 
peroxide,  dilute  sulphuric  acid.  E.  M.  F.  =  2.2  volts.  The 
lead  peroxide  is  made  into  a  paste  with  collodion,  which  is 
spread  upon  the  carbon  electrode. 

Joule  Cell, — Zinc"*,  potash  solution ;  porous  cup,  dilute  sul- 
phuric acid,  lead  covered  with  electrolyticaliy  deposited  per- 
oxide.    E.  M.  F.  =  2.544  voUs. 

Roberts  Cell  (i%i6). — Zinc^^Eorbon  surrounded  with  an  ag- 
glomerate of  lead  peroxide,  solution  of  sodium  chloride  to  which 
is  added  a  small  quantity  of  sodium  bichromate.     E.  M.  F.  = 

1.8  volts.  The  agglomerate  is  made  by  adding  together  minium. 
powdered  potassium  permanganate,  and  sufficient  hydrochloric 
acid  to  make  paste.  By  the  combined  action  of  the  perman- 
ganate and  the  acid,  the  minium,  l*b,0,,  is  transformed 
inlo  peroxide  PbO,.  The  paste  is  then  introduced  into  a 
mould  containing  the  carbon  electrode,  and  when  it  is  set, 
■'Ahich  happens  after  a  few  minutes,  the  mould  is  withdrawn 
and  it  is  dried  at  the  ordinary  temperature.  A  mass  almost  as 
denae  as  carbon  is  produced.  The  bichromate  is  added  to  the 
exciting  liquid  in  order  to  prevent  the  lead  chloride  which  is 
contained  in  the  agglomerate  from  dissolving  and  forming  lead 
deposits  on  the  zinc.     The  sodium  bichromate  transforms  the 

ilightly  soluble  lead  chloride  into  completely  insoluble  lead 

Shromate. 

D,  Tommasi  and  Radiguct  Cell. — (See  Cells  having  Identi- 
il  Electrodes.) 

(b)  Peroxide  of  Manganese  (MnO,). 

LttUmchi  Cell  (1868). — Zinc,  solution  of  ammonium  chlo- 
Me;  porous  cup,  peroxide  of  manganese,  carbon.  E.  M.  F. 
=  r.48  volts. 

A  complete  "  disque  "  Leclanch^  cell  (Fig.  99)  consists  of  a 


proper  degree  of  porosity,  lack  of  which  will  prevent  tk 
bsorption  of  the  ammoniacal  solution  and  increase  iheiii'"' 
nal  resistance.  Only  the  best  quality  of  manganese  peroxiHf 
should  be  used  free  from  all  dirt  and  finer  particles,  and  m 
clean  pieces  about  J  in.  in  diameter.  About  i6  oz.  are  usually 
packed  around  the  carbon,  which  with  binding  post  attacheJi* 
placed  in  the  cup.  Two  small  funnel-shaped  glass  tubtsstt 
disposed  above  the  manganese,  affording  egress  for  the  g» 
generated,  and  also  admitting  the  small  quantity  of  watetM 
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al-ammoniac  solution  that  is  added  when  immediate  source  is 
equired.    The  top  is  then  covered  with  a  coating  of  paraffine 

nd  black  wax. 

The  chief  item  of  expense  in  this  cell  is  the  porous  cup 
writh  contents  complete),  which  is  seldom  serviceable  for  a 
anther  time  than  two  years;  the  theoretical  reduction  of  the 
leroxide  of  manganese,  being  at  the  rate  of  one  grain  to  each 
lalf-grain  of  zinc  dissolved  and  each  grain  of  sal-ammoniac 
onsumed,  makes  the  ultimate  cost  of  the  cell  oftentimes  exceed 
he  price  asked  for  special  forms  of  open-circuit  carbon  cells, 
hich  possess  certain  advantages  and  are  supposed  to  last 
idefinitely,  the  zinc  and  sal-ammoniac  only  being  occasionally 
mewed  in  each  case,  as  in  the  "  disque." 

According  to  Leclanch^,  a  concentrated  solution  of  am- 
onium  chloride  should  be  used,  because  the  zinc  oxychlorides 
rmed  therein  dissolve  more  easily  than  in  a  weak  solution, 
practice  he  has  found  that  ICX)  grams  of  ammonium  chloride 
rrespond  to  50  grams  of  zinc  dissolved  and  to  icx)  grams  of 
roxide  of  manganese. 

The  use  of  peroxide  of  manganese  as  a  depolarizer  appears 

have  been  first  proposed  in  1843  by  De  la  Rive;  but 
iclanch6  seems  to  have  been  the  first  to  use  this  depo- 
izer  in  a  cell  with  an  exciting  solution  of  ammonium  chlo- 
le.  The  ammonium  chloride  of  commerce  often  contains 
latively  large  quantities  of  sodium  sulphate  ^5  to  7  per  cent ), 

well  as  traces  of  iron.  By  comparative  experiments  with 
o  zincs,  one  placed  in  a  solution  of  commercial  chloride  and 
e  other  in  a  solution  of  the  pure  salt,  a  large  difference  in 
e  duration  of  the  cell  has  been  determined.  If  th^i  arn- 
onium  chloride  be  replaced  by  sulphate,  double  fiuloh;:*^'  -.  ^*f 
nc  and  ammonium  are  produced  which  are  so  lit:!-  v/  z-/^. 
lat  at  the  end  of  several  hours'  w-ork  the  zir^c  \^:f<'rZ  \ 
itirely  covered  with  a  crystalline  deposit  th-  r^,v:o::r'.  of 
hich  reaches  several  ohms.  Ammonium  nitraf  ^-  -  .  ^ . .  *1 
lie  same  objections,  although  in  less  de^^r^e. 

Leclanch^has  endeavored  to  replace  th-  arr^rr./,r  ;-*v  ^^  / 
ide  with  the  chloride  of  potassium  or  vxli  ;rf;   \ ,-  fv  ^-   m'. 
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which  he  has  obtained  have  not  been  satisfactory,  for  the 
reason  that  no  combustion  of  hydrogen  takes  place,  or,  if  it 
does,  it  is  excessively  small.  "  This  great  difference,"  says 
Leclanch^,  "  of  combustibility  between  NH,  (ammonimn) 
and  free  hydrogen  (coming  from  the  decomposition  of  the 
water  by  the  alkaline  metal)  in  presence  of  manganese  per- 
oxide is  so  apparent  that  on  disposing  manganese  peroxide  in 
presence  of  an  amalgam  of  sodium  and  of  water,  it  has  been 
impossible  to  perceive  the  formation  of  appreciable  traces  of 
the  sesquioxides  or  lower  oxides  of  manganese,  while  by  sub- 
stituting an  amalgam  of  ammonium  for  amalgam  of  sodium, 
there  is  always  an  obvious  reduction  of  the  manganese  per- 
oxide." 

The  peroxide  of  manganese  used  should  be  very  pure  and 
a  g;ood  conductor  of  electricity.  The  best  is  that  which  is 
known  in  commerce  under  the  name  of  manganese  aiguilU 
(pyroliisite).  The  peroxide  is  often  used  mixed  with  small 
fragments  of  retort-carbon  or  coke. 

The  Chemical  Reactions  in  the  Leclanch6  Cell  are  as 
follows :  The  zinc  combines  with  tlie  chlorine  of  the  ammonium 
chloride  and  forms  zinc  chloride;  ammonia  is  set  free;  the 
disengaged  hydrogen  with  one  part  of  the  oxygen  from  the 
manganese  peroxide  forms  water  and  transforms  the  man- 
ganese oxide  into  sesquioxide.  Tiiis  is  represented  in  the 
following  equation : 

2CINH.  +  2MnO,  +  Zn  =  Cl,Zn  +  2NH,  +  H,0  +  Mn.0,. 

Through  the  secondary  reactions  there  are  formed  oxv- 
chloride  of  zinc,  double  chloride  of  zinc  and  ammoniumr 
nitrate  of  ammonium,  and  different  gases.  We  will  examine 
successively  the  mode  of  formation  of  these  different  products 

Zinc  Oxychhridc. — The  presence  of  several  oxychlorides 
has  been  noted,  among  which  but  two  have  a  well-deiined 
composition,  namely,  CI,Zn(ZnO),.  4  aq.,  and  Cl.Zn(ZnO),,  I" 
aq.,  both  soluble  in  a  saturated  solution  of  ammonium  chloride, 
but  insoluble  in  pure  water. 
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These  two  oxychlorides  undoubtedly  are  formed  in  accord- 
ance  with  the  following  equations : 

4Cl,Zn  +  6NH,  +  7H.O  =  Cl,Zn(ZnO),,4H,0  +  6C1NH,. 
7Cl,Zn  +  ,2NH,+  i6H,0  =  Cl^n(ZnO;.,  loH.O  +  12CINH,. 

Chloride  of  Zinc  and  of  Ammonium. — This  chloride  is  formed 
in  dearly-defined  crystals  on  the  zinc  and  on  the  porous  cup 
cf  the  Leclanch^  celL  Analysis  of  these  crystals  made  by 
<iiflerent  chemists  has  assigned  to  them  the  following  formula:: 

3Cl^n,8XH,,4H,0  (Ferray). 
Zn(OH),,ClXH,  (Davis). 
Zn{NH,Cl),  (Divers). 

Ammonium  Nitrate. — According  to  D.  G.  Fitzgerald  f  1877;, 
"Considerable  quantities  of  ammonium  nitrate  are  formed  in  the 
Leclanch^  cell,  in  accordance  with  the  following  equation : 

4NH,  +  i6MnO,  =  2XO,XH.  +  8Mn,0.  +  2H,0. 

Composition  of  the  Gas. — Analysis  of  the  gas  disengaged  by 
^he  Leclanch^  cell  shows,  at  the  beginning  of  the  action, 
*^ydrogen  0.5  volume,  nitrogen  and  carbonic  acid  0.5  volume: 
^ut  after  a  prolonged  closing  of  the  circuit  pure  hydrogen 
^nly  is  evolved.     (Ferray,  1875.; 

Investigations  of  Divers  (1883)  on  the  Chemical  Re- 
actions Produced  in  the  Leclancb^  CelL — I.  Action  of  the 
Zinc  on  the  Ammonium  Chloride. — When  the  ctU  is  coii  thi= 
Action   is  very  weak:   a    little    hydrc^jen    is   ciser;;;^;-:':.  the 
Solution  becomes  alkaline,  and  the  formation  of  arr.rr.or.ia  ar.d 
of  the  compound   Zn''XH,Cl  ■,  is  ob-!er\'ec.     This  con^p^  jr.d 
is  dissolved  in  the  ammonium  chloride.     Or.  h'ratir.-^'  th*:  ct!!, 
<tmmonia  is  disengaged.     The  compound  Zn  NH.Cl  ,  :=  ct- 
stroycd,  yielding  zinc  chloride.     The  comp/o-r.i  of  zir.c  ^nd 
Ammonium  chloride  is  partially  decomposed  by  the  water  and 
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yields  an   insoluble   body  having   the   composition  OH-Zn- 
NH.Cl. 

II.  Action  of  the  Ammonium  Chloride  on  the  Oxide  oj  Mait- 
gantst. — Pure  binoxide  of  manganese  digested  with  a  solution 
of  ammoniuni  chloride  gives  no  reaction.  The  protoxide  is 
slightly  attacked  cold,  and  more  strongly  when  heated;  am- 
monia is  disengaged  and  manganese  enters  into  solution.  The 
intermediary  oxides  are  equally  attacked.  The  compound 
Zn(AzH,Cl),  dissolved  in  NH.Cl  acts  gradually  on  Mn.O.H, 
to  give  ammonium  chloride  and  the  body  ZnO.Mn,. 

III.  Action  oj  Ammonium  Chloride  on  Zinc  and  Manganeu 
Binoxide. — When  chloride  of  ammonium  is  caused  to  act  on 
zinc  and  manganese  binoxide  at  the  same  time,  hydrogen  and 
ammonia  are  disengaged,  and  the  solution  becomes  charged 
with  zinc  and  manganese  ;  the  liquid  deposits  a  substance  whicfi 
becomes  brown  on  contact  with  the  air.  It  is  also  observed 
that  the  binoxide  is  covered  with  a  compound  of  zinc  and 
manganese,  soluble  in  ammonium  chloride. 

The  theory  of  the  Lelanchg  cell  is  as  follows : 
There  is  first  the  primary  effect  which  by  the  action  of 
Mn,0.  on  NH.Cl  and  Zn  gives  Mn,0,H,,  Zn(NH,Cl\;  then 
a  secondary  effect  which  p0lari7.es  the  cell;  Mn^O.Zn  and 
Zn(NH,Cl),  reacting  furnish  the  compound  Mn.O.Zn.  In  an- 
other secondary  action  which  depolarizes  the  cell,  this  com- 
pound Mn.O.Zn  is  destroyed  by  ammonium  chloride.  There 
is  a  disengagement  of  ammonia  and  formation  of  MiiO,, 
MnCl,,andZn(NH,Cl),. 

E.  M.  F.  of  Polarization  of  the  Leclanchd  Cell,  in  AccerdaiKf 
as  the  Carbon  is  in  Fine  or  Coarse  Powder. 

Time.  Fine  Powder.  Coarse  Vomfxl- 

E.  M.  F.  of  polariz.  after  15  min 0.3-4  volt,      0.088  volt- 

"  "  '•    30     •■ 0.486     "         0.097    " 

"  "  "    45     " 0.540     "         0.118    " 

"  "  "   Co    " 0.550    "         0.127   " 
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Annual  Electric  Work  corresponding  to  a  Deposit  of  Copper  in  a 
Sulpliate  of  Copper  Votiameiir, 

R.  Copper  de posited. 

Small  model,  porous  cup.  6  cm. 

diameter,  1 1  cm.  high 9  to  lo  ohms  40  grams. 

Average  model,  6  cm.  diameter, 

IS  cm.  high S  to  6       "       60  to  70      •■ 

aige  model  (disque  cell)  8  cm. 

jdiameter,  IS  cm.  high 4  "       100  to  135  ■' 

'(showing  Comparison  between  the  Polarisation  of  the  Le- 
clancy  Cell  and  the  Clark  and  Muirkead  Cell. 

Loss  of  E.  M.  F.  due  10  Polariialion, 

of  Iftc CircuiL  Time.  Leclancbe  Cell."  Clark  &  Muirhead. 

100  ohms  1  minute  1.5  per  cent  I  per  cent 

"     "  5  minutes  ^       ..       .1  3    "       " 

B  Continuation  of  the  experiment  shows  that  the  Leclanch6 
Trilgoes  on  falHng  while  the  otlier  cell  remains  constant. 

Modifications  of  the  Leclanch^  Cell. — In  the  so-cai!ed 
"Gonda"  form  of  the  Ledanche  ceir(Fig,  100)  the  porous  cup 
is  not  used,  the  depolarizer  being  made  in  the  form  of  cakes 
w  prisms  attached  to  a  carbon  platf  suspended  in  a  solution 
of  sal-ammoniac,  the  positive  electrode  being  the  usual  zinc 
fttl-  The  depolarizing  substance  used  is  said  to  have  been 
composed  of  52  parts  of  powdered  carbon,  3  parts  of  bisul- 
phate  of  potash,  40  parts  of  peroxide  of  manganese,  and  5 
parts  of  gum-lac  resin,  the  latter  being  added  to  hold  the 
Component  parts  together.  After  being  thoroughly  mixed,  the 
compound  is  exposed  to  a  heat  of  2  t2  degrees  Fahrenheit  and 
Ihen  moulded  into  the  desired  shape  under  a  pressure  of 
Aioolbs,  to  the  square  inch. 

'On  a  resislance  of  70  ohms  a  LecIanchE-Barbier  dry  element  of  the  small- 
^Unn),  yielding  ig  mi  II I  amperes  at  ibe  bce'inning,  gavs  ii}.j  nillliam|w 
'ht  tnd  o£  an  hour.     For  a  neuf  cell,  therefore.  Ihe  polai 
PtteenL 
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The  complete  cell  consists  of  a  glass  jar,  with  rubbl 
having  grooves  on  the  side  permitting  the  escape  of  th 
formed  within  the  cell,  and  two  openings  near  the  centre, 
amalgamated  zinc  rod  passes  snugly  through  the  smaller, 
through  the  larger  aperture  a  carbon  plate  shouj 


u 


■tightly  as  to  preclude  all  possibility  of  danger  to  the  coi 
ing  clamp  from  the  creeping  of  salts  or  the  escape  of  am' 
acal  fumes.  Attached  to  the  carbon  elements  and  hi 
position  by  soft  rubber  bands  are  two  prisms  or  cakes, 
"gondas."  composed  of  a  depolarizing  compound  sitnl 
that  already  mentioned. 

A  still  later  form  of  cell,  represented  in  Fig.  loi,  omS 
■carbon  plate  altogether  and  employs  the  agglomerate  i 
form  of  a  hollow  cylinder,  within  which  the  zinc  rod  is  j) 
This  construction  is  known  as  the  "  Leclanch^-Barbkj 
tem." 


A 
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Another  arrangement  of  the  Leclanch^-Barbier  cell,  repre- 
l^ented  in  Figs.  102  and   103,  has,  besides  the  cylindrical  mass 


01  agglomerate  and  the  central  zinc  rod.  a  second  zinc  plate  in 
circular  form  outside  of  the  agglomerate  cylinder.  Fig.  io3 
shows  the  zinc  rod  provided  with  Its  wooden  stopper  which 
closes  the  top  of  the  agglomerate  cylinder,  and  terminating 
ddow  in  a  small  insulating  tube  of  India  rubber. 

Another  disposition  of  the  Leclanch^  cell  has  been  devised 
by  E.  A.  Wildt  (1887).  The  outer  vessel  is  of  ordinary 
mnulded  earthenware  and  has  three  projections,  one  at  the 
<-nitre  of  the  bottom  and  one  at  each  side  near  the  upper 


tion  IS  placed  a  carbon  rod  surrounded  with  crushed  ca 
and  manganese  binoxide,  the  upper  part  of  which  com 
ment  is  closed  in  order  to  prevent  evaporation  and  to  hol( 
rod  in  central  position. 

Bender  and  Francken  (1886)  have  proposed  the  folio 
agglomerate  for  the  Leclanch6  cell : 

Manganese  peroxide   40  parts. 

Graphite 44      " 

Tar 9      " 

Sulphur 0.6  " 


Water. . 


..a4 


These  substances  are  reduced  to  fine  powder,  mixed,  mov 
in  metallic  forms,  then  compressed,  and  finally,  after  61 

tion,  gradually  heated  to  350°. 

Lfclaitcht'  Cell  with  Immobilised  Liquid, — ^The  liquid  a 
Leclanch^  cell  is  rendered  immovable  in  order  to  allow  oi 
cell  being  more  easily  transported.  Desruelles  does  thi 
placing  in  the  cell  filaments  of  asbestos  or  glass-wool  di] 
in  solution  of  ammonium  chloride,  and  Gu^rin  by  using 
solution  of  agar-agar,  a  sort  of  sea-weed,  found  in  or 
countries,  which  on  cooling  becomes  a  solid  and  elastic  j) 
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hicLimh^-Barbier  Dry  Pile. — Tlie  composition  of  this  pile 
is  not  made  public.  It  contains,  however,  a  substance  which 
is  intended  to  absorb  the  solution  of  ammonium  chloride. 

Tyer  Ciil. — Glass  vessel  divided  vertically  into  two  com- 
partments by  a  perforated  plate  of  porcelain.  In  one  com- 
parlmciit  is  placed  the  zinc,  and  In  the  other  a  piece  of  carbon 
surrounded  with  a  mixture  of  manganese  peroxide  and  crushed 
■carbon.  The  cell  is  filled  with  a  solution  of  ammonium  chlo- 
ride. 

Clark  and  Mnirhead  Cell  (1876). — Zinc  contained  in  a 
perforated  porcelain  vessel  surrounded  with  crushed  carbon 
prtviously  platinized  and  peroxide  of  manganese,  platinized 
carbon,  solution  of  ammonium  chloride. 

Howell  Cell.  (1879).— An   exterior  vessel    of   earthenware 

in  which  is  placed  another  vessel  of  the  same  kind  perforated 

laterally.     Within  the  latter  vessel  is  introduced  a  porous  cup 

containing  the  zinc  and  a  solution  of  ammonium   sulphate  in 

which  is  poured  a  few  drops  of  mercury.     A  mixture  of  man- 

gunese  peroxide  and  crushed  carbon,  together  with  the  carbon 

1      electrode,  fills  the  space  between  the  exterior  vessel  and  the 

I     perforated   vessel.     The  whole   is  moi.*tened  with  dilute  sul- 

\      pliuric  acid  to  which  is  added  a  small  quantity  of  manganese 

sulphate.     E.  M.  F.  =  1.6  volts. 

Leuclis  Cell-^2.\t\C.  IJ  per  cent  solution  of  caustic  potash  ; 
porous  cup,  binoxide  of  manganese,  carbon.       E.  M.  F.  =5  i,g 
L     volts. 

I  Gaiffe  Cell  No.    1   (1875). — Zinc,   solution    of   ammonium 

I  chloride;  porous  cup  containing  a  carbon  around  which  are 
alternate  layers,  superposed,  of  binoxide  of  manganese  and 
granular  carbon,  as  shown  in  Fig  104.  E.  M,  F.  =  1.45  volts. 
Gaiffe  Cell  No.  2  (1878).— Zinc,  solution  of  zinc  chloride; 
bolioiv  cylinder  of  carbon  (Fig.  105)  serving  the  double  pur- 
pose  of  porous  cup  and  electrode,  in  which  are  placed  super- 
posed Uyers  of  granular  manganese  binoxide  and  carbon. 

Payerm  Cell  (i8S3l. — Zinc,  acidulated  water;  porous  cup, 
mixture  of  manganese  peroxide  and  sulphuric  acid.  Accord- 
ing to  Payerne.  this  mixture,  which  does  not  disengage  oxygen 
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In  Fig.  106,  ^  is  a  box  o(  sheet-iron  which  serve 
^  tain  solid  potash  when  th 
being  transported,  and  cuj 
when  the  cell  is  set  up 
The  copper  oxide  is  represei 
C  is  the  conducting  wire  < 
insulated  with  a  rubber 
within  the  cell  and  connect 
box  A.  Z)  is  a  spiral  of  ama 
zinc  which  is  supported  on 
E,  and  the  upper  end  of  tl 
a  terminal.  The  outer  vcb 
glass.  The  box  A  serves  ai 
alive  electrode. 

In   the    construction    s 

Figs.  107  and  108.  the  extei 

Fro  io6.-i,»i.i.DK  AHu  CMAfmoi.     f  IS  o(  iron,  and  therefore  1 

^"■^  negative  electrode. 

In   Fig.  107,  (?  is  a  cover  of   ebonite,  which  sup; 

zinc,  D,  which  is  in  the  form  of  a  spiral  and  is  9 
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Rate,  K,  of  amalgamated  brass.     At  F  and  C  a 
K  the  cell,  and  at  B  the  copper  oxide. 
I    In  the  form  shown  in   Fig.  107,  the  outer  vessel  is  of  cast- 
ton  and  is  shaped  something  Hke 
m  elongated   projectile.     The  cop- 
per oxide.^.is  placed  at  the  bottom 
of  this,  and   the  zinc,  D,  is  in  tiic 
form  of  a   cylinder   supported    by 
the   amalgamated     brass    rod    K, 
which    enters  a  rubber  stopper  in 
which  is  arranged  a  valve,  //.    The 
eondacting  terminal,  C,  is  connected 
lo  the  projection  A  of  the  vessel  V. 
The  other  terminal  is  shown  at  F. 

In  the  form  shown  in  Fig.  109, 
<^  is  a  trough  of  iron,  the  bottom 
of  which  is  covered  with  a  layer  of 
copper  oxide,  B.      C  is  one  terminal 

fastened  against  a  plate   of  copper         ~ ^=.  ^^^^^^ 

carried  in  the  trough.     The  amal.    ^^^  ,os -Lala-dh  amd  cha™io«< 
gamated  zinc,  D,  is  in  the  form  of  Cbll. 

a  plate,  which  is  carried  by  an  insulating  support,  L.     M  is  the 
terminal  connected  to  the  zinc.      In  this  form  of  cell,  in  order 


*o  hinder  the  carburization  of  the  potash,  the  surface  of  the 
*fll  is  covered  with  heavy  petroleum  oil.  The  Lalande  and 
Chaperon  cell  has  the  advantage  of  not  consuming  the  sub- 
stances which  it  contains  except  in  proportion  to  its  work. 
^he  line  and  the  copper  oxide  are  not  attacked  by  the  alkaline 
solution.     When   circuit   i.'*  closed,  the  water  \f.  decomposed. 
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and  the  oxygen,  going  to  the  zinc,  produces  zinc  oxide,  whi 
combines  with  the  potash  to  form  alkaUne  zincate,  while  t 
hydrogen  reduces  the  copper  oxide  to  the  metallic  state. 
This  is  represented  by  the  following  equations : 

I.  Zn  +  2H,0  =  Zn(OH),  +  H, . 

(  Zn(OH),  =  2KHO  =  Zn(OK),  +  2H,0 ; 
•  1  H,  +  CuO  =  H,0  +  Cu. 

The  thermic  reaction  is  as  follows:  the  oxidation  of  thi 
zinc  disengages  83.6  cal. ;  the  combination  of  this  oxide  witl 
the  potash  disengages  about  8  cal.  On  the  other  hand,  th( 
decomposition  of  the  copper  oxide  absorbs  40.4  cal.  We  hav< 
therefore,  for  the  heat  disengaged  in  this  element, 

C  =  (83.6  cal.  +  8  cal.)  —  40.4  cal.  =  51.2  cal. 

C 
Applying  the  formula  E  =  —z-  or  £  =  0.043 1  X  C,  we  obtains^-* 

4^.3 
a  value  equal  to  i.io  volts. 

The  E.  M.  F.  measured  directly  is,  as  is  apparent,  a  little 
less  than  that  indicated  by  theory.  This  is  probably  due  to 
the  fact  that  the  heat  of  solution  of  the  zinc  oxide  in  potash 
has  not  been  measured  directly,  but  deduced  from  theoretical 
considerations. 

By  treating  an  exhausted  cell  as  an  accumulator,  that  is  to 
say,  by  passing  through  it  a  reversed  current,  the  various  sub- 
stances therein  are  brought  back  to  their  original  condition ; 
the  copper  integrally  absorbs  oxygen,  and  the  alkali  becomes 
regenerated  while  zinc  is  deposited ;  but  the  spongy  state  of 
the  deposited  zinc  makes  it  necessary  to  submit  it  to  new 
treatment  or  to  receive  it  on  a  mercury  support. 

The  Edison-Lalande  Cell  is  a  modification  of  the  Lalande  and 
Chaperon  cell.  It  is  represented  in  Figs.  1 10, 1 11,  112.  A  and 
B  are  two  plates  formed  by  mixing  the  copper  oxide  with  5  to 
10  per  cent  of  magnesium  chloride,  then  moulding  the  same,, 
and  then  exposing  the  same  to  a  red  heat  until  the  mass  is  locked 
together.  These  plates  are  held  by  a  channelled  metal  frame 
of  copper,  composed  of  a  bottom  piece,  a^  and  two  side  pieces, 
pivoted  to  the  bottom  piece.     To  secure  the  oxide  plates  in 
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-this  frame  the  side  pieces  are  swung  open,  and  the  oxide 
plates  are  slipped  down  between  them. 
The  side  pieces  are  then  closed  on  the 
uxide  plates  and  are  secured  by  a  copper 
bund.  The  top  of  the  glass  jar  is  closed 
by  a  cover,  D,  made,  preferably,  of  por- 
celain and  having  openings  through 
which  the  upper  ends  of  the  side  pieces 
project.  A  connecting  wire  is  secured 
to  one  of  the  projecting  ends  of  the  side 
pieces.  The  cover.  D,  is  moulded  with  a 
central  rib,  f,  extending  transversely  part 
way  across  it.  Two  zinc  plates,  E  E', 
are  supported  from  the  under  side  of  the 
cover  D,  on  opposite  sides  of  the  rib  /. 
Mela!  pins,  ^,  from  the  zinc  plates  pass 

upward  through  the  cover  D,  and  enter     |i l  1^  .  , 

a    metal   block,   F,    in   which    they   are  _    _ei.j...,.  u 

secured  by  set-screws.  A,     Between   the  ckli.. 

two  zinc  plates  is  located  the  negative  electrode  formed  of  the 
copper  oxide  plates,  A,  B,  and  the  sustaining  frame.  The 
solution  employed  is  preferably  a  25  per  cent  solution  of 
caustic  soda  or  caustic  potash.  The  caustic  soda  solution  is 
made  by  filling  the  outer  vessel  with  water  and  inserting  sticks, 
0.  of  caustic  soda,  which  dissolve  slowly,  without  producing  the 
heat  which  would  be  caused  if  the  powdered  material  were  put 
directly  into  the  water.  Two  other  forms  of  Edison-Lalande 
Ceil  are  represented  in  Figs,  ill  and  112. 

The  weight  of  the  oxide  plate  for  a  15-ampere-hour  cell  is 
about  56  grams:  for  a  3O0-ampere-hour  cell  about  1  kilo- 
gram, A  layer  of  heavy  paraffin  oil  is  placed  above  the  solu- 
I  lion  of  caustic  soda  or  potash  to  prevent  formation  of  car- 
bonate, due  to  exposure  of  the  liquid  to  the  air.  This  is  of 
pnportance,  since  without  the  oil  the  Hletime  of  the  cell  is 
Teatiy  reduced.  A  300-ampere-hour  cell  measures  11.25 
ftches  in  height  by  5f  inches  in  diameter.  E,  M,  F.  =  about 
KVolt;  internal  resistance  about  0,03  ohm.  On  open  circuit 
perc  is  scarcely  any  local  action. 
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(d)  Lead  \ 
Morgan  (Tf// (1881).— Zinc,  soluti 
litharge,  lead.     The  litharge  is  pla 
and   surrounds   the  lower   part   of"! 
chemical  reaction  consists  in  the  foi  1 


EuisoN-Uu> 

of  ammonium  and  zinc.  disengagem« 
reduction  of  the  lead  oxide  to  the  r 

Gaifff  a//(i873).— Zinc,  sc 
minium  (Pb.O,).  lead.  E.  M.  F.  =  O^ 
occupies  the  bottom  of  the  jar  ancM 
of  the  lead  electrode.     This  cell  waff 

(e)  Ferric  Os 

Clamond  CeU(\%T^. — Zinc,  soluti 
porous  cup  containing  ferric  oxide 
cipitation,  and  fraj^ments  of  coke,  t 
carbon  electrode. 

Br.'momi  Cfll{\'?.^\\~\n  a  poro^ 
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ylinder  surrounded  with  a  mixture  of  ferric  oxide  and  pow- 
iered  carbon,  the  whole  enveloped  in  a  serrated  network  of 
Ton  wire.  The  cell  thus  constituted  is  placed  in  a  cesspool  or 
sewer.  The  iron  network  is  the  positive  electrode.  The 
aUeged  chemical  reaction  (doubtful)  is  tiie  formation  of  iron 
lU^bide  and  reduction  of  the  ferric  oxide. 
P  (f)  Sulphates  of  Mercury. 

Marii-Davy  Cell  (1859). — Zinc,  water  pure  or  acidulated; 
porous  cup  containing  a  thick  paste  of  sulphate  of  mercury  in 
which  the  carbon  electrode  is  placed.  E.  M.  F.  =  1.3  to  1.5 
volts.  The  paste  is  prepared  by  soaking  the  pulverized  salt  in 
water.  Mercuric  sulphate  (SO.Hg),  mercurous  sulphate 
(SO.Hg^,  or  turbith  mineral  (SO.Hg,)  may  be  used  in  this 
cell  without  sensibly  varying  the  E.  M.  F.  Turbith  mineral 
is  a  yellow  compound  produced  when  mercuric  sulphate  is 
soaked  in  water  according  to  the  equation 
li  3S0.Hg  +{B-f  2)H.O  =  SO.Hg.  +  2SO.H,  +  «H,0. 
P*The  basic  salt  ^turbith  mineral) 
IS  partly  decomposed  and  a  portion 
remains  in  solution  in  the  acid  liquor, 
.According  to  Ditte,  water  containing 
sulphuric  acid  acts  in  the  same  way 
so  long  as  the  acid  does  not  exceed 
digrams  to  the  litre.  Fig.  113  repre- 
sents a  Mariii-Davy  battery  of  two 
dements.  For  telegraph  service  mer- 
curous sulphate  is  exclusively  used  in 
this  cell  on  account  of  its  long  life. 
time.  The  following  shows  the  in- 
fluence of  temperature  on  the  Mari6- 
"^vy  cell  (Sabine) : 

2I''C 


"  after    3  hours.. 
"     "      24     "      .. 


E.  M.  F. 
1.412  volts. 
1-339     " 
1.412      " 
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Menna  Apparicio  Cell. — Glass  vessel  in  the  bottom  of  v 
is  a  carbon  disk  surrounded  with  a  paste  of  mercuric  sulp 
Above  this  paste  is  a  layer  of  fine  sand,  and  above  the  si 
disk  of  zinc.     The  cell  is  filled  with  ordinary  water. 

GrcHct  CeU{\%tiiy — Zinc-carbon,  inercurous  sulphate, 
sulphate  is  at  the  bottom  of  a  receptacle  filled  with  purev 
The  carbon  is  imnifrsed  in  the  mercurous  sulphate,  am 
zinc  enters  the  water  without  touching  the  sulphate. 

Gaugain  Cell. — Zinc,  carbon,  mercuric  sulphate.  \ 
arrangement  as  in  the  Grenet  cell. 

Trouv^  Reversing  Cell. — This  cell,  shown  in  Fig.  IL 


1^^ 


\ 


sists  of  a  zinc  and  a  carbon  contained  in  an  hermetically! 
case  of  ebonite.     The  electrodes  occupy  the  upper  half  t 
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case,  the  lower  half  being  filled  with  a  mixture  of  sulphate  of 

mercury  and  water  which  forms  the  exciting  liquid.     As  long 

as  the  case  is  held  vertically 

the  electrodes  do  not  enter 

ihc  liquid,  but   as  soon  as 

Ihecell  is  turned  the  liquid 

floH's  upon    the  electrodes 

snil  the  action  begins. 
BeaufiU    Cell   (18S1).— 

''nc,  acidulated  water;  ag- 

'omcrate  of  mercuric  sul- 

Iiate,     powdered     carbon, 

Td  paraffine  combined  hot. 

.  M.  F.  =  l-S  volts. 
Chardin  Cell. — Zinc,  car-  fig.  ii!.-ch*boii-  b^itbuv. 

>n,  solution  of  mercuric  sulphate  containing  an  excess  of  sul- 

ate.  E.  M.  F.  =  1,526  volts.  Fig.  1 15  shows  a  battery  of 
these  cells.  The  electrodes  are  attached  to 
^  a  plate,  j4,  which  normally  occupies  the  empty- 
jars  on  the  right,  but  which  is  placed  in  the 
vessels  containing  the  mercuric  sulphate 
when  the  battery  is  to  operate.  As  the  lid 
of  the  containing  case  cannot  be  closed  so 
long  as  the  electrodes  are  in  the  last-named 
position,  this  serves  as  a  reminder  to  the 
operator  to  replace  the  electrodes  in  the 
empty  jars  and  so  stop  the  action  of  the 
battery  when  it  is  no  longer  needed. 

M.  Chardin  has  also  devised  a  sort  of 
floating  electrode  cell  which  is  represented 
in  Fig.  1 16.  Each  element  consists  of  a 
glass  test-tube,  V,  containing  two  floats  of 
paraffined  cork,  mercuric  sulphate,  and  water. 
When  the  cell  is  charged  and  at  rest,  the  dis- 
position is  such  that  the  electrodes  Z  and  C 

w.  ,16 -Chaiid.«  cti.1.,  j.^gj  ^jpi^ij  jjj^  floats  L,  which  are  of  cour 

ke  upper  part  of  the  containing  jar.     When  the  pla 


2  so 
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placed  on  the  electrodes  so  as  to  push  down  the  floats,  or  vim 
the  test-tube  is  elevated,  the  electrodes  enter  the  liquid. 
Latimer  Clark  Standard  Celt  (Fig.  1 17). — A  cell  is  formed 

Xby  employing  pure  mercury  as  4e 
negative  electrode,  the  mercury  beii^ 
covered  with  a  paste  fonned  of  we- 
curous  sulphate  in  a  thoroughly  sato- 
rated  solution  of  zinc  sulphate;  the 
positive  electrode  consists  of  pure  da- 
tilled  zinc  resting  on  the  paste. 

The  best  method  of  forming  the 

i  paste  is,  according  to  Lord  Rayleigh, 

as  follows:   Rub   up   in  a  mortar  tjo 

grams  of  mercurous  sulphate,  5  giatns 

^^^b|  Mcneofiy.         of   zinc   carbonate,   and    use  sufficient 

^^^B)  zinc  sulphate  solution   (not  supersktu- 

^^^^^  rated)  to  make  a  thick  paste.     Leave 

^^^.^.^^  the    whole    in    the  mortar  for  two  or 

Pto.  itt.-Latiksii  cluk      three  days,  occasionally  pounding  it  up 

standami  c«li..  in  order  to  allow  the  carbonic  anli)'- 

dride  which  forms  to  escape.     Dr.  A.  Muirhead,  who  has  had 

a  very  lengthened  experience  with  the  Clark  cells,  prefers  to 

make  the  paste  as  follows : 

A  saturated  solution  of  zinc  and  mercurous  sulphate  ispre* 
pared  by  heating  in  the  saturated  solution  of  zinc  sulphate  3 
portion  of  the  mercurous  sulphate,  adding  thereto  a  little  free 
mercury  to  preserve  the  basicity  of  the  mercurous  salt ;  mer- 
curous sulphate  is  then  mixed  into  a  paste  with  the  solution 
so  prepared.  The  mercurous  sulphate  can  be  obtained  com- 
mercially; but  it  may  be  prepared  by  dissolving  pure  mercury 
in  excess  in  hot  sulphuric  acid,  at  a  temperature  below  boiling 
point.  The  salt,  which  is  a  nearly  insoluble  white  powder, 
should  be  well  washed  in  distilled  water,  and  care  should  be 
taken  to  obtain  it  free  from  the  mercuric  sulphate  (pe'' 
sulphate),  the  presence  of  which  may  be  known  by  the  mixture 
turning  yellowish  on  the  addition  of  water.  The  careful 
washing  of  the  salt  (according  to  Clark)  is  a  matter  of  essential 
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importance,  as  the  presence  of  any  free  acid,  or  of  persulphate, 
produces  an  irregularity  in  the  clectiomolive  force  of  the  cell 
for  some  time  after  chaining.     The  paste  is  poured  on  to  the 

.!tface  of  the  mercury  (which  should  have  been  distilled  in 
..icuoj;  a  piece  of  pure  zinc  is  then  suspended  in  the  paste, 
anil  the  vessel  sealed  up  with  marine  glue  {not  parnffin  wax). 
Contact  with  the  mercury  may  be  made  by  means  of  a  plati- 
num wire  passing  down  a  glass  tube,  cemented  to  the  inside 
o[  ibe  cell,  and  dipping  below  the  surface  of  the  mercury,  or 
more  conveniently  by  a  small  external  glass  tube  blown  on 
to  the  cell  and  opening  into  it  close  to  the  bottom. 

Muirheati  Iniprm-€d  Clark  Standard  Cell. — The  usual 
forms  of  the  Clark  cell,  especially  when  newly  set  up,  are  un- 
suitable for  transport ;  tlie  mercury,  being  free,  is  apt  to  leave 
the  platinum  wire  contact  when  the  cell  is  inverted  or  upset, 
and  to  fall  through  the  paste  into  contact  with  the  zinc  rod. 
tliereby  either  short-circuiting  the 

ceil  altogether  or  destroying  the 

value  of   its   electromotive   force.  ^ 

To   remedy   this    defect    Dr.   A. 

Muirhead    constructs   the   cell   as 

shown  by  Fig.   118.     .^  is  a  flat. 

tlosely-wound  spiral   of   platinum 

wire  (shown  in  plan  in  the  lower 
part  of  figure)  which  has  been 
coated  or  amalgamated  with  pure 

I  mercury,  either  by  boiling  it  in  the 
latter  or  by  dipping  the  spiral, 
*lien  heated  red  hot,  into  mer- 
cury; the  continuation  of  the  wire 
i^  sealed  into  the  glass  cell,  form- 
ingthe  outer  connection,  Zii  is  a 
>oil  of  pure  zinc  supported  by  a  ^lo.  iis-Mu.nct,  st^ndaf^o  cll, 
cork,  and  imbedded  in  the  cement  stopper  c  Inside  the  ceil 
is  placed  a  paste,/,  composed  of  pure  mercurous  sulphate  and 
^saturated  solution  of  pure  zinc  sulphate. 

The  electromotive  force  of  the  two  Clark  cells  is,  according 
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to  Lord  Rayleigh,  1.454  B.  A.  volts  at  1$°  C    The  effect  of 
change  of  temperature  of  f  C.  is 

E  =  1.454  i  I  —  .ocx)77  (f  —  1$)]  volts. 

The  following  table  shows  the  electromotive  force  at  vari- 
ous temperatures  calculated  from  the  foregoing  formula:  i 

TABLE  SHOWING  E.  M.  F.  OF  CLARK  STANDARD  CELL  AT 
VARIOUS  TEMPERATURES.    (KEMPE.) 


&. 

B.  A.  Volt.. 

*,"& 

B.  A.  Voltt. 

Temp. 

B.A.Vollt 

1. 471 

1.458 

33 

t.446 

1.470 

1-457 

33 

1.445 

1.469 

1.456 

a4 

1.444 

1.467 

1.455 

35 

I -441 

1.466 

I.4S4 

36 

l-+4» 

1 

1.465 

I -453 

87 

1. 441 

1.464 

l.4sa 

aS 

I-4M 

I 

J.  463 

I.45t 

09 

1.438 

1.461 

1.450 

30 

1.437 

i 

1. 461 

1.418 

3' 

1.436 

1.460 

ai 

1.447 

Sa 

1.435 

Subsequent  investigations  by  Lord  Rayleigh  place  tlie 
E.  M.  F.  of  the  Clark  cell  (Rayleigh  pattern)  at  I.43S  tnie 
volts,  equal  to  1.455  B.  A.  volts  at  15°  C.  The  preceding 
equation  would  therefore  read  : 

£  =  1.435  i  I  -  .ooo7;(/°  -  I5)i  volts. 

In  oaler  that  the  force  in  the  Clark  cells  may  preserve  its 
value  constant,  c.irc  nuist  be  t.ikcn  that  the  cells  are  not 
worked  throuj;h  .i  low  resistance.  It  is  necessary,  therefore, 
in  eniptoyiiij;  them,  to  see  to  it  that  they  are  only  used  in 
circuits  of  .»  very  hii;h  resisCinc!.-,  or  [v>r  charging  a  condenser, 
or  .iro  b.il.meed  by  .1  seootKliry  battery. 

l',jr/(,ir.'-lV.iri:  S.'.i':.!.i',:'  l\\'.\  -Tiie  novel  constructive  fea- 
ture in  this  foin)  of  tlie  ll.iik  ci'.l  ',;,\!-eil  by  Professor  H.G. 
C.uh.irt'*  is  the  i:!t!Oi:iic-.-..'n  «'i  .\:\  c\;i,i  i^raphite  resistance  of 
about  lacoo  oUw^  ic?i>t.i!:c<..  y|^^||ft  of  which  is  to  prevent 


L 
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iJuTytothe  cells  should  it  become  accidentally  short-circuited 
)i  a  brief  period.  The  employment  of  pure  chemicals  and 
careful  handiwork  is  claimed  to  result  in  a  reduction  of  the 
ttmperalure  coefficient  to  about  .03  of  one  per  cent  per  degree 
cenligradc. 

In  all  standard  cells  where  a  correction  tor  variation  in 
E.  M.  F.  due  to  temperature  changes  is  necessary,  the  use  of  a 
Ihermometer  for  determining  accurately  the  temperature  is 
iplied,  so  that,  strictly  speaking,  the  term  "  standard  "  is  not 
properly  used,  for  no  instrument  is  absolutely  standard  which 
depends  upon  the  accuracy  of  some  other  instrument.  As 
"lerniometers  are  as  a  class  by  no  means  exact  measuring  ap- 
paratus— their  indications  depending,  for  example,  upon  slight 
■changes  in  diameter  of  tlie  mercury  tube  and  other  variations 
■  I  a  mechanical  or  physical  nature — plainly  it  follows  that,  for 
'--xact  work,  the  thermometer  error,  in  addition  to  the  tempera- 
'  'Jre  coefficient  of  the  cell,  must  be  known  for  every  particular 
^  aso.  A  certain  cell,  therefore,  in  which  both  factors  are 
i^iiurately  determined  may/»T  se  be  standard,  but  this  is  not 
necessarily  true  of  a  cell  of  which  only  the  E.  M.  F.  at  certain 
tt^mperatures  is  known,  when  there  is  an  uncertainty  in  the 
temperature  measurement. 

The  desideratum  is,  of  course,  a  cell  which,  by  reason  of  the 
'b'liysical  and  chemical  properties  of  the  substances  in  it,  shall 
practically  not  vary  at  all  in  electromotive  force  within  ordinary 

I  temperature  ranges;  and  this,  according  to  Mr.  Edward  Wes- 
ton, has  been  accompUshed. 
F  Edward  Wiston  Standard  Cell.—^r.  Edward  Weston 
Maims  the  remarkable  and  important  discovery  of  a  standard 
nl  the  electromotive  force  of  which  is  practically  independent 
[w  temperature  changes;  in  other  words,  one  in  which  tiie 
diemical  affinities  are  substantially  the  same,  no  matter  what 
tiie temperature  of  the  cell  may  be,  within  reasonable  limits; 
thus  realizing  the  unusual  condition  of  the  action  of  chemical 
affinities  being  practically  unhelped  by  heat.  The  special  CfU 
in  which  his  discovery  is  embodied,  and  which,  out  of  the  many 
forms  tested,  has  so  far  given  the  best  results,  contains  as  an 
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electrolyte  a  cadmium  salt  in  solution, 
trode.     Any  salt  of  cadmium  may  be 
forms  a  practically  insoluble  compoi. 
the  salt  is  in  the  state  of  a  saturated  ^ 
solution  of  the  salt  of   cadmium  ei> 
example,  are  the  sulphate,  the  chlo) 
iodide.     These  salts  are  equally  as 
water,  and   the  density  of  the  soi 
changes  remains  the  same. 

With   a  cell   composed   of   i.-. 
amalgam  of  cadmium  and  men 
sulphate  of  mercury  with  a  s:i! 
salt  as  an  electrolyte,  it  is  foun 
of  electromotive  force  due  t"  •• 
no  disturbing  currents  dMc  t' 
differences  due  to  greater  »^i 
ing  one  electrode  or  the  oHi 
of   one   electrode   or   the 
Weston  cell  is  reprcscntL 

A  is  an  outer  shell  d 
and  elliptical  in  form, 
a  wooden  block,  B,  C" 
the  glass  cell  C  C.  1 
drical  vessels.  CC.  o 
lower  ends  of  the  i-ai  , ., 

are  flared,  as  shnvr, 
of  cadmium  and  ni 
pure  mercurj'  an- 
above  the  elec!; 
which  turn  uv 
introduced    is 


pure 
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soklittlj 
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sulphate.  Lastly,  in  the  moutlis  of  the  vessels  suitable  stoppers, 
M,  are  inserted  and  secured  in  place  with  cement.  The"  con- 
necting wires// pass  through  the  bottoms  of  the  vessels  C  C 
.iiid  communicate  eiectrically  with  the  electrodes.  They  are 
connected  to  copper  wires.  /.  which  are  received  in  suitable  bind- 
ing posts,  y.  These  binding  posts/  are  carried  by  thecover. 
K,  of  the  shell  A,  which  cover  is  made  of  rubber.     The  bind- 


I 


inj  posts  J  are  provided  with  covering  caps,  L,  as  shown. 
After  the  cell  is  in  place,  the  space  in  the  shjil  A  above  the 
block  B  is  tilled  up  with  a  composition  preferably  composed 
(beeswax,  rosin,  and  linseed  oil.  The  cover  A' is  then  ad- 
pted  and  the  cell  permanently  closed.      The  electromotive 

e  of  the  cell  described  approximates  1.019  volts. 
||  Geuy  Standard  Cell. — 0.\ide  of  mercury  is  used  instead  of 
I  sulphate  as  a  depolarizer,  and  instead  of  a  saturated  solu- 
1  of  zinc  sulphate  a  ten   per   cent   solution  is  employed. 
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centration  and  metallic  mercury.  There  is  also  formed  mcr- 
curous  chloride  with  amide  base  (Cl,Hg„Hg,(NH,X)  ^^ 
ammoniacal  oxychloride  of  zinc. 

(i)  Lead  Chloride. 

Marii  Davy  Cell, — A  piece  of  thick  unsized  paper  is  painted 
over  on  one  side  with  a  mixture  of  lead  chloride  and  g^^' 
water.  This  paper  is  cut  into  disks,  which  are  mounted  i^* 
pile  between  disks  of  tinned  iron  and  zinc. 

Pier  lot  CelL — Zinc"*^  enclosed  in  a  bag  of  parchment-pa  J^^ ' 
lead  chloride,  pure  water,  lead. 

(j)  Silver  Chloride. 

Gaiffe  CelL — Zinc,  silver  surrounded  with  silver  chlor^^^' 
5  per  cent  solution  of  zinc  chloride.  E.  M.  F.=  1.02  vc^'^ 
According  to  Du  Moncel,  when  a  solution  of  sodium  chlorid  ^  ^- 
employed  in  the  silver  chloride  cell,  a  small  quantity  of  chloi^  ^"^ 
is  disengaged.  This  is  not  produced  when  a  zinc  chlor'^^l 
solution  is  used.  For  medical  uses  M.  Gaiffe  arranges  his  c:^^ 
without  liquid.  The  zinc  and  the  silver  wire  covered  \r  ^ 
silver  chloride  are  simply  separated  by  several  layers  ' 
blotting-paper  moistened  with  a  zinc  chloride  solution. 

Skrivanow  CelL — Zinc,  solution  of  3  parts  caustic  pot 
and  4  parts  water ;  bag  of  parchment-paper  containing  sil 
chloride,  silver.  E.  M.  F.  =  1.45  volts.  A  cell  weighing  I 
grams  is  said  to  yield  I  ampere-hour.  A  cell  containing  f 
grams  of  zinc  and  2500  grams  of  silver  chloride  is  said  to 
able  to  furnish  uninterruptedly  for  20  hours,  work  equal 
180,000  kilogrammeters. 

Warren  de  la  Rue  and  Muller  Cell  (1868)  (see  Fig.  120). 
Zinc,  silver  wire  covered  with  melted  silver  chloride,  soluti 
of  25  grams  of  sodium  chloride  in  i  litre  of  distilled  wat^'^ 
E.  M.  F.  =  o  97  volt.  In  order  to  avoid  accidental  conta^^ 
of  the  electrodes,  a  rod  of  silver  chloride  is  placed  in  a  sm*  ^ 
hollow  tube  of  parchment-paper,  through  two  openings  in  tl3  ^ 
upper  part  of  which  the  silver  wire  passes*     In  later  forms  o' 
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this  cell  an  equal  quantity  of  ammonium  chloride  replaces  the 
silver  chloride.  E.  M.  F.  =;  1.03  volts.  The  resistance  is  from 
3  to  4  ohms,  increasing  as  oxychloride  forms  on  the  zinc,  some- 
tinies  to  30  or  40  ohms  (Sprague).  The  deposit  can  be  re- 
moved by  dipping  in  dilute  HCI.  When  this  cell  is  first  used 
't  is  necessary  to  close  the  circuit  for  about  15  minutes,  when 


II  attains  its  normal  E.  M.  F.     The  final  chemical  reaction 
egtecting  intermediate  reactions)  is  represented  as  follows: 


3ClAg-f-  Zn  =  Cl,2n  +  Aq. 


;  thermic  reaction  is  as  follows:  The  heat  disengaged  ts 
t^qiial  to  the  heat  of  formation  of  zinc  chloride,  less  heat  of 
'decomposition  of  silver  chloride :  or, 


C=  1 13.8  cai.  —(29.2  caL  X  2)  =  54.4  cal; 
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whence  E.  M.  F.  =  0.043 '  X  C  =  i .  1 7  volts,  which  approximates 
closely  that  found  by  experiment.  On  substituting  in  this  ele- 
ment for  silver  chloride,  silver  bromide  or  iodide  the  E.  M.  F, 
becomes  0.908  for  BrAq  and  0.758  volt  for  lAg.  The  cell  is 
employed  chiefly  for  testing  purposes  and  for  medical  uses,  and 
is  of  little  utility  except  for  the  production  of  small  currents. 

A  remarkable  battery  of  some  1 5,000  of  these  cells  was  built 
at  the  Royal  Institution,  London,  by  Mr.  De  la  Rue.  His  ex- 
periments are  reported  in  the  Electrician,  Vol.  IX,  p.  77. 

Pinkus  Celt  {1868). — Zinc,  silver  capsule  filled  with  predp- 
itated  silver  chloride,  salt  or  acidulated  water. 

(k)  Various  Depolarizers  (Compound  Bodies). 

ATauri  Cell  (1881) — Zinc,  solution  of  sodium  chloride; 
porous  cup,  containing  a  paste  composed  of  equal  parts  of  sul- 
phur, cuprous  sulphide  (SCu,),  and  of  graphite  mixed  in  1 
concentrated  solution  of  sodium  or  potassium  nitrate,  carbon. 
E.  M.  F.  =  i.i  volts  (open  circuit)  and  0.95  volt  (closed  circuit). 
The  alkaline  nitrate  is  decomposed.  The  sulphide  of  copperis 
transformed  into  nitrate  and  sulphate  of  copper.  The  alkaline 
metal  of  the  nitrate  combines  with  the  sulphur,  producing  first 
a  sulphide  and  then  a  hyposulphite.  The  carbon  becomes 
covered  with  copper,  and  the  latter,  on  contact  with  the  sul- 
phur, is  transformed  into  sulphide. 

Ney  CV//(i868), — Zinc"*',  solution  of  ammonium  chloride; 
porous  cup,  paste  of  copper  carbonate,  carbon.  According  to 
Ney,  copper  carbonate  is  insoluble  in  an  ammonium  chloride 
solution:  but  on  closing  the  circuit  the  chloride  is  decomposed 
into  hydrochloric  acid  and  ammonia ;  the  acid  accumulating 
at  the  positive  and  the  ammonia  at  the  negative  electrode. 
Afterwards  the  copper  carbonate  enters  into  solution  in  the 
ammonia,  and  produces  a  curreo^^  the  force  and  constancy 
of  that  of  th^Q«ieU  cell.      ^^^^^ 

Fiisgt^^^K^Ubjr  CV^^^^^H^divided  into  two 
partmen^^^^^^^t^^^^^^l^Ui  as  d»piu«^ 
and  as  I 
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cid  and  a  zinc  plate,  in  the  other  a  mixture  of  chromate  of 
me  and  concentrated  sulphuric  acid.  Sulphate  of  chromium, 
ulphate  of  calcium,  and  oxygen  are  formed,  which  combine 
/ith  the  hydrogen  resulting  from  the  decomposition  of  the 
cidulated  water  by  the  zinc. 

Skrivanow  Cell, — Zinc,  body  of  asbestos,  saline  paste,  car- 
bon. E.  M.  F.  =  1.5  to  1.6  volts.  The  paste  consists  of  am- 
noniacal  chloride  of  mercury  100  parts,  chloride  of  sodium  30, 
ind  chloride  of  silver  2.5  melted  together.  When  the  mass  is 
:overed,  it  is  ground  and  made  into  a  paste  with  a  concentrated 
olution  of  zinc  chloride. 

Pirim^  Cell. — Zinc,  pure  water ;  porous  cup,  paste  of  anti- 
nony  sulphate,  carbon.     E.  M.  F.  =  0.6  volt  (about), 

Fechner  Cell  {1&31). — Zinc,  copper,  acidulated  water  or  am- 
tnonium  chloride  solution.  The  face  of  the  copper  on  the 
zinc  side  is  coated  with  copper  sulphide  by  the  application 
of  a  potassium  sulphide  solution.  When  the  circuit  is  closed, 
the  disengaged  hydrogen  reduces  the  copper  sulphide  to  an 
adherent  rough  deposit  of  metallic  copper. 
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CHAPTER  X. 
CELLS  HAVING  TWO  LIQUIDS.    {ConOmied) 

I.  Cells  having  Different  Electrodes.    {Cominuid) 

(j)    DEPOLARIZATION    BY    THE    DEVELOPMENT    OR    APPUCA- 

TION  OF  elementary  BODIES. 


(a)  CUorine. 

Li  Roux  Cell  (1853). — Zinc,  acidulated  water;  porous  cup- 
mixture  of  peroxide  of  manganese  and  hydrochloric  acid,  ctf- 
bon.     The  hydrochloric  acid   on   contact  with  the  peroicidc 
disengages  chlorine,  which  combines  with  the  hydrogen  fr^'^ 
the  decomposition  of  the  acidulated  water  by  the  zinc.    'T"^ 
production  of  chlorine  takes  place  according  to  the  followi^^ 
equation : 

MNO,  +  4HCI  =  2H.O  +  Cl,Mn  +  CI.. 

n Arsonval  Cell. — Zinc,  ordinary  water;  porous  cup  fil-^ 
with  crushed  retort-carbon  surrounding  a  carbon  electro^^^' 
The  depolarizer  consists  of  i  vol.  of  water  saturated  cold  ^^^^\ 
potassium  bichromate  and  i  vol.  of  ordinary  hydrochloric  ac  *  ' 
The  liquid  should  escape  continuously.  The  cell  is  odorle —  ^ 
E.  M.  F.  =  2  volts.     The  chemical  reactions  areas  follows: 

1.  CrAK,  +  2HCI  =:  2CIK  +  H,0  +  2CrO,. 

2.  2CrO.  +  12HCI  =  Cr,Cl.  +  6H,0  +  6C1. 

The  chlorine  combines  with  the  hydrogen  disengaged  by  tl 

zinc. 

Upward  Cell  (1886). — A,  Figs.    121    and  122,  is  a  glaz^"^ 

36a 
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earthen  wcssel  containing  a  porous  jar.  Inside  the  porous  jar 
is  placed  a  slab  of  zinc.  Carbon  plates,  C  C,  are  placed  on  each 
side  of  the  porous  jar,  and  surrounded  by  granular  crushed 
carbon  packed  and  pressed  closely  together.  The  top  of  the 
carbon  compartment  of  the  cell  is  hermetically  sealed.  The 
zinc  plate.  Z,  in  this  jar  is  surrounded  by  a  solution  of  chloride 
of  zinc.  When  the  cell  is  required  for  use,  gaseous  chlorine 
enters,  or  rather  is  drawn  into,  the  cell  at  D.    A  lead  pipe,  E, 


»s  from  the  top  of  one  cell  to  the  bottom  of  the  next,  and 
e  gas  passes  from  cell  to  cell  through  these  pipes. 
The  zinc  chloride  solution  which  is  formed  by  the  working 
of  the  battery  very  slowly  percolates  through  the  porous  pot, 
B.  into  the  outer  cell,  and  insures  the  broken  carbon  remaining 
nioist;  but  the  tap,  7",  which  is  always  open,  prevents  any 
liquid  accumulating  in  the  outer  cell :  allowing  it  to  run  down 
rough  the  pipe  FmXo  the  trough  below.  The  level  of  the 
huid  in  this  is  always  kept  above  the  orifice  of  the  tubes, 
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SO  that  no  gas  escapes,  while  an  overflow  is  provided  into  the 
house-drain.  (ZnCl,  is  an  excellent  disinfectant.)  The  gas  ir- 
rives  from  the  holders,  and  passes  into  a  bubbling  bottle,  (rotn 
which  it  enters  the  lower  part  of  the  first  cell ;  the  exit  at  the 
upper  part  of  this  cell  is  connected  by  a  tube  to  the  inietat 
the  lower  part  of  the  second  cell,  and  so  on  through  all  the  cells 
in  series  ;  the  exit  o(  the  last  cell  being  connected  by  a  tube, 
through  another  bubbling  bottle,  to  a  simple  water  aspirator 
or  ejector. 

Assuming  the  cells  to  be  all  lull  of  gas  and  the  circuit 
closed,  the  gas  will  be  equally  consumed  in  every  cell  in  pro- 
portion to  the  current ;  and,  as  the  carbon  cells  are  hermetlaily 
sealed,  a  vacuum  is  gradually  produced,  thus  drawing  furthef 
supplies  of  gas  from  the  holder,  If  the  chlorine  were  abso- 
lutely pure,  no  further  feeding  would  ever  be  required,  as  the 
cells  would  always  keep  themselves  supplied  from  the  holder. 

In  practice,  however,  it  is  not  possible  to  prevent  the  adi- 
mixture  of  a  small  quantity  of  air  (say  3  per  cent),  and  a  con- 
sideration of  the  conditions  will  show  that  this  air  must  first 
accumulate  in  the  last  cell. 

The  E.  M.  F.  of  this  last  or  right-hand  cell  will,  therelore, 
drop  before  that  of  the  others  is  in  the  slightest  degree  affecteili 
and  this  drop  is  arranged  to  open  automatically  the  aspirator 
and  to  cause  the  removal  of  the  accumulated  air. 

The  E.  M.  F.  claimed  is  2.1   volts,     It  is  further  asscrtc 


thjit,  inasmuch  as  the  whole  of  the  chemical  changes  are  tfc 
combustion  of  zinc  or  iron  by  chlorine  and  that  purely  clectn 
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TyticaRy.  there  is  no  local  action.  A  modified  form  of  this  cell 
is  represented  in  Fig.  123,  in  which  gas  entering  the  apparatus 
drives  the  air  before  it.  Each  element  comprises  eight  carbon 
plates  connected  for  quantity,  and  five  cleft  cylinders  of  zinc 
placed  in  porous  vessels  and  connected  with  each  other. 

(b)  Bromine. 

Koosen  C^//  (1884).— Platinum,  bromine  ;  porous  cup,  acidu- 
lated water,  zinc"*'.  E.  M.  F.  =  1.9  volts,  which  remains  the 
same  when  carbon  is  substituted  for  the  platinum.  The  plati- 
num plate  is  corrugated  or  wavy  in  shape.  The  porous  cup 
contains  a  body  of  mercury. 

(c)  Iodine. 

Boat  Cell  (1856). — Mercury,  solution  of  potassium  iodide; 
plate  of  porous  porcelain  on  which  are  placed  pieces  of  retort- 
carbon  and  iodine  cr>'stals.  The  cell  has  a  rectangular  cup- 
shape.  E.  M.  F.  =:;  o.  6  volt.  The  terminals  connect  with  the 
mercury  and  the  carbon  respectively.  The  chemical  reactions 
are  as  follows :  r.  The  potassium  iodide  decomposes  on  contact 
with  the  mercury,  producing  mercurous  iodide,  which  is  rapidly 
transformed  into  mercuric  iodide.  2.  The  potash  which  is 
461  free  combines  with  the  iodine  and  re-forms  potassium 
iodide.  3.  The  mercuric  iodide  partly  dissolves  in  the  potas- 
sium iodide  (double  iodide  of  mercury  and  potassium),  but 
this  solution,  instead  of  diminishing  the  attack  of  the  mercury 
(as  sulphate  of  zinc  does  in  ordinary  cells),  on  the  contrary 
favors  it,  and  thus  renders  the  current  constant.  Regnauld 
has  studied  various  cells  based  on  the  Doat  cell,  and  finds  the 
following  E.  M.  F's  : 

Iodine  and  Bromlae  and  Chlorine  and 
Iodide.                Bromide.  Chloride. 

Mercury 0.6    volts.  o.<^  volts.  1.07  volts. 

?-inc.. 1. 19     "  1.63     "  i.gS     " 

Sodium  amalgam 2.04     "  2.47     ■■  2.97     ■' 

J'olassium  amalgam 2.05     "  2.54     '■  3.08     " 
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(d)  Oxygen. 

In  all  cells  having  a  single  non-depolarizing  electrolyte  the 
oxygen  of  the  air  acts  as  the  depolarizing  substance.  Among 
these  the  best  are  those  of  the  Smee  and  Maiche  types. 

In  cells  having  two  liquids  in  which  an  ox-acid  (nitric  aciil, 
for  instance)  or  an  oxy-salt  {such  as  copper  sulphate)  acts 
depolarizer,  the  oxygen  contained  in  these  compounds  in 
reality  does  the  work. 

(e)  Sulphur. 

Matteucci  Cell  (1865). — Zinc,  sodium  chloride  solution. 
porous  cup,  flowers  of  sulphur,  salt  water.  lead. 

Blanc  Cell  {1865). — Zinc,  copper,  solution  of  sodium  clil* 
ride  to  which  flowers  of  sulphur  is  added,  E,  M.  F,  =0.6  to 
0.4  volt.  The  copper  electrode,  which  extends  to  the  bottom 
of  the  vessel,  should  be  covered  with  an  insulating  layer  at  its 
upper  portion  and  a  layer  of  sulphide  of  copper  at  its  lower 
portion.  A  quantity  of  flowers  of  sulphur  is  packed  around 
the  lower  part  of  this  electrode;  the  plate  o(  zinc  Js  immcfsrf 
about  half  way.  The  hydrogen  here  combines  with  the 
phur  and  forms  hydrosulphuric  acid,  which  decomposes  the 
sodium  chloride,  producing  sodium  sulphide  and  hydrochloric 
acid ;  the  latter  then  attacks  the  zinc  and  transforms  it  inW 
chloride,  which  in  its  turn  is  converted  into  zinc  sulphide  I4 
the  sodium  sulphide  which  at  the  same  time  is  formed  IroD 
the  sodium  chloride. 

Sai-ary  Cell  (1S68).— Zinc,  solution  of  sodium  chlorid* 
porous  cup,  paste  of  sulphur,  with  salt  water,  carbon  surround 
with  a  spiral  copper  wire.     E.  M,  F.  =  about  i  volt. 

Dc  iMttricr  Cell{\%yo). — Iron  vessel  containing  a  paste 
slaked  lime,  flowers  of  sulphur,  and  sodium  chloride  with  waC 
In  the  middle  is  a  zinc  cylinder  the  lower  end  of  which  n 
on  an  insulating  body  which  prevents  contact  with  the  \\ 
Double  chloride  of  zinc  and  sodium,  zincate  of  sodium  and 
cium  sulphide,  are  produced. 


CHAPTER  XI. 

CELLS  HAVING  TWO   LIQUIDS.     {Continued,) 

Cells   having   Identical   Electrodes, 
(l)  cells  having  liquid  depolarizers. 

tcquerel  Oxygenated  Gas  Cell  (1838). — Platinum,  potash 
on ;  porous  partition,  nitric  acid,  platinum.  When  the 
t  is  closed,  bubbles  of  oxygen  gas  appear  around  the 
ode  immersed  in  the  potash.  The  water  of  the  potash 
on  is  decomposed,  oxygen  is  freed  on  the  platinum  plate,, 
he  nascent  hydrogen  is  absorbed  by  the  nitric  acid  with 
ition  of  ammonium  nitrate. 

rrott  Cells  {li^i), — Platinum,  solution  of  potassium  sul- 

;  porous  cup,  nitric  acid,  platinum.     Other  cells  by  the 

author  are:  (i)  In  an  outer  vessel  solution  of  a  salt  of 

xide  of  iron,  tin,  or  manganese  associated  with  a  salt  of 

:ide  of  the  same  metal ;  in  the  porous  cup,  nitric  acid. 

an  outer  vessel,  solution  of  an  alkaline  chloride,  sulphide, 

posulphite ;  in  the  porous  cup,  chloric,  nitric,  or  chromic 

fattened  Cells  having  a  Single  Metal  and  Two  Liquids 
:). — These  cells  consist  of  a  glass  containing  jar,  a  porous 
and  two  platinum  plates,  one  entering  the  liquid  contained 
e  jar,  and  the  other  that  in  the  porous  cup.  The  follow- 
iquids  operate  like  zinc  in  the  cell : 

Solution  of  potassium  pentasulphide ; 

monosulphide; 
"  sulphurous  acid  (saturated)  ; 
sodium  hyposulphite ; 
"  **  potassium  sulphite  ; 

"  "  caustic  potash  ; 

"  "  ferrous  sulphate. 

26I' 
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The  following  liquids  operate  like  platinum,  copper,  or  car 
bon  in  the  cell : 

Nitric  acid,  pure  and  concentrated. 

Concentrated  solution  of  chromic  acid. 

Solutipn  of  sulphuric  acid  i  part  in  8  to  lo  parts  water. 

For  the  same  purpose  may  be  used  a  layer  of  lead  peroxide 
on  the  platinum  plate  moistened  with  the  above  dilute  sut 
phuric  acid. 

The  potash  and  nitric  acid  cell  was  discovered  by  Becquerel, 
and  De  la  Rive  used  lead  peroxide  in  place  of  nitric  acid  in 
the  Grove  cell.  The  foregoing  cells  usually  have  quite  a  high 
E.  M.  F.,  but  they  are  not  very  constant.  A  single  cell  (nitric 
acid  and  potassium  pentasulphide)  decomposes  water,  and 
hence  its  £.  M.  F.  is  equal  to  at  least  1.5  volts. 

Grezel  Cell  (18S4). — Carbon,  acidulated  water ;  porous  cup, 
solution  of  ammonium  carbonate,  carbon.  Here  there  is  a 
•disengagement  of  carbonic  acid  and  formation  of  ammooium 
dsulphate. 

Woehler  and  Weber  C^//  (1841). — Iron,  dilute  sulphuric  acid; 
porous  cup,  concentrated  nitric  acid,  iron. 

Balsamo  Cell, — Iron,  dilute  sulphuric  acid ;  porous  cup, 
solution  of  calcium  chloride,  iron. 

Napoleon  III,  Cell. — {a)  Copper,  dilute  nitric  acid ;  porous 
cup,  dilute  sulphuric  acid,  copper,  {b)  Zinc,  dilute  sulphuric 
acid ;  porous  cup,  tepid  water,  zinc.  These  cells,  having  been 
invented  by  the  emperor,  attracted  considerable  attention. 

Regnatild  Cell, — Copper,  potash  solution ;  porous  cup, 
copper  sulphate  solution,  copper.     E.  M.  F.  =0.491  volt. 

Buff  Cells  (1857). — {a)  Aluminfiim,  acidulated  water;  porous 
•cup,  nitric  acid,  aluminium.  E.  M.  F.  with  nitric  acid  of  density 
1.4=  1. 13  volts,  {b)  Aluminium,  potash  or  soda  solution: 
porous  cup,  nitric  acid,  aluminium.  E.  M.  F.  =  about  l'^ 
volts.  This  cell  is  stronger  than  either  of  the  forms  in  which 
zinc  is  immersed  in  potash  or  aluminium  in  nitric  acid. 
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(2)   CELLS   HAVING   SOLID   DEPOLARIZERS. 
If  there  be  placed  in  a  solution  of  potassium  nitrate  two 
plates  of  platinum  one  of  which  is  covered  with  metalUc  oxide 
ot  sulphide,  the  following  results,  according  to  the  nature  of 
the  substances,  are  obtained : 


Minium ; 
Euprous  oxide ; 

tannous      " 

inc  " 

^lica ; 
Sled  sulphide  of  mercury ; 

Hlver  sulphide ; 

Uumina. 


The  soluiioQ  ia  pojitive 
nith  the  following  : 

Lead  peroxide; 
Ferric  oxide; 
Argentic  " 
Stannic     " 
Cupric       " 


(Becquerel,  1849.) 


Carbon  EUctrode  Cell  {without  Metals)  of  Tommasi  and 
X*/f^(i-/ (1884)  (Fig.  121).— Carbon,  salt  water;  porous  parti- 
liun,  lead  peroxide,  carbon.  E.  M.  F.  =  0.6  to  0.7  volt.  This 
cell  works  only  on  closed  circuit,  and  as  it  polarizes  rapidly  it 
is  suited  only  to  conditions  in  which  an  intermittent  current  is 
Required.  So  used,  its  lifetime  is  exceedingly  long,  and  in  fact 
't  will  remain  in  normal  condition  for  many  years.  It  is  con- 
siriicted  in  two  forms. 

First  model.  At  the  bottom  of  a  rectangular  porcelain  jar 
's  a  carbon  plate  embedded  in  a  paste  ot  lead  peroxide  and 
forming  one  electrode.  The  other  electrode  is  a  similar  carbon 
plate,  covered  on  its  upper  side  with  fragments  of  retort-car- 
'he  plates  are  superposed  and  separated  by  a  sheet  of 
mcnt-paper  which  divides  the  jar  into  two  compartments, 
1  model.  In  the  middle  of  a  cylindrical  glass  vessel 
n  rod  covered  with  a  thick  layer  of  lead  peroxide  and 


luerel's  sUIenienl  is  just  [he  reverse  of  this:  but  as  generally  in  his 
she  icgards  [he  linc  as  the  negalive  elec[rode,  Ibe  [ranspnsition  of 
isbere  mkde  to  bring  ihem  into  uniformity  nuh  the  deGni[ions  of  ihU 
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'A 


enclosed  in  a  canvas  bag  which  replaces  the  parchmeni-papff 
ill  the  first  model.  This  electrode  so  enveloped  is  placed  in  i 
perforated  tube  of  carbon.  The  glass  vessel  is  filled  with  frag- 
ments of  retort-carbon  and  a  concentrated  solution  of  sodlun 
chloride  to  which  calcium  chloride  is  added — which  last  hinders 
evaporation  of  the  water.  The  level  of  this  solution  shouM 
not  be  above  the  middle  of  the  jar.  The  pieces  of  carina 
xvhich  arc  not  immersed  are  covered  with  calcium  chloride. 


fThe  theory  of  this  cell,  according  to  M.  Tommasi  (1885) 
as  follows : 
Tscheltzow  (1885)  has  determined   that  the  passage  of 
molecule  of    lead    protoxide  to  the  state  of  peroxide  diss"' 
gages   13.14  cal      The  heat  of  formation   of  anhydrous  \^ 
protoxide  (PbO)  being  5 1  cal^  it  follows  that  the  heat  of  foiio* 
tion  of  the  peroxide  (PbO.)   is  63.14  cal.     Beginning  with  th« 
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effect  caused  by  the  carbon  on  the  water,  the  occurrences  in 
the  cell  may  be  explained  as  follows : 

The  carbon  decomposing  the  water,  on  closed  circuit  there 
will  be  formed  carbonic  acid  and  hydrogen  will  be  set  free,  or 

C  +  2H,0  =  CO.  +  4H. 

The  thermic  effects  of  this  reaction  are : 

102.6  cal.  —  138.0  cal.  =  —  35.4  caL 

On  the  other  hand,  in  the  bag  which  takes  the  place  of  the 
porous  cup  there  is  reduction  of  the  lead  peroxide  and  forma- 
tion of  water,  or 

PbO,  +  4H  =  Pb  +  2H  A 
and  the  thermic  effects  of  this  reaction  are 

138.0  cal.  —  63.14  cal.  =  74.86  cal. 

The  heat  resulting  from  these  two  reactions  is  the  algebraic 
sum  of  their  thermic  effects,  or  74.86  cal.  —  35.40  =  39.46  cal. 

Taking  the  volt  at  46.3  cal,  the  E.  M.  F.  of  the  cell  is  -^^ 

^ro.85  volt ;  or  at  47.16,  as  has  been  proposed  by  some  inves- 

%ators,  ^^^^  =  0.84  volt.     Direct  measurements  give  0.6  to 

^•7  volt.  This  difference  is  easily  explained  when  it  is  con- 
sidered that  the  cell  polarizes  readily,  and  that  besides  carbonic 
^cid,  carbonic  oxide  is  also  formed,  which  would  tend  to  dimin- 
ish the  heat  produced  by  the  first  reaction.  Furthermore 
^here  are  secondary  actions,  and  the  phenomena  are  certainly 
influenced  by  temperature,  degree  of  purity  of  the  substances 
^sed,  etc. 

Grezel  Cell  (1884). — (^)  Carbon,  acidulated  water;  porous 
<^up  or  parchment-paper    partition    filled   with   cupric   oxide 

(CuO),  carbon.    The  positive  electrode  becomes  covered  on 
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closed  circuit  with  little  bubbles  of  oxygen,  and  the  negatfve 

electrode  with  reduced  copper. 

+ 
(b)  Carbon,  diluted  hydrochloric  acid  ;  porous  cup,  slaked 

lime,  carbon.     Reaction : 

2CIH  +  CuO  =  H,0  +  Cl,Ca  (calcium  chloride), 

+ 
Grcsc/ Ceil {1884). — Copper,  acidulated  water;  porous  cup 

or  parchment-paper  bag  filled  with  cupric  oxide,  copper.  The 
enclosed  metal  becomes  covered  with  reduced  copper,  the 
positive  electrode  with  binoxide  (CuO).  When  both  electrodes 
become  covered  with  the  same  quantity  of  binoxide  the  cur- 
rent stops. 


CHAPTER  XII. 

CELLS  HAVING  TWO   LIQUIDS.    {Continued.) 

III.  Practical  Data  and  Tables. 

Table  s/unving  the  E.  M,  F,  of  certain  Two-electrolyte  Cells. 
(Z:.  Secquerel^  ^855). — The  sign  +  in  the  following  table  indi- 
cates that  the  electric  eff  jct  due  to  the  action  of  the  two  solu- 
tions 13  in  the  same  direction  as  that  which  is  produced  on  the 
negative  electrode;  the  sign —,  that  it  is  in  the  opposite  direc- 
tion. Thus  in  every  case  it  is  necessary,  in  order  to  determine 
the  E.  M.  F.  of  the  cell,  to  take  account  of  the  indicated  signs 
algebraically. 


R.  M.   F. 


Disposiiioa  o£  the  Cells. 


.^    a: 

•-  w  > 


< - 


"5 


^  -mm  ^  _      k- 

i       -  »*      z.       ■"  ^ 


■^  'i 


•■J       -r. 


"  ^  3 


ZincHff,  25J(  potash  sol.  ) 

Plaiinum,  nitric  acid       ) 

I^ire  zinc,  %Qf%  persulphide  of  potassium  / 
PUtinum,  nitric  acid  )' 


0.220 


it 

JQ 


volt. 

30 


volt.  volt.  volt. 

Pure  rinc,  water  acidulated  co  ^^j  sulph.  acid  / 

Platinum,  ordinary  nitric  acid  36'  B.  )     '  ^-^^^    +'^-357     i-6 

Zinc^e,  1^  acidulated  water  }  < 

Plaiinum,  nitric  acid  f j  '326    +0.357     1.633 

Pure  zinc,  ^^  acidulated  water        ) 

Copp-r.  sat.  sol.,  copper  sulphate  f 1.273-0.202    -  o.cyjs    0.9M 

ZincH(f,  ^\j  acidulated  water  } 

Copper,  sat.  sol.,  copper  sulphate  ) 1326  .- 0.262   -  (>.<j<n    <'.'./») 

Pure  zinc,  ^  acidulated  water  }  \ 

Platinum,  sat.  sol.,  platinum  chloride  f   '-351    -fo.i3i     i.;^,3 

ZincHg,  ^  acidulated  water  )  ' 

Platinum,  chlorine  water         f '->'^'   "f"  ''-^'43     2  0*0 


1-377 -f-o,7^f;  2.142 


-f-  1.232   l.\f,2 
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ELECTROMOTIVE   FORCES    OF   CERTAIN    DEPOLARIZERS. 

(E.    BECQUEREL,  1855.) 

The  numbers  in  the  following  table  representing  E.  M.  F. 
are,  in  relation  to  that  of  pure  non-amalgamated  zinc,  equal 
to  1.35  volts  and  acting  in  opposite  direction  :  the  action  of  pure 
zinc,  in  other  words,  being  —  1.35  volts.  The  determinations 
have  been  made  at  a  temperature  of  about  14**  C. 

E  M.  F., 
Substances.  that  of  zinc  being 

^  J.35  volis. 

Liquids  in  presence  of  water  with  10^  sulph.  acid : 

Water  oxygenated  with  12  vols,  of  oxygen..  .  +  0.127  volt. 

Saturated  sol.  of  platinum  chloride -f"  o-  '34  " 

Concentrated  nitric  acid +  0.345   " 

Chromic  acid   -f"  ^474  " 

Sat.  chlorine  water +  0.644  " 

Peroxide  in  presence  of  water  with  10^  sulph.  acid  : 

Ordinary  manganese  peroxide +  0.330  ** 

Electrolytic  manganese  peroxide  on  platinum-f- 0.590  " 

Pure  lead  peroxide  in  powder 4"  0.8 12  ** 

Electrolytic  lead  peroxide  on  platinum 4"  0.858  ** 

The  E.  M.  F.  of  a  constant-current  cell  formed  of  an  oX*- 
dizable  metal  in  water  containing  10^  sulphuric  acid,  and  o\ 
platinum  surrounded  with  one  of  the  substances  contained  1^ 
the  table  is  obtained  by  adding  to  the  numbers  in  the  colunc*^ 
of  acidulated  water  of  the  table  on  page  146  the  numbers  <^* 
the  foregoing  table.  Thus  the  E.  M.  F.  of  the  couple  contain- 
ing potassium  amalgam  and  electrolytic  lead  peroxide  is  2.}4^ 
volts  +  0.858  volt  =  3.199  volts. 

ELECROMOTIVE  FORCE  OF  THE  GROVE  CELL.      (POGGENDORF^*^ 
Liquid  acting  on  the  Zinc.  Liquid  acting  on  the  Platinum.      E.  M.  ^  * 

Sulphuric  acid,  D.  =  1.136  Fuming  nitric  acid  i  955  vol^^ 

"  =  1.136  Nitric  acid,  D.  =  1.33  1.809  '* 

"           "       "  =  1.060  "          "     "   =  1.33  1.730  '* 

"  =  1. 136  "          "      "    =  1. 19  1.681    '* 

"           "       ''  =  1.060  "          "      "    =  1. 19  1.631    *^ 

Solution  of  zinc  sulphate,  "         u     u   ^  ,  j2  ,  ^^j    «^ 
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ILECTROMOTIVE  FORCE  OF    CERTAIN    CELLS    OF  THE  GROVE 

TYPE.     (BEETZ,  1853.) 

volts. 

^inc,  dilute  sulphuric  acid  :  Nitric  acid,  platinum L844 

Hydrochloric  acid,  platinum  1.481 

Potassium  chlorate,        **  1.626 

Sodium  chloride,  **  l6i8 

"        bromide,  **  L567 

"        iodide,  "  1.102 

Dilute  sulphuric  acid,     "  1.662 

1.577 


<(  <<  <i         i< 


E.  M.  F.  OF  CERTAIN  TWO-LIQUID  CELLS.     (JOULE.) 


volts 

Zinc%,  dilute  sulph.  add;  porous  cup,  nitric  acid,  platinum  1.83 

Iron           "        "        •*          •*        "        "        "            *'      1.37 

Copper,      "        "        **          "        "        '•        "            "      0.89 

Silver,       "        "        "          "        '•        "        ••            "      0.52 

Platinum.*'        "        **          "        "        "        "            "      0.36 

Zinc^,  sol.  of  sulphate  of  soda;  porous  cup,  nitric  acid,  platinum 1.83 

Iron,           *•         •*           "              •*          •'        "        **            "      1.44 

Copper,       "          •*            "              **          "         "        "            "      0.90 

Silver,          **          **            "               "          '*         "         i*             '*       0.52 

Platinum,    "          "            "              "          "         •*         **            "      0.17 

2iQcHg,  sol.  of  sodium  chloride;  porous  cup,  nitric  acid,  platinum 1.94 

Iron,          "        '*            •*               "        "        "        **            "       1.43 

Copper,      "        ••            '•                •*        *'        *•        •*            "       1. 13 

Silver,        **         "             "                "         "         "        *'            "       093 

Platinum.   **        **            "               "        '*        "        "            "       0.54 

^ioc^,  sol.  of  potash;  porous  cup,  nitric  acid,  platinum 2.29 


Iron,  "         '*'  **        •* 

Copper,      "         "  **         " 

Silver, 


Platinum,    "        '*  ** 

Amalgam  of  potassium,    "        *' 


« I  4 « 

<<  (( 

((  <( 

(I  (( 

II  II 


fc 


1.65 

1.17 

0.45 

0.30 

2.95 

2iocBg,  sol.  of  sulphate  of  soda;  porous  cup,  copper  sulphate,  copper. . . .   1.02 

Iron,  *«  "  "  '*        •'  "  "  •'    0.58 

Copper       "  "  "  "        '•  "  '*  •'....  0.08 

^iocHff,  dilute  solph.  «dd;  porous  cup,  copper  sulphate,  copper 0.98 

Iron.         "       **       "        '*         ••        '•  **  '*    0.48 

Copper,    *•       ••        •'       "         "        "  "  "    004 
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Copper,  cone,  sol 
Platinum  or  gold, 
Copper,  cone.  soL 
Platinum  or  gold, 

i Copper,  cone.  sol. 
Platinum  or  gold, 
Copper,  cone.  sol. 
Platinum  or  gold, 
[Copper,  cone.  sol. 
Platinum  or  gold. 
Copper,  cone.  sol. 
'Platinum  or  gold. 
Copper,  eonc.  sol. 
Platinum  or  gold. 
Copper,  eonc.  sol. 
Platinum  or  gold. 

Copper,  cone.  sol. 
Platinum  or  gold, 
Copper,  cone.  sol. 
Platinum  or  gold, 
Copper,  cone.  sol. 
Platinum  or  gold. 
Copper,  cone.  sol. 
Platinum  or  gold, 


■bqiper,  cone.  sol. 

■  Platinum,  barium 

IkSra 

one.  sol. 
or  gold, 

lktf„"m 

one.  sol. 
or  gold. 

^Briaiinuni 

one.  sol. 
or  gold, 

oppcr,  cone.  sol. 
'■ainum  or  gold. 

of  copper  sulphate 
sodium  chloride 
of  copper  sulphate 
barium  chloride 

of  copper  sulphate 
zinc  chloride 
o   copper  sulphate 
ferrous  chloride 
of  copper  sulphate 
stannous  chloride 
of  copper  sulphate 
cuprie  chloride 
of  copper  su  phate 
mercuric  chloride 
of  copper  sulphate 
platinic  chloride 

III. 
of  copper  sulphate 
sodium  sulphate 
of  copper  sulphate 
zinc  sulphate 
of  copper  sulphate 
ferrous  sulphate 
of  copper  sulphate 
copper  sulphate 

IV. 
of  copper  sulphate 
sodium  nitrate 
of  copper  sulphate 
nitrate 

of  copper  sulphate 
zinc  nitrate 
of  copper  sulphate 
lead  nitrate 
of  copper  sulphate 
copper  nitrate 
of  copper  sulphate 
silver  nitrate 


E.  M.  F. , 

h  Plalinum.  Wilh  Gold. 

.  .0.237      0.097 

,.0.256      0.140 

,..0.291  ai83 

,..0.151  aiji 

...0,032  0.021 

.  .0421  0.334 

. .  .a5o  0.442 

..0.583  0.572 


.  .0.118  0.0864 
..0237  0.097 
,  .0.140  0.108 
.0.291     a237 


a28o  0.151 

0.237  0.162 

0.302  0.216 

0.378  0.216 

\  0.410  0.356 

( -0.475  0-583 
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V. 

1 

+  Platinum,  cone,  sodium  nitrate  )  . 

—  Platinum,  silver  nitrate  in  lo  parts  water  J  ••••^•^ 

+  Gold,  cone,  sodium  nitrate  ) 

—  Gold,  silver  nitrate  in  lo  parts  water  ) ^*^ 

+  Platinum,  sodium  acetate  ^  sol.  ) 

—  Platinum,  cone,  silver  acetate       ) ^'^ 

-j-  Gold,  sodium   acetate  ^  sol.  ) 

—  Gold,  cone,  silver  acetate         f ^^ 


-j-  Copper,  cone.  sol. 

—  Platmum  or  gold, 

+  Copper,  cone.  sol. 

—  Platinum  or  gold, 

-}-  Copper,  cone.  sol. 

—  Platinum  or  gold, 

4"  Copper,  cone.  sol. 

—  Platinum  or  gold, 

+  Copper,  cone.  sol. 

—  Platinum  or  gold, 

-f-  Copper,  cone.  sol. 

—  Platinum  or  gold, 


VI. 

of  copper  sulphate  ) 
sodium  acetate        \ 

of  copper  sulphate  ) 
barium  acetate        ) 

of  copper  sulphate  ) 
zinc  acetate  ) 

of  copper  sulphate  ) 
lead  acetate  ) 

of  copper  sulphate  ) 
copper  acetate         ) 

of  copper  sulphate  ) 
silver  acetate  ) 


. E.  M 

With  Platinum 
volt. 

.  .  .0.194 

.  .  .0.205 
.  .  .  0.226 

.  .  .0.324 
.  ..0.356 
.  .  .  0.42 1 


EFFECT  OF  (l)   AGITATION  OF  THE  ELECTRODl 
(11)   PRESEN'CE  OF  THE  AIR, 
(ill)   DEGREE  OF  CONCENTRATION  C 

THE   ELECTROLYTE, 
(IV)  TEMPERATURE 


on  the  e.  m.  f.  of  certain  two-liquid  cel 

(raoult,  1863.) 

I.  Agitation  of  the  Electrodes. 

4- 
Copper,   cone.  sol.  )    (  Copper  at  rest  in    \oi>  sol.  of 


copper  sulphate 
Same 


hydrochloric  acid 
Copper  agitated  in  same  solution 


per,  cone.  sol. )    I  Platinum   at   rest   in  chlorine  [     0.915 

)  )   }      water  ) 
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volt. 

per,  cone.  sol.  )   (  Copper  at  rest  in  lo^soLpotas-  ) 

>pper  sulphate   )  I      sium  cyanide  f       ^^^ 

Same  Copper  agitated  in  same  solution     o.  3 1 7 

+■ 
p( 

>pper  sulphate 

Same  I  \  Platinum  agitated  in  chlorine  ) 

f    (      water.  f      *"' 

II.  Presence  op  the  Air. 
—  +  volt. 

>per,  cone.  sol. )   j  Platinum,  pure  water  deprived  ) 
>pper  sulphate  )   |      of  air  \  ^'^^5 

+  X.,    r 

Same  Platinum,  pure  water  aerated. . .  0.162 

^  +  (  Gold,  pure  water  deprived  of ) 

Same  j      air  r  ^-^^^4 

Same  Gold,  pure  water  aerated 0.0756 

^,  +  (  Platinum,  10^  sol.  of  sulphuric  ) 

(      acid  deprived  of  air  j     '^^ 

g  "Jl  j  Platinum,  10^  sol.  of  sulphuric  ) 

(      acid  aerated  f     '^  ^ 

Sa^e  I  P'^^'"""^»  25^  sol.  of  sodium  ) 

)      chloride  deprived  of  air         f     '^ 

qJL^  (  Platinum,  sol.  of  sodium  ehlo-  ) 

^^""^  i      ride  aerated  f  °-«2 

It  will  be  seen  from  the  foregoing  that  the  presence  of  air, 
ich  modifies  so  considerably  the  E.  M.  F.  of  water,  has  but 
le  effect  on  the  electromotive  action  of  suitably  concentrated 
utions. 

III.  Degree  of  Concentration  of  One  of  the  Electrolytes. 

)pper,  cone.  sol. )    (Platinum,   concentrated   nitric)     Jl'' 
copper  sulphate  )    (      acid  f    ^-^'^ 

^^"^^  Platinum  (acid  i,  water  5) 0.702 

^^"^^  Platinum  (acid  i,  water  10) 0.702 
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volt. 

Copper,  cone.   so).  )    (  piatinum  (acid  i,  water  lo) 20.57 

copper  sulphate   J   (  ^ 


O.S72 


0.59^ 


(Platinum,  platinum  chloride) 
^^^^  \      (chloride  i,  water  5)  ) 

j  Platinum,  platinum  chloride  ) 
^^^^  \      (chloride  i,  water  20)  ) 

Same  (Platinum,     platinum    chloride)    ^^^ 

(      (chloride  i,  water  80)  ) 

^  (  Platinum,     platinum    chloride )       -^  ^- 

I      (chloride  i,  water  320)  ) 

(  Platinum,    dlatinum     chloride  )      ^  ^- 

Same  K      /  ui    -j  .  \  >    o.^i37 

(      (chloride  i,  water  looo)  ) 

(  Platinum,  sodium  sulphide  (sul- )    .  ^^g 

I      phide  I,  water  10)  ) 

j  Platinum,  sodium  sulphide  (sul- )      ^-^a 

(      phide  I,  water  40)  ) 

(  Platinum,  sodium  sulphide  (sul- )      ^^- 

(      phide  I,  water  160)  ) 

j  Platinum,  sodium  sulphide  (sul- 1    ^xg^g 

I      phide  I,  water  640)  ) 

^^  j  Platinum,  sodium  sulphide  (sul- 1       ^j 

(      phide  I,  water  2560)  ) 

From  which  it  appears  that  the  E.  M.  F.  due  to  the  con- 
tact of  the  two  solutions  varies  very  slightly  with  their  deg^^^ 
of  dilution. 

Platinum  (platinum  chlo- 1  j  Platinum  in  pure  water)         ^72 

ride  i,  water  5)  )  (      deprived  of  air             ) 

Platinum  (chloride  I,  wa- I  ^^^^                    i     ^515 

ter  100)  )  ) 

Platinum  (chloride  I,  wa.)  ^^^^                   |     ^^^,5 

ter  1000)  f  ) 

Platinum  (chloride  I.  wa- I  5^^^                   )     ^394 

ter  10,000)  )  ) 

Whence  it  results  that  the  electric  effect  is  not  at  all  due  to 
the  affinity  of  the  solution  for  water. 
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IV.  Effect  of  Temperature. 

Ordinary  Temperature. 

T°C. 

volt. 

:onc.  sol.  |  j  Platinum  (sodium  chlo-  \ 
sulphate  )    (      ride  i,  water  lo)         ) 

40° 

0.324 

le                                    Same 

30° 

0.259 

le                                    Same 

20° 

0.270 

cone.  sol.  )   j  Platinum  (nitric  acid  i,  | 
sulphate  f   (      water  lo)                      ) 

40° 

0.594 

le                                    Same 

30° 

0.594 

le                           •        Same 

20" 

0.583 

le                                   Same 

10° 

0.594 

le                                   Same 

5° 

0.594 

;onc.  sol. )    (  Platinum        (platinum  ) 
sulphate  )    (      chloride  i,  water  lo)  j 

70° 

0.658 

le                                   Same 

50° 

0.626 

le                                   Same 

30° 

0.615 

le                                  Same 

•10° 

0.594 

0.626 


MOTIVE    FORCE    OF    THE    PLATINUM-PLATINUM    COU- 
EACH   ELECTRODE  ENTERING  A  DIFFERENT  LIQUID. 

ULT,  1863.) 

E.  M.  F.  after  an  immersion  of 

6  sec.  I  min.         5  min. 

volt.  volt.  volt. 

,  lOJ^  sol. )    (  Platinum,  pure  ) 

'      'A    \\        ^  ^  0.572      0.550 

'ic  acid     )    (      water  )      '"  •'•' 

'  \\  Same  \  0.680        0.723       0.745 

,       pure  M  Platinum,     po- )  ^ 

S  \      tas.  cyanide    )  ''•^37        0.280       0.399 

(  Plat.,     sodium  )  -,  ^ 

me  ^11   U--L    >  0.1 18        0.226       0.237 

(     hyposulphite  j  ^' 

sXE  OF  POTENTIAL  BKTWEEN  A  METAL  AND  LIQUIDS 
IFFERENT   CONCENTRATION.      (E.    KITTLER,    1 882.) 

several  liquids  tested,  placed  in  glasses,  are  put  in 
cation  by  means  of  siphons  closed  with  parchment 
I  with  the  liquid  of  which  the  specific  gravity  is  lowest. 
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I.  The  difference  of  potential  at  the  extremities  of  the  chain 

Cu  I  L  +  L  I  SO.Cu  +  SO.Cu  |  Cu, 

in  which  L  represents  a  concentrated  solution  in  water  of  one 
of  the  chlorides  noted  in  the  following  table,  is : 

Chlorides  of  E.  M.  F. 

Ammonium,  CINH^ 0.343  volt. 

Potassium,    CIK 0.340  " 

Lithium,        ClLi 0.332  " 

Calcium,        Cl,Ca, 0.328  •* 

Sodium,         ClNa • 0.326  " 

Strontium,     Cl,Sr O.313  ** 

Magnesium,  Cl,Mg. a2Q7  ** 

Barium,         Cl,Ba O.271  •« 

Manganese,   Cl,Mn 0.260 

Nickel,  CljNi 0.249 


The  order  in  which  the  chlorides  noted  are  arranged  re- 
mains the  same  if  distilled  water  be  substituted  for  copper 
sulphate.     This  last  proposition  has  been  verified  in  the  case 
of  the  chlorides  CINH,,  CIK,  Cl,Ni. 

2.  The  E.  M.  F.  of  the  cell  diminishes  with  the  degree  of^ 
concentration  of  the  saline  solution. 

3.  In  the  preceding  chain  the  current  is  directed  from  the 
chloride  to  the  sulphate,  or  from  the  chloride  to  the  water ; 
from  the  concentrated  solution  to  the  dilute  solution. 

4.  The  solutions  of  the  chlorides  noted  in  the  preceding 
table  follow  Volta's  law. 

5.  The  order  of  the  chlorides  in  the  above  table,  in  which 
the  E.  M.  F.'s  constantly  diminish  from  first  to  last,  is  not  tbe 
same  when,  in  the  forcj:;oing  chain,  copper  sulphate  is  repla-cea 
bv  acidulated  water. 

6.  The  solutions  of   the  chlorides  in  contact  with  sulphi^*^^ 
acid  do  not  follow  Volta's  law  oi  tensions. 

7.  The  difforcDco  01   potential   at   the   extremities  of     ^*^ 
liquid  chaiii 

soy II     L  --  L     SO.IL  -^  SO,H.  |  SO.Cu 


J 
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(in  which  SO\Cu  and  SO^H,  represent  respectively  a  like  solu- 
tion of  copper  sulphate  and  water  containing  the  same  propor- 
tion of  sulphuric  acid)  changes  considerably  with  the  degree 
of  concentration  of  the  chloride  L. 

e.  m.  f.'s  of  amalgams  of  zinc  and  potassium. 

(regnauld,  1855.) 

[Liquid  zinc  amalgam  ^,  porous  cup  ;  copper  sulphate,  copper.] 

volt. 

Liquid  zinc  amalgam  ^         )    ( Copper  ) 

Solution  of  zinc  sulphate       )    (  Sol.  copper  sulphate  J  *"' 

I^iquid  zinc  amalgam  -^       )    (  Copper  \ 

Solution  of  zinc  sulphate        \  \  Sol.  copper  sulphate  )  '"' 

Liquid  zinc  amalgam  -^^^       \   C  Copper  ) 

Solution  of  zinc  sulphate        f  (  Sol.  copper  sulphate  )  *^ 

Liquid  potas.  amalgam  ^irr    \  \  Platinum  | 

Solution  of  sodium  chloride  ;    (  Platinum  chloride      )  ' 

Liquid  potas.  amalgam  y^Vir  \  \  Platinum  ) 

Solution  of  sodium  chloride  J    (  Platinum  chloride      \ 


E.  M.  F.'S  PRODUCED  BY  THE  ACTION  OF  TWO  PLATES  OF  THE 
SAME  METAL  PLACED,  ONE  IN  DISTILLED  WATER,  THE 
OTHER   IN  SEA  WATER.      (T.  ANDREWS,  1 884.) 

Metals.  E.  M.  F. 

Forged  iron,  rolled  and  polished 0.054  volt. 

Forged  iron,  hammered 0.017  ** 

Soft  Bessemer  steel 0.024  " 

Hard  Bessemer  steel o.  1 10  " 

Soft  Siemens-Martin  steel 0.038  " 

Hard  Siemens-Martin  steel 0.066  " 

Cast-steel  (soft) 0.026  " 

Cast-steel  (hard) 0047  " 

Cast-iron  No.  i,  polished 0.027  " 

Cast-iron  No.  i,  rough ...    0.035 

Cast-iron  No.  2,  polished 0.009 

Forged  iron,  covered  with  magnetic  oxide  0.028  ** 
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ELECTROMOTIVE   FORCE.      RESISTANCE  AND    UNPRODUCTIVE 
CONSUMPTION  OF  CERTAIN  VOLTAIC  CELLS. 

(A.  MAURI,  1881.) 


Cells. 


Daniell 

Mauri 

Callaud   

Siemens-Halske 

Copper  sulphate  and  sulphur 

4(  «(  I.  <( 

• 

Marl6-Davy 

Ducheroin 

Bacco 

Leclanch^ 

Salleron  and  Renoux 

Bunsen 

Delaurier 

Chromic  acid  (Mauri) 

Grcnei 

Iodine  chloride 

Aqua  regia 

Ferric  sulphate 

G6rardin-Ponci 


EM.F'sto 

Circuit. 

Open. 

Closed. 

volt. 

volt. 

1.079 

0.98 

1. 150 

1.05 

0.970 

0.97 

0.970 

0.98 

1.34 

1.25 

I.I 

0.95 

1.5 

1.35 

1.6 

1.4 

1.6 

1.4 

1.4 

I.I 

1.6 

1.4 

1.9 

1.7 

2 

1.7 

2.04 

1.7 

1.9 

1.6 

1-7 

1.5 

1.25 

I.I5 

I 

0.92 

1.05 

0.92 

n  <« 

<  ^ 


Monthly  Unproductive 
Consumption. 


Zinc. 


ohm. 
5.0 
6.5 
6.5 
7.0 
4.0 
4.0 
7.0 
7.0 
7.0 
4.0 

3.5 
2.0 

3.0 

2.5 

1.5 

2.5 

I.O 

4.0 

7.0 


grs. 

O 
20 

6 
o 
o 

5 
6 

6 

I 

9 
15 
10 

o 

o 

o 

iron. 

25 

4 

4 


Exciting  Compound. 


SO4CU  53  grams 

o 

-       76 

22 

o 


<< 


t( 


<( 


S04Hg  22.5  " 
CI  65 
NO,H  10  g.,  SO4HS  9  «• 

O 
S04H,i5g.C10,K4-5«- 

SO4H,  2og.,  NO,H  3^«- 
Cr,0,K,i5g..S04H«35«- 

S04H,30g. 

CIH  30  g. 

CIH  50g.,  NO,H  ijSg- 
NO,H  4.528,  SO4H*  ^*- 

CI  4.5 


VARIATION  OF  E.  M.  F.  WITH  TEMPERATURE.     (F.  LENDIG,  i8^^*' 


<^ 


1.  The  E.  M.  F/s  are  variable  with  temperature  for  cert^-* 
elements  (copper  in  copper  sulphate,  zinc  in  zinc  sulphate,  n  ""^^ 
amalgamated   zinc  in  sodium   chloride),  and  not  variable 
others  (zinc  in  sulphuric  acid). 

2.  The  direction  of  the  variation  is  not  always  the  sa 
For  copper  the  ^.  M.  F.  diminishes  when  the  temperatu^  \^ 
increases  ;  for  zinc  (non-amalgamated)  in  sodium   chloride 
augments. 

3.  The  variation  of  the  E.  M.  F.  is  not  always  proportior^ 
to  the  variation  of  temperature  between  2°  and  85^  C. 

4.  Conformably  to   i   and  2,  the   E.  M.  F.  of  the  Dani^^ 
element  is  variable  when  the  zinc  is  immersed  in  dilute  *'-  '■^ 
phuric  acid  or  in  a  sodium  chloride  solution. 
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CHAPTER  XIII. 

HEAT  CELLS. 

Cells  in  which  heat  energy  is  converted  into  electrical 
ergy  are  of  three  principal  types : 

L  Those  in  which  the  heat  acts  upon  the  materials  of  the 
11  by  causing  fusion  or  decomposition. 

2.  Those  in  which  heat  operates  to  set  free  chemical  affini-^ 
rs  whereby  the  cell  is  caused  to  operate,  the  regeneration 
tcr  exhaustion  taking  place  at  a  lower  temperature. 

3.  Thermo-chemical  cells,  or  those  in  which  a  difference  of 
►tential  is  maintained  between  two  bodies  immersed  in  a 
[uid  by  keeping  one  plate  at  a  higher  temperature  than  the 
her. 

General  Considerations  (Schieble,  1890). — "With  primary 
.tteries,  the  efficiency,  i.e.,  the  energy  furnished  as  current,  in 
rms  of  that  in  the  materials  consumed,  is  much  higher  than 
e  efficiency  of  a  steam-dynamo  plant.  At  first  thought  the 
-ctrical  energy  would  be  taken  as  equal  to  that  of  the  heat 
combination  of  the  elements.  But  F.  Braun,  Czapski, 
cichel,  and  Jahn*  have  shown  that  the  relation  between  the 
"o  depends  on  the  individual  processes  in  the  cell.  A  given 
ocess  may  under  varying  circumstances,  while  causing  the 
rne  heat  of  formation,  produce  different  electromotive  forces, 
is  true  that  for  many  of  the  common  reactions  the  electrical 
lergy  produced  is  practically  equal  to  that  of  the  heat  of 
>nibination,  and  may  be  calculated  accordingly.  But,  as  the 
:>ove-mentioned  German  physicists  have  shown,  this  equality 

♦Wiedemann's  Annalen  d.  Phys.  u.  Chem.,  Bd.  XVI.,  XXL,  XXIV..  and 
XVIIL,  respectively. 

285 


286  THE    VOLTAIC  CELL, 

is  not  a  general  one,  as  Julius  Thomsen*  and  others  held  it  to 
be.  Hence  the  theoretical  efficiency  of  conversion  is  not  in 
every  case  \QO  per  cent,  though  it  may  be  very  nearly  as 
high.  In  calculating  the  working  efficiency,  as  defined  above, 
the  known  energy  of  combination  of  the  materials  consumed 
forms  the  starting  point.  W.  Peukert  found  the  efficiency  of 
the  Daniell  cell  to  be  47.7  per  cent,  that  of  a  Bunsen  59.1  per 
cent.  Prof.  Crocker  found  a  bichromate  battery  solution  to 
have  45  per  cent  efficiency,  and  thought  that  of  a  copper  sul-  \ 
phate  solution  might  be  80-90  per  cent.  If  75  per  cent  could  j 
uniformly  be  reached,  this,  would  place  the  battery  equal  to 
the  dynamo  plant,  if  costing  ten  or  fifteen  times  as  much. 
But  at  present  electric  lighting  from  batteries  costs  (roughly) 
50  cents  per  horse-power  hour,  against  2  cents  for  that  from 
steam  dynamos,  or  twenty-five  times  as  much.  What  makes 
the  primary  battery  lighting  so  expensive  is  that  recharging 
means  renewing  costly  elements,  a  partial  repetition  of  the  first 
cost. 

"  The  great  requirement  for  a  heat  cell  is  a  chemical  action 
readily  and  perfectly  reversible  by  heat.     Since  gases  are  very 
poor  conductors,  this  reaction  must  take  place  in  the  wet,  i.e.. 
either  in  solution  or  in  presence  of  a  conducting  liquid.    Then, 
too,  the  element  which  is  to  form  the  attacked  electrode  must 
preferably  be  a  solid ;  although  a  liquid,  separated  from  tb^ 
solution  either  by  the  difference  in  their  specific  gravities  orM 
a  porous  partition,  would  do.     Such  a  reaction  would  probabl^^ 
meet  the  case.     In  looking  for  it  whole  classes  of  salts  may  t^^ 
excluded  for  their  known  common  properties,  thus  narrowing 
the  search.'* 

(l)  CELLS  IN   WHICH  THE  HEAT  ACTS   UPON  THE  MATERIAL^ 

OF  THE  CELL,  BY  CAUSING  FUSION. 

Bccquerel  Cells, — Electrical  currents  obtained  by  taking  a 
melted  salt  as  an  electrol)^e  were  investigated  by  A.  C.  Bee- 

*  Original  account  of  experiments  in  Poggendorflf's  Annalen.     English  ab- 
stract of  same  in  Scientific  American  Supplement^  No.  279. 
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qyerel  The  setting  free  of  the  electricity  accompanied  either 
combustion  of  the  carbon,  or  oxidation  of  different  metals  at 
the  expense  of  the  electrolyte. 

One  of  the  arrangements  consisted  of  melting  potassium 
nitrate  in  a  platinum  vessel  and  plunging  therein  a  rod  of  car- 
bon the  point  of  whicli  was  brought  to  a  state  of  incandescence. 
By  another  method,  called  a  pyro-electric  couple,  two  different 
metals,  a  bar  of  iron  and  another  of  copper,  were  plunged  into 

(melted  silicate,  e.g.,  into  a  fused  mixture  of  glass  and  carbon- 
ate of  soda.  At  the  ends  of  the  two  bars  was  obtained  an 
■electric  current  four  times  weaker  than  the  current  from  a 
Bunsen  battery.  There  was,  therefore,  an  electromotive  force 
(A  about  one-half  volt. 

Jabhehkoff  Heat  Celt  (1877). — A  cylindrical  vessel  of  cast- 
iron  filled  with  melted  nitrate  of  potash  or  soda  serves  both  as 
the  containing  receptacle  and  as  the  positive  electrode.  (The 
ailtaline  nitrates  melt  at  about  200"  C.  but  do  not  decompose 
until  at  from  1000°  to  1200''  C.  Up  to  this  point  not  only  do 
ihey  not  attack  metal  vessels  which  contain  them,  but  they 
appear,  on  the  contrary,  to  have  the  singular  property  of  pre- 
venting oxidation  by  fire,  or  at  least  of  retarding  the  same 
considerably.)  The  coke  is  held  by  an  iron  wire  which  also 
Serves  as  a  terminal.  With  the  nitrate  in  a  fused  state  a  cur- 
rent of  E.  M.  F.  from  I  to  2  volts  is  produced.  If  instead 
o(  nitrate  in  fusion  an  aqueous  solution  of  the  salt  be  em- 
ployed, the  poles  are  reversed.  In  fact,  in  an  iron-carbon 
Couple  using  a  solution  of  soda  or  potash  nitrate  the  iron  is 
positive  and  acts  like  the  zinc  in  the  ordinary  celL 

Brani" Brick"  (1882). — This  is  an  agglomerate  of  ordinary 
carbon  on  which  is  placed  a  tablet  composed  of  a  mixture  of 
nitrate  of  potash  and  cinders  and  separated  by  an  interposed 
slicet  of  asbestos  paper.  The  poles  are  metallic  rods  which 
traverse  the  carbon  and  nitrate  and  protrude  from  one  end  of 
the  '■  brick."  If  the  end  of  the  brick  opposite  to  the  terminals 
be  placed  in  the  fire,  the  carbon  becomes  red  hot.  the  nitrate 
s  and  the  current  is  established,  weak  at  first  but  gradually 

>nger,  until  finally  a  maximum  is  reached  which  remains 
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constant  as  long  as  the  intensity  of  combustioa  u  kq)t  no- 
form.  A  small  brick  15  cm.  long,  3  cm.  wide  and  thick,  vcigit- 
ing  220  grams,  of  which  120  grams  is  nitrate  of  potash  aid 
65  grams  cinders,  burns  for  nearly  two  hours  giving  during  tbc 
whole  period  a  current  of  from  ag  to  1.2  volts  through  1  rt 
sistance  of  from  [.2  to  0.8  ohm.  The  resistance  of  thii  ci^ 
ment,  cold,  is  104.5  ohms. 

Crum  Heat  Cc/A —Carbon;  iron,  black  iron  oxide  fusei 
The  carbon  is  attacked. 

Edison  Heat  Cell. — The  method  consists  in  emplo)nng  car- 
bonaceous material  for  the  soluble  electrode  of  a  generatinf 
cell,  and  using  as  an  active  agent  oxides,  salts,  or  compoundj 
of  elements  by  the  decomposition  of  which  the  carbonaceous 
material  will  be  acted  upon  at  high  temperatures.  Heat  ii 
applied  externally,  and  the  negative  electrode  of  the  cell  is 
made  of  a  substance  which  in  the  presence  of  carbon  at  high 
temperatures  is  not  attacked  to  any  great  extent  by  the  active 
material  employed. 

l'"ig.  125  shows  the  apparatus.     A  represents  a  furnace  for 


luMtinji  the  iron  mcltini^-pot  B,  and  Cis  a  cylinder  of  carbona- 
iiou^  matt-rial  restinij  on  the  fire<lay  block  a.  The  cover  of 
Ihf  |uit  is  also  iif  firL-clay.  The  circuit  connections  I  3  a"* 
nuulo  with  tlu-  pot  and  carbon  cylinder.  The  heat  of  theluf' 
nacc  fuses  the  oxide  at  the  same  time  that  it  raises  the  carboc 
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to  a  temperature  at  which  it  combines  rapidly  with  oxygen. 
A  reduction  of  the  oxide  takes  place,  the  oxygen  combining 
with  the  carbon  and  forming  carbon  monoxide,  which  passes 
off  and  may  be  conducted  to  the  combustion-chamber  of  the 
furnace  and  used  for  fuel,  it  being  burned  to  carbonic  acid, 
while  the  metal  is  carried  to  the  other  electrode  and  deposited 
upon  the  walls  of  the  containing  vessel.  During  the  oxidation 
of  the  carbon  an  electric  current  flows  through  the  circuit  of 
the  cell  The  product  of  the  reduction  of  the  oxide  may  be 
reoxidized  and  used  over  again  as  the  active  agent  of  the  cell. 

Langhaus  Heat  CV//(Figs.  126,  127,  128). — In  the  Jablochkoff 
and  Becquerel  couples,  in  which  carbon  is  employed  for  the 
purpose,  a  large  quantity  of  the  heat  set  free  by  the  reaction  is 
lost.  The  same  is  the  case  with  the  process  that  consists  in 
separating  metals  from  their  oxides  by  carbon,  or  from  their 
sulphides  by  means  of  some  other  metal. 

Mr.  Langhaus  proposes  to  use  this  waste  heat  in  the  pro- 
duction of  an  electric  current.  The  apparatus  devised  by  him 
for  this  purpose  is  shown  in  the  annexed  figures.  An  earthen 
vessel, «,  contains  a  crucible  of  marble  or  carbonate  of  magne- 


Fig.  126. — Langhaus  Hkat  Cell. 


^la  divided  into  two  compartments  by  a  partition  that  contains 
^"  aperture.  The  compartment  b  contains  the  oxides  or  sul- 
phides, which,  when  melted,  pass  into  the  other  compartment. 
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Over  this  latter  there  is  fixed  a  metallic  cylinder,  C,  whi 
provided  with  a  piston,  and  which  widens  out  into  a  cai 
below.     This  cylinder,  again,  carries  a  lateral  tube,  d. 

Finally,  under  the  widened  portion  of  C  there  ia  a  roe 
disk,  e,  connected  with  two  supports,  c,  f, .  provided  will 
minals  on  the  cover  of  the  apparatus.  The  apparatus  hi 
been  filled  through  the  funnel  _/' with  the  mass  of  oxides 
the  latter  having  been  melted  by  the  burner  g,  the  carl 
introduced  through  the  tube  d.  The  carbon  is  then 
pressed  by  the  piston,  and,  being  lighter  than  the  molten 
enters  [he  wide  portion  of  the  cylinder  C.  A  violent  rea 
then  occurs,  leading  to  the  reduction  of  the  oxidized  mass 

The  great  quantity  of  heat  liberated  under  these  cii 
stances  is  capable  of  producing  an  electric  current.     The 


munications  being  established  as  shown  in  Fig.  125.  we 
a  complelu  circuit  formed  of  the  cylinder  C"of  the  carbi 
the  molten  mass,  of  the  disk  c,  of  the  supports  r,  <•, ,  ai 
the  external  circuit. 

We  have  here,  then,  the  proper  conditions  for  the  pi 
tion  of  an  electric  current,  as  two  different  bodies,  carbol 
metal,  are  in  contact  with  a  decomposable  liquid. 

The  current  produced  is  very  constant,  since,  in  this 
no  appreciable  polarization  can  occur.     If,  for  « 
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take  oxide  of  lead  and  carbon,  a  disengagement  of  carbonic 
oxide  will  ensue,  but  in  consequence  of  the  high  temperature 
it  will  not  be  able  to  fix  itself  upon  the  carbon,  and,  moreover, 
the  deposit  of  metallic  lead  upon  the  disk  will  not  cause  any 
polarization.  By  means  of  the  piston  it  is  possible  to  renew 
the  carbon  without  interfering  with  the  operation  of  the 
apparatus. 

The  advantage  of  this  process  is  evident,  since,  in  addition 
to  the  reduction  of  the  metallic  oxides  or  sulphides,  it  permits 
of  utilizing  under  the  form  of  electricity  the  excess  of  heat 
necessary  to  the  reduction. 

Fabingi  and  Farkas  Heat  Ce// (iSSS), — This  consists  of  a 
small  platinum  vessel  coated  on  the  inside  with  a  compound 
having  the  empirical  composition  Na,H„Pt,0„,  and  which  is 
formed  by  heating  the  platinum  in  contact  with  caustic  soda. 
The  vessel  is  filled  with  fused  caustic  soda  maintained  in  a 
fluid  condition  by  means  of  a  small  gas  jet.  The  positive  elec- 
trode consists  of  platinum,  the  negative  one  of  gas  carbon. 
On  closing  the  circuit  the  E.  M.  F.  soon  assumes  a  steady  value, 
as  the  carbonate  of  soda  produced  is  continuously  eliminated 
and  deposited  in  a  crystalline  form  on  the  free  surfaces  of  the 
electrodes.  The  E.  M.  F.  depends  on  the  temperature,  but  the 
temperature  coefficient  is  so  small  that  with  an  ordinary  gas 
flame  the  E.  M.  F.  may  be  maintained  sensibly  constant  for 
several  hours.  Large  and  sudden  alterations  in  the  external 
resistance  only  cause  a  momentary  change  in  the  E.  M.  F., 
which  almost  immediately  returns  to  its  original  value. 

(2)  CELLS  IN  WHICH  THE  HEAT  OPERATES  TO  SET  FREE  CHEM- 
ICAL AFFINITIES  WHEREBY  THE  CELL  IS  SET  IN  ACTION- 
REGENERATION  AFTER  EXHAUSTION  TAKING  PLACE  AT  A 
LOWER  TEMPERATURE. 

Case  CV//(i886). — The  double  reactions  here  utilized  were 
discovered  by  Sir  Henri  Loewel.  Plates  of  tin  and  platinum, 
forming  the  electrodes,  are  immersed  in  a  solution  of  chromic 
chloride,  which  has  no  action  on  the  plates  at  ordinary  temper- 
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ature,  so  no  current  is  generated.     When  heated  the  liquid 
becomes  active,  and   part  of  one  of  its   elements,  chlorine, 
leaves  the  chromic  chloride,  goes  over  and  temporarily  com- 
bines  with   the   tin,    forming  a   protochloride   of    tin.      The 
chemical  action  generates  an  electric  current,  but  soon  the  tin 
is  all  converted  into  chloride  and  the  current  ceases.     Whert 
the  cell  is  cooled,  this  temporary  combination  of  the  chlorine: 
and  tin  is  broken  up,  and  the  chlorine  returns  to  the  chromiui 
protochloride.     The  tin  being  set  at  liberty,  falls  as  a  metalli 
precipitate  to  the  bottom  of  the  cell  in  the  form  of  crystals 
ready  to  renew  the  combination  when  the  cell  is  again  heatec 
The  author  considers  that  when  electric  currents  are  generatecizd 
the  heat  absorbed  by  the  solution  of  the  tin  is  in  excess  of  tha^    t 
generated  by  the  precipitation  by  the  equivalent  of  the  electi 
cal  energy  developed,  and  that  the  possible  excess  is  governe 
by  the  second   law  of  thermo-dynamics.     If   the   cell  wort^irs 
between  80°  and  180°  R,  the  E.  M.  F.  at  the  higher  temper^^- 
ture  is  about  0.26  volt ;  the  efficiency  is  less  than  16  per  ceim.  t^ 

T—  t 

as   the   possible   efficiency  =  — =r—    reckoned    from    absoln  ^e 

638°  -  538° 
zero,  or g-^o =  .157- 

In  practice,  probably  nothing  like  16  per  cent  could  ^^ 
utilized.  Results  of  experiments  upon  this  cell  in  commerci^^ 
form  are  wanting. 

(3)    THERMO-CHEMICAL  CELLS, 

In  this  type  of  cell  a  difference  of  potential  is  maintair^^^ 
between  plates  of  the  same  metal  immersed  in  a  solution  o* 
salt  of  the  metal,  by  heating  one  plate  more  than  the  otht  * 
Usually  the  plate  at  the  higher  temperature  is  the  negati"*^", 
electrode  in  the  cell,  the  current  passing  through  the  exterS^      , 
circuit  from  the  hot  plate  to  the  cold  plate;  so  that  the  zc:^^^ 
plate  corresponds  to  the  zinc  in  most  ordinary  forms  of  volt^^ 
cells.     The  results  given  by  different  investigators  on  this  su^ 
ject  are,  however,  at  considerable  varrance. 
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Becquerel  states  that  a  warm  plate  is  negative  with  relation 
to  a  coid  plate  when  both  are  plunged  in  an  alkaline  solution ; 
and  the  reverse  is  true  when  the  solution  is  an  add.  Also,  that, 
effects  being  the  same  on  the  contact  of  a  cold  liquid  with  a 
hot  one,  it  is  concluded  therefrom  that  the  immersion  of  a  hot 
pUte  of  metal  in  a  liquid  heats  the  liquid  surface  which  sur- 
rounds the  plate,  whence  results  an  electric  current  due  to  the 
reaction  of  the  hot  surface  on  the  environing  liquid. 

According  to  Malteucci,  there  is  no  development  of  elec- 
tricity in  mercury  or  liquid  amalgams.  Whatever  current 
may  have  been  observed  he  considers  to  be  due  to  the  contact 
o{  ihe  metallic  wires  with  the  mercury  or  amalgam,  this  being 
directed  from  the  hot  to  the  cold  pari,  as  if  the  wires  touched 
directly  without  intervention  of  the  liquid.  The  non-produc- 
tion of  the  current,  he  says,  is  owing,  not  to  the  amalgam  itself. 
but  solely  to  its  liquid  condition.  In  fact,  the  crystallized 
amalgam  of  bismuth,  for  example  {5  parts  of  bismuth  and 
1  part  of  mercury),  possesses  a  very  high  thermo-electric 
power,  which  is  lost  in  the  fused  state. 

G.  Gore  (1878)  observes  that  when  there  are  no  chemical 
reactions  between  the  plates  and  the  liquid,  the  hot  metal  is 
positive  with  relation  to  the  other  in  alkaline  solutions  and 
negative  in  acid  solutions  ;  but  that  selenic  acid,  silver  nitrate. 
<^hrome  alum,  and  the  sulphates  of  nickel,  manganese,  iron,  and 
Copper  are  exceptions  to  this  rule.  When  the  plate  is  heated 
for  a  short  time,  the  intensity  of  the  current  generally  aug- 
"rtients — sometimes  it  diminishes.  The  direction  and  intensity 
**r  the  current  depend  only  on  the  liquid  ;  the  nature  of  the 
metals  being  without  influence  in  this  regard.  With  solutions 
<*f  chrome  alum  and  nickel  sulphate  and  nitrate,  the  direction 
of  the  current  may  be  reversed  when  the  temperature  is 
increased.  In  some  instances,  as  with  nickel  bromide,  the  in- 
tensity reaches  a  maximum  at  a  definite  temperature.     The 

Tesults  obtained   by  Gore  accord  with  those   determined  by 

Pfaff,  Buff,  Pictet.  and  others. 
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Various  Thermo-chemical  Cells. 

Pacinotti  Ce// {iS6s)* — Two  seamless  vessels  of  copper  are 
placed  concentrically,  and  the  interval  between  them  is  filled 
with  a  concentrated  solution  of  copper  nitrate.     The  exterior 
vessel  is  cooled  in  ice,  and  the  interior  is  heated  by  a  current  of 
steam.     The  current  developed  is  directed  from  the  exterior 
hot  copper  toward  the  cold  copper,  and  the  E.  M.  F.  increases 
quite  regularly  with  the  difference  of  temperature.     On  re- 
placing the  copper  vessels  with  zinc  vessels  and  the  copper  ni- 
trate with  zinc  nitrate,  Pacinotti  has  determined  an  E.  M.  F. 
equal  to  about  i  Daniell  when  the  difference  of  temperature  is 
1 80°  C.     The  heated  vessel  is  positive. 

Becquerel  Cell  (1866). — Two  plates  of  copper  are  immersed 
in  a  solution  of  copper  sulphate.  One  plate  is  cooled  to  Q^, 
the  other  to  100°  C.     E.  M.  F.  =  0.054  Daniell. 

Bleekrode  Cell  (1869). — Two  test-tubes  are  connected  by  a 
siphon.  One  is  cooled  on  ice,  the  other  heated  in  a  bath,  arid 
both  are  filled  with  the  same  metallic  solution  and  provided 
with  electrodes  of  the  metal  entering  into  the  solution.  Th.^ 
current  goes  from  the  hot  electrode  to  the  cold  one  when  cop- 
per sulphate,  silver  acetate,  or  zinc  chloride  is  used.  E.  M.  I^- 
increases  rapidly  with  the  temperature. 

Hcllesen  Cell  (1877). — Two  test-tubes  are  connected  ne^ 
their  mouths  by  a  short  pipe  and  contain  electrodes  of  copp^^ 
arranged  one  over  the  other.     The  tubes  are  filled  with  a  co'P' 
per  sulphate  solution.    When  the  tube  which  has  the  electro^^ 
in  its  upper  portion  is  heated  over  an  alcohol  lamp,  a  qu^'^^ 
energetic  current  is  produced,  and  the  electrode  thus  heat^^ 
becomes  covered  with  a  copper  deposit.     The  same  result 
obtained  by  using  as  electrodes  platinum  and  lead,  and  as  e!^^ 
trolyte  dilute  sulphuric   acid.     With   metals  which  are   gcr^^^ 
conductors   of   heat    the    following    disposition    may  be    ^<^ 
ployed:    On  the  edge  of  a  glass  filled  with  copper  sulphc*^ 
solution  is  fixed  a  copper  plate  bent  over  so  as  to  touch   c>^ 
one  side  the  solution  and  to  expose  the  other  to  the  source  ^^ 
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heat.  The  other  plate  is  immersed  in  the  vessel  and  is  con- 
nected to  the  first  by  a  wire  covered  with  gutta  percha.  A 
quite  strong  current  is  obtained  on  heating  the  exposed  plate. 
Faraday  attempted  this  experiment  with  a  U-tube,  but  did  not 
obtain  significant  results,  probably  because  the  difference  of 
temperature  of  the  liquid  around  the  electrodes  was  insuffi- 
cient. 

Riatti  Cell  (1884). — A.  wooden  or  porcelain  receiver  trav- 
ersed by  two  copper  tubes  fixed  at  a  certain  distance  apart. 
Through  the  upper  tube  circulates  steam  at  150°  C,  75  lbs. 
pressure,  and  through  the  lower  tube  cold  water.  The  re- 
ceiver contains  copper  sulphate  solution.  The  circuit  being 
closed,  the  copper  of  one  tube  is  dissolved  and  is  deposited  on 
the  other. 

Powell  Cell. — Copper  plates  in  a  copper  sulphate  solution. 
A  horizontal  plate  is  placed  in  the  bottom  of  the  cell,  with 
which  one  conductor  connects.     Another  copper  plate  with  a 
copper  tube  attached  to  its  centre  is  suspended  so  that  its  un- 
der surface  touches  the  surface  of  the  solution.     The  bottom 
of  the  copper  tube  is  perforated,  making  it  a  rose-burner.    Gas 
is  conducted  in  through  the  tube,  lighted  at  the  openings,  and 
the  small  flames  heat  copper  wires  riveted  to  the  copper  plate. 
E.  M.  F.  =  0.035  volt  at  a  difference  of  temperature  of  50°  C. 
between  the  upper  and  lower  plates.     Current  goes  from  the 
"'^ann  to  the  cold  plate  through  the  external  circuit. 

Thermo-electric  E.  M,  F's  produced  by  the  Contact  of  a 
Metal  and  a  Liquid, — The  most  extended  investigations  on 
this  subject  were  made  by  M.  Bouty  in  1880  {^Journal  de  Phy- 
^^que,  1880,  p.  229).  His  experimental  cell  consists  of  two 
small  test-tubes,  each  containing  a  thermometer  and  connected 
V  a  capillary  siphon.  In  the  tubes  are  immersed  "  pieces  of 
the  same  metal  wire  broken  in  two,**  the  wire  being  covered 
^th  a  protecting  varnish  except  at  the  ruptured  extremities. 
One  tube  is  heated  in  a  bain-marie,  the  other  is  covered  in  an 
earthenware  pot  in  which  cold  water  circulates. 

The  following  table  gives  the  principal  results  obtained  by 
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Bouty.     For  all  metals  the  hot  pole  is  positive  outside  the 
cell. 

Tbermo-elec.  Average 

T  •      J  cocfficlcni.  for  cich 

Liquid.  (B.M.F.  fordiff.      w^,», 

of  temp,  of  1-.)       **^»  ; 

Platinum  chloride  0.000735     0.000735 

0.000688  ) 


Metal. 


Platinum 
Copper 


ZincHJ? 


j  Copper  sulphate  ^.v/w^/vyuu  i     ^^^x^ 

\        "       nitrate  0.000704 )    '^^^ 

Zinc  chloride  (D.=  i.oS  to  1.06)  0.000696 1 

Zinc  sulphate  0.000606 

^      \  o.( 


<( 


Cadmium 

Mercury 
Gold 


nitrate 
acetate 

Cadmium  chloride 
sulphate 
nitrate 

Mercurous  nitrate 
Gold  chloride 


ii 


it 


o. 

0.000692 

0.0007  56 

0.000615 

0.000598 

0.000634 

0.000140 


.000710 


0.000616 

aoooi4<^ 
0.00002. 


aoooo24 

It  will  be  observed  that  the  numbers  affixed  to  Zinc"*^  anc^ 
copper  are  nearly  the  same,  which,  as  stated  elsewhere  (see^ 
p.  198),  accounts  for  the  lack  of  variation  in  E.  M.  F.  in  the 
Daniell  cell  due  to  temperature  changes.  When  the  same 
metal  forms  two  salifiable  oxides,  the  values  of  the  thermo- 
electric coefficient  corresponding  to  each  of  them  are  different. 
The  following  results  have  been  obtained  with  iron  and  iron 
salts : 


Salt. 

Ammoniacal  sulphate  of  iron 
Ferrous  sulphate 

chloride 

acetate 

tartrate 

Ferric  sulphate 
Iron  alum 
Ferric  nitrate 
**       chloride 


n 


<( 


(< 


Thermo-electric 

coefficient. 

Daniell. 

—  0.000024 
0.000000 

+  0.000077 
+  0.000087 

—  0.000127  , 

—  0.00149 

—  0.00134 

—  0.00169 

—  0.00 1 70 


Average 
Daniell. 


+  0.000002 


—  0.00156 
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The  sign  -}-  indicates  that  it  is  the  hot  metal  which  is  at  the 
wsitive  terminal;  the  sign  —  indicates  the  cold  metal.  A 
olution  of  ferrous  chloride  to  which  a  small  quantity  of  ferric 
ihloride  is  added  has  given  the  following  results : 

'ure  ferrous  chloride -j-  0.000077 

*'errous  chloride  with  3^^  in  volume  of  perchlo- 

ride  solution —  0.000284 

'errous  chloride  with  -^  in  volume  of  solution  of 

perchloride —  0.000599 

ure  ferric  chloride —  0.001700 

Some  other  metals,  such  as  silver,  nickel,  magnesium,  alu- 
iniunx,  all  more  or  less  alterable  in  the  solutions  of  their  neu- 
dX  salts,  act  like  iron  in  salts  of  sesquioxide  of  iron ;  that  is 
say,  the  hot  metal  is  externally  the  negative  pole. 

With  platinum  electrodes  Bouty  obtained  the  following 
;ults  (the  figures  are  only  approximate) : 

Thermo-electric 
Solution.  Coefficient. 

Daniell. 

Copper  sulphate —  0.000743 

nitrate +  o.ooi  565 

chloride +  0.001485 

Cadmium  sulphate -f"  o.oooi  39 

nitrate +  0.000382 

chloride —  o.ooioi  3 

Ferrous  sulphate —  0.000902 

"        chloride — -  0.000197 

Ferric  sulphate -|-  0.000986 

chloride -f"  0.000984 

nitrate +0.001829 

Nickel  sulphate -|-  0.000456 

chloride -|-  0.000469 

nitrate -f  0.000543 


it 


By  multiplying  the  thermo-electric  coefficient  by  273  the 
M.  F.  of  a  couple  having  one  surface  at  0°  absolute  and  the 
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other  at  0°  centigrade  is  obtained.  The  figures  thus  deter- 
mined are  those  of  the  order  of  magnitude  of  the  E.  M.  F.'s 
of  contact  found  directly  between  a  metal  and  a  liquid  at  the 
ordinary  temperature. 


Metal. 

Silver 

Nickel 

Magnesium 
Aluminum 


Liquid. 

(  Silver  nitrate 

I  Silver-plating  bath 

Nickel  chloride 
nitrate 
sulphate 


<< 


« 


Average  E.  M.  F. 

for  I    (between 

ID*  and  30*). 

Daniell. 

—  0.000165  ) 

—  0.000240  ) 

—  0.00208 

—  0.00234     \  —  0.00214 
~  0.00200 


Average. 


—  0.000202 


Values  greater  than  the  preceding,  but  very  un- 
certain. 


Determinations  of  the   Thermo-electric  Power  of  Zinc-xii^ 
Sulphate  and  of  Copper-copper  Sulphate  (Carhart,  1891). — ^' 
With  zinc  in  zinc  sulphate  Professor  Carhart  finds  a  curreiv^ 
from  cold  to  hot  through  the  cell,  and  the  following  E.  M.  H*^ 
corresponding  to  temperature  differences  : 


Temp.  Diff., 

corrected. 

(Cent.) 

0.2 

Change 

in  E.  M.  F.  in 

Legal  Volts. 

E.  M.  F. 

per 

Degree  Cent. 

9.2 
13.8 

0.00660 
0.0091  I 

0.00072 
0.00065? 

18.4 
27.2 

37-0 
46.7 

0.01319 

0.0201 1 

0.02812 
0.03707 

0.00072 

0.00074 

0.00076 
0.00079 

The  mean  thermo-electric  power  for  a  temperature  "^ 
23^.85  C.  is  0.00079. 

2.  With  copper  and  copper  sulphate  the  current  has  th'^ 
same  direction  as  in  the  preceding  case,  the  cold  copper  actir^^. 
like  the  zinc  in  the  ordinary  cell. 
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Temperature 

Change 

E.  M.  F. 

Difiference, 

in  E.  M.  F.  in 

per 

corrected. 

Legal  volts. 

Degree  C. 

0.2 

4-5 

O.CX)2S2 

0.00056 

9.0 

O.CX)582 

0.00065 

IS7 

0.00944 

0.00060 

20.9 

0.01369 

0.00066 

314 

0.02061 

0.00066 

37.7 

0.0261 1 

0.00069 

43.9 

0.03162 

0.00072 

48.6 

0.03524 

0.00073 
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mean  thermo-electric  power  for  the  copper-copper  sul- 
)uple  is  therefore  0.00073  for  the  mean  temperature  of 
The  details  of  Professor  Carhart's  experiments  and 
plication  to  the  Daniell  cell  will  be  found  in  his  "  Pri- 
itteries**  (Boston,  1891). 

/.  F.  of  Thermo-electric  Couples  co7nposed  of  Two  Saline 
J  (Wild,  1858). — I.  The  thermo-electric  forces  are  pro- 
il  to  the  differences  of  temperature  of  the  two  surfaces 
act  of  the  electrolytes.  This  proportionality  is  main- 
ip  to  50°  C. 

fo  current  is  produced  when  a  point  of  a  homogeneous 
olumn  is  warmed,  even  when  the  temperatures  are  dis- 
l  asymmetrically  on  the  two  sides  of  the  warmer  point, 
nt  is  also  not  produced  when  two  parts  of  the  same 
t  different  temperatures  are  brought  suddenly  together, 
'wo  solutions  of  the  same  salt  unequally  concentrated 
veak  thermo-electric  current,  which  goes  from  the  more 
o  the  more  concentrated  solution  through  the  warmed 
of  contact. 

'he  thermo-electric  force  of  two  electrolytes  appears  to 
e  as  the  diffusion  of  one  solution  in  the  other  takes 

electrolytes  which  satisfy  Volta's  law  give,  when  their 
surfaces  are  brought  to  different  temperatures,  thermo- 
currents  which  satisfy  Becquerel's  law. 
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6.  Electrolytes  which  do  not  satisfy  the  law  of  Volta  do 
not  satisfy  the  law  of  Becquerel. 

The  following  table  gives  the  values  of  the  principal 
thermoelectric  forces  measured  by  Wild.  The  unit  adopted 
is  xtjVtt  ^f  ^he  E.  M.  F.  of  a  Daniell  celL  The  difference  of 
temperatures  of  contact  is  assumed  to  be  ioo°  C.  The  figures 
adjoining  the  names  indicate  the  density  of  the  solutions. 

^"■g^"*^"} I.I08 

Copper      j 

Bismuth  )  ^   ^ 

^  \ 6.26 

Copper    j 

Bismuth     ] 

Antimony  ( ^ 

Copper  sulphate  solution  (i.io)  ]  ^ 


Potassium  "  "  (i-o/)  \ 

Zinc 

Solution  of  zinc  sulphate  (1.12) 

Solution  of  copper  sulphate  (i.io) 
Dilute  sulphuric  acid  (i«05) 


i 100.00 

i  . . . .  26.70 


E,  M.  F.'s  of  Liquid  Combinations  which  give  a  Current  witluT^^ 

Elevation  of  Temperature, 

Solution  of  copper  sulphate  (i.io) 


ot  copper  suipnate  ^i.io)  \ 

*'  potassium  "         (1.07))  '"'     ^'^' 

Nitric  acid  (i-05) ) 

Solution  of  copper  sulphate  (i.io)  j  '  * ' '     9-9/ 

Solution  of  copper  sulphate  (i.io)  ) 

"  zinc  "  (1.20)  f  '•••      ^'^^ 

Dilute  sulphuric  acid              (^-OS)  )               ^  ^ 
Solution  of  copper  sulphate  (i.io)  f ^ 

A  Phenomenon   Analogous   to   that  of  Peltier, — M.  Bout^ 
finds  that  when  copper  or  zinc   sulphate  is  electrolyzed  ber 
tween   two   electrode   thermometers   (thermometers    coverec:^ 
Avith  copper  or  zinc)  by  means  of  a  Bunsen  cell,  the  negative 
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*rmometer  rises  above  and  the  positive  thermometer  falls 
low  the  temperature  of  the  surrounding  liquid.  This  last 
ect,  somewhat  weaker  than  the  first,  may  be  estimated  at 
out  -^  degree  if  the  direction  of  the  current  be  suddenly  re- 
rsed.  The  electrolyte  may  be  perfectly  neutral  or  notably 
Id,  provided  it  be  sufficiently  concentrated,  so  that  there  is 

decomposition  of  the  water :  the  direction  of  the  current  is 
t  modified. 

There  is   therefore   at   the   positive   electrode  where   the 

ital  dissolves  a  permanent  source  of  heat ;  at  the  negative 

tetrode,  where  the  metal  is  deposited,  a  source  of  cold,  each 

pearing  very  nearly  equal  and  proportional  to  the  intensity 

the  current. 

De  la  Rue  has  shown  that  in  tubes  containing  highly 
refied  gases,  thermometers  placed  in  the  vicinity  of  the  two 
ectrodes  indicate  temperatures  which  during  the  first  few 
inutes  are  very  different,  the  temperature  being  higher  at 
le  negative  electrode.  It  is  to  be  observed,  however,  that 
le  difference  of  temperatures  at  the  electrodes  decreases  in 
ime,  and  finally  disappears.  The  same  is  true  when  the 
lastic  force  of  the  gas  augments.  In  a  tube  containing  atmos- 
)heric  air,  for  example,  the  difference  of  temperatures  in  the 
acinity  of  the  two  electrodes  becomes  nothing  when  •  the 
pressure  rises  to  0.020  m. 


CHAPTER  XIV. 

LIGHT  CELLS. 

Production  of  Electricity  by  the  Action  of  Light  (E.  Bcc- 
<juerel,  1840). — A  box  of  blackened  wood  was  constructed, 
divided  into  two  compartments  by  a  very  thin  membrane 
Each  compartment  contained  a  platinum  electrode. 

When  an  alkaline  solution  was  introduced  into  the  cham- 
bers, it  was  found  that  the  plate  exposed  to  the  rays  of  the 
sun  became  negatively  electrified  with  reference  to  the  liquid, 
and  that  the  inverse  took  place  with  an  acid  solution.  This 
disengagement  of  electricity  was  not  due  to  the  action  of  heat. 
In  fact,  no  action  was  perceptible  when  the  red,  orange,  yellow, 
and  green  rays  only  were  used.  The  effect  under  blue  and 
indigo  rays  was  iimall,  and  the  most  marked  action  occurred 
when  the  violet  rays  were  employed. 

When  the  plates  of  platinum  and  gold  are  very  clean  and 
have  been  alternately  warmed  to  a  red  heat  and  dipped  many 
times  in  nitric  acid,  the  electric  action  is  much  diminished. 

Other  metals  than  gold  and  platinum,  and  particularly  the 
alterable  metals,  such  as  silver  and  brass,  produce  similar 
effects.  The  previous  polarization  of  the  plates,  especially 
after  having  been  plunged  in  water,  having  been  into  contact 
with  the  positive  pole  of  the  battery,  may  greatly  increase  the 
electric  effect  observed. 

If  bodies  that  are  alterable  by  light,  such  as  the  chloride, 
bromide,  iodide  of  silver,  etc.,  be  placed  on  the  surface  of  the 
plates  at  the  moment  of  the  action  of  the  luminous  rays,  an 
energetic  current  is  observed. 

According  to  Grove  (1858),  when  platinum  electrodes  in 
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dulated  water  are  used,  the  light  acts  simply  to  augment  the 
Tent  resulting  from  the  polarization  of  the  platinum. 
Grove,  however,  determined,  as  Becquerel  had  done  before, 
It  heat  is  not  the  cause  of  the  phenomenon.  In  fact,  on 
)mitting  the  platinum  plates,  not  to  white  light,  but  to  rays 
ich  had  traversed  a  blue,  yellow,  or  green  glass,  it  was  found 
It  the  blue  light  produced  the  most  considerable  action. 
Zaliwski  (1866)  considers  that  among  the  depolarizers  the 
►St  powerful  ones  are  those  which  are  most  easily  affected  by 
\  action  of  light.  A  cell  the  carbon  of  which  is  previously 
pregnated  with  an  ammoniacal  solution  of  silver  chloride, 
m  dried  and  treated  with  nitric  acid  to  remove  the  excess 
ammonia,  should  furnish,  even  with  pure  water,  remarkable 
ensity.  No  experiment,  however,  is  given  in  support  of  this 
:a. 

Electricity  Devehped  by  the  Exposure  to  Light  of  Dark  Violet 
ystals  of  Weardale  (England)  Fluor  Spar. — Hankel  (1874) 
5  observed  that  the  centre  of  a  crystalline  face  of  this  body 
isents,  after  an  exposure  of  about  one  hour  to  light,  a  high 
gative  tension.  An  exposure  of  the  crystal  to  a  temperature 
95°,  continued  for  several  hours,  produces,  on  cooling,  but 
ry  small  positive  tension.  Experiments  made  by  passing  the 
ht  through  colored  glasses,  water,  a  solution  of  alum  or  qui- 
le  sulphate,  show  that  the  chemical  effects  are  much  the 
)st  active. 

Too  strong  concentration  of  light  on  the  crystalline  face 
stroys  its  sensibility.  The  effects  observed  are  much  more 
ense  than  those  obtained  on  heating  the  crystal  or  by  rub- 
ig  its  surface  with  a  brush.     They  are,  moreover,  of  contrary 

:n. 

Borgfnanns  Photo-electric  Cell  (1883). — This  consists  of  a 
be  in  U-form  filled  with  dilute  sulphuric  acid.  In  each  arm 
the  tube  is  immersed  a  plate  of  silver  covered  with  iodine. 

A  luminous  ray  projected  on  one  of  these  plates  generates 

electric  current  by  reason  of  the  reduction  of  silver  iodide. 

Saur*s  Photo-electric  Cell. — In  a  glass  vessel  is  placed  a 
lution  of  water  100  parts,  sea-salt   1 5  parts,  copper  sulphate 
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7  parts.  The  porous  cup  is  filled  with  mercury.  Two  elec- 
trodes, one  a  platinum  plate,  the  other  a  plate  of  silver  sulphide, 
are  placed,  the  first  in  the  mercury,  the  second  in  the  copper 
solution.  On  placing  the  cell  in  the  light,  an  electric  current 
is  yielded. 

The  copper  bichloride  formed  by  the  mixture  of  sodium 
chloride  and  copper  sulphate  attacks  the  mercury.  The  copper 
protochloride  formed  reduces  the  silver  sulphide,  but  as  this 
reduction  takes  place  only  under  the  influence  of  solar  rays, 
hence  the  current. 

A  cell  formed  of  the  couple  zinc^^^,  silver  sulphide,  in  salt 
water,  when  exposed  to  the  sun  produces  a  very  perceptible 
current. 

Selenium  Cells. — These  have  been  investigated  by  Mr. 
Shelford  Bidwell. 

Selenium  exists  in  two  allotropic  forms,  the  one  vitreous, 
as  structureless  as  glass,  closely  resembling  black  sealing-wax, 
and  when  in  thin  films  is  capable  of  transmitting  ruby-colored 
light ;  the  other  form  is  amorphous  and  exists  as  a  red  powder.    1 
If  left  for  half  an  hour  at  a  temperature  of  200°  Fah.  it  becomes 
black.     The  amorphous  variety  is  a  non-conductor ;  the  specific 
resistance  of  one  specimen,  which  had  been  carefully  annealedi 
has  been  found  by  Mr.  Bidwell  to  be  as  high  as  25CX)  megohms. 
When  the  annealing  took  place  in  contact  with  copper,  the 
specific  resistance  fell  to  some  900,000  ohms.     The  diminution 
of  the  resistance  of  selenium  cells  during  the  so-called  anne^^' 
ing  process  is  considered  to  be  due,  not  to  the  effect  of  anne^-*' 
ing,  but  to  the  formation  of  a  conducting  selenide  of  copp^^ 
throughout  the  mass   of   selenium,  beginning  at   the  copp^^ 
electrode. 

Mr.  Bidweirs  method  of  constructing  selenium  cells,  Fi^ 
129,  is  as  follows:  A  strip  of  mica  a  few  centimetres  in  lengtJ^ 
has  copper  wire  wound  over  it  from  end  to  end,  the  distance^ 
between  adjacent  coils  being  about  one  twentieth  of  an  inch^ 
The  wire  is  wound  in  two  parallel  coils,  the  two  coils  bein^ 
carefully  prevented  from  touching  each  other  at  any  point,  anc^ 
forming  the  positive  and  the  negative  electrode  respectively-^ 
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The  size  of  wire  is  No.  36  ;  it  makes  20  turns  per  inch.  Melted 
selenium  is  poured  on  to  the  strip,  and  pressed  In  between  llie 
wires.  The  cell  is  then  kept  for  some  time  at  a  tumperature  of 
about  217",  and  tlie  resistance   is  found   to  fall  gradually  to 


about  50,000  ohms.  The  completed  cell  measures  2\  inches 
by  \  inch. 

Professor  W.  G.  Adams  has  found  the  resistance  of  selenium 
cclU  to  fa!!  in  the  course  of  a  year  to  about  one  fortieth  of  their 
original  value,  this  fall  being  in  all  probability  due  to  the  for- 
ii.iiion  of  sclenide  of  copper,  Mr.  Bidwell  has  observed  the 
ri^sistancc  of  one  of  his  cells  to  drop  in  the  course  of  ten  years 
from  80,000  ohms  to  10  ohms.  Selenium  cells  show  polariza- 
tion effects,  and  develop  an  E.  M.  F.  under  the  influence  of 
light,  forming  photo-electric  cells.  A  selenium  cell  may  be 
connected  with  a  delicate  relay  and  electric  bell  in  such  a 
manner  that  the  diminution  in  the  resistance  of  the  cell  on  ex- 
posure to  light  will  diminish  the  current  tlirough  the  relay  and 
Cause  the  bell  to  stop  ringing. 

It  is  found  that  when  different-colored  plates  of  glass  are 
interposed  between  the  cell  and  the  source  of  light — a  gas- 
burner — red.  orange,  and  yellow  glasses  exert  no  screening 
^Iftct,  but  when  a  green  glass  is  employed  the  light  is  cut  off 
and  the  bell  begins  to  ring. 

A  light  blue  glass  exerts  a  screening  effect,  while  a  much 
Jarker  blue  does  not.  The  reason  of  this,  as  shoxvn  by  spec- 
troscopic examination  of  the  glasses,  is  that  the  dark  blue  glass, 
being  colored  with  cobalt,  allows  a  good  deal  of  red  light  to 
traverse  it,  but  the  red  light  is  entirely  cut  off  by  the  light  blue 
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glass.  An  arrangement  of  this  kind  may  be  employed  to  ring 
a  bell  in  case  of  the  extinction  of  a  ship's  light  or  of  a  ndlway 
signal  light,  or  to  turn  on  electric  light  when  daylight  falls 
below  a  certain  point ;  or  apparatus  arranged  to  ring  a  bell 
when  the  cell  is  exposed  to  light  may  be  employed  in  a  safe  or 
strong-room,  and  made  sufficiently  delicate  to  be  thrown  into 
action  by  the  lighting  of  a  burglar's  lantern. 

The  ''  selenium  cell  '*  is  used  in  the  pbotophone,  by  means 
of  which  sounds,  and  even  articulate  speech,  can  be  transmitted 
from  a  distance.  This  is  so  contrived  that,  on  speaking  to  the 
transmitting  instrument,  a  beam  of  light  reflected  from  it  to 
the  receiving  station  varies  its  intensity  in  exact  accordance 
with  the  vibrations  due  to  the  voice.  The  beam  falb  on  a 
selenium  cell,  which  is  in  a  circuit  with  a  battery  and  a  tele* 
phone.  The  resistance  of  the  cell  varies  with  the  variations  in 
the  beam,  and  so  also  does  the  current.  Hence  the  current  at 
the  receiving  station  varies  in  accordance  with  the  vibrations 
due  to  the  voice  at  the  transmitting  station,  and  the  telephone 
thus  reproduces  the  sounds  uttered. 

Minchin  Photoelectric  Impulsion  Cell  (1890). — This  consists 
of  a  small  glass  tube,  represented  in  Fig.  130,  filled  with  either 
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acetone  or  methylic  alcohol :  two  aluminium  plates,  P  and       ^ 
are  immersed   in   the  liquid ;   each  plate  is  connected  with^ 
platinum   wire.     These  wires   pass   through  the  ends  of  C^^ 


glass  tube  and  are  sealed  into  it.     The  terminals  of  the  cell 

^iie.-I  B,  and  these  are  connected  with  a  quadrant  electrometer. 

^B    The  plate  P  is  covered  with  a  layer  of  sensitive  selenium 

Hbd  is  negative  to  the  piate  Q,  which  is  quite  clean — not  sen- 

^sitized  to  light.     The  cell  is  fixed  vertically  in  a  clamp.     When 

tile  cell  is  of  the  "  impulsion  "  kind,  what  happens  is  as  follows : 

Daylight  (represented  by  the  arrow  L)  being  allowed  to  fall  on 

the  sensitive  plate  P,  the  spot  on  the  scale  of  the  electrometer 

moves,  and  after  a  few  seconds  comes  to  rest,  indicating  an 

electromotive  force  varying  with  the  intensity  of  the  light. 

On  the  withdrawal  of  the  light,  the  deflection  [alls,  and 
then:  are  means  of  rapidly  getting  rid  of  the  deflection  without 
injury  to  the  cell.  Either  before  or  after  this  deflection  caused 
by  light  ceases,  let  a  slight  tap  (sometimes  inaudible)  be  given 
to  the  base  or  ciamp  in  which  the  cell  rests,  and  then  results 
a  remarkable  change  in  the  cell.  It  is  no  longer  sensitive  to 
light.  This  insensitive  state  is  indicated  by  a  rapid  return 
motion  of  the  spot  on  the  scale;  it  is  merely  indicated  by  this 
motion,  there  being  no  necessary  connection  between  this 
motion  and  the  insensitive  state,  for  if  the  cell  were  now  left 
'or  some  time  (perhaps  an  hour  or  so)  in  the  dark,  the  disturb- 
ing E.  M.  F.  of  the  cell  would  vanish,  and  there  would  be 
"othing  to  tell  us  that  the  cell  remains  insensitive  ;  but  that  it 
is  really  still  in  the  insensitive  state  we  find  at  once  on  again 
exposing  it  to  light.  Another  gentle  tap  given  to  the  clamp, 
"r  the  stone  table  on  which  the  whole  apparatus  rests,  will  re- 
store the  sensitive  state  ;  and  so  an  indefinitely,  the  sensitive 
*nd  insensitive  states  following  each  other  and  being  produced, 
m  the  case  of  many  such  cells,  with  great  ease. 

It  is  found  that  if  a  Voss  machine,  not  in  any  way  con- 
nected with  the  cell  or  the  electrometer,  was  worked  in  the 
'oom  while  the  cell  was  in  the  insensitive  state,  the  moment  a 
spark  passed  between  the  poles  of  the  Voss,  the  insensitive 
^taie  was  altered  to  the  sensitive,  whether  the  cell  was  con- 
ictled  with  the  electrometer  or  not.  The  best  method  of 
showing  the  inductive  effect  of  the  spark  is  to  connect  an  in- 
j^ulated  wire  W,  apparently  of  any  length,  to  either  pole  {A   in 
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the  figure)  of  the  cell,  and  to  place  the  poles  g  h  oi  the  Voss 
near  the  wire  (a  distance  of  several  feet  will  do  with  a  spark 
about  half  an  inch  long).  If  g  and  k  are  two  or  three  feet 
from  any  part  of  the  wire  Wy  a  spark  about  one  eighth  of  an 
inch  long  suffices  to  change  the  cell  from  the  insensitive  to  the 
sensitive  state. 

The  sudden  alteration  of  the  insensitive  to  the  sensitive 
state  is  produced  in  a  most  marked  manner  by  the  spark  of  a 
Hertz  oscillator  even  at  the  distance  of  some  tWrty  feet  or 
more. '  The  inventor*  considers  that  the  results  are  due  to  the 
formation  of  some  Oscillatihg- kyer  at  the  surface  of  the  sensi- 
tive plate. 

A  pamphlet  entitled'  Das  Phototel^^Beitrage  zum  Problem 
des  electriscKen  Fernsehens,  by  R.  E.  Liesegang,  published  in 
Germany  in  1892  (without  date  or  place)- contains  a  very  com- 
plete r^sum6  of  past  investigations  in  photo-electricity. 


V :  •  1 


CHAPTER  XV. 
DRY  CELLS  AND  EARTH  AND  SEA- WATER  BATTERIES. 

Two  principal  types  of  dry  voltaic  cell  are  recognized  : 

1.  Those  in  which  the  electrodes  are  superposed  after  the 
nianner'of  the  voltaic  pile,  and  in  which  moisture  is  obtained 
from  the  air,  or  from  disks  of-  cloth  or  like  material  soaked  with 
the  exciting  liquid  and  interposed  between  the  electrodes ;  and 

2.  Those  in  which  the  exciting  liquid  is  combined  with  some 
special  absorbent,  such  as  sawdust,  etc.,  or  made  into  a  jelly. 

A  large  ntrmber  of  dry  ceHs  have  been  devised,  differing, 
however,  only  in  the  composition  of  the  excitant,  the  ingre- 
<lients  of  which  are  frequently  kept  secret.  For  uses  which 
involve  handling  by  unskilled  persons  they  are  convenient,  and 
^re  best  adapted  td*  circurhstances  where  current  is  intermit- 
tently needed  and  then  only  for  a  short  time. 

(l)  DRY  CELLS  OF  THE  VOLTAIC-PILE  TYPE. 

The  E.  M.  F.  of  these  cells  is  quite  high,  but  their  resist- 
ance is  considerable.     Desormes  and  Hachette  (1803)  were  the 
first  who   attempted   to   construct   cells  without   conducting 
liquids  and   able   to   maintain  themselves  for*  a  considerable 
period  without  loss  of  energy.     Their  battery  consisted  of  a 
^lumber  of  zinc-copper  couples  between  which  were  interposed 
^olid  disks  of  starch  paste  mixed  or  not  with  salts,  varnish,  and 
various  other  substances.     Biot  (1804)  also  constructed  a  dry 
hattery  arranged  similarly  to  the  voltaic  pile,  except  that  the 
^isks  of  cloth   soaked  in  acidulated  water  were  replaced  by 
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disks  of  melted  potassium  nitrate.  Dry  batteries  have  been 
made  with  20,000  pairs  of  disks,  capable  of  charging  a  thin 
Leyden  jar  of  350  sq.  cm.  surface  in  ten  minutes  sufficiently  to 
cause  the  discharge  to  melt  2.5  cm.  of  platinum  wire  0.05  mm. 
in  diameter. 

Behrens  Dry  Battery. — Zinc-copper,  gilded  paper,  succes- 
sively. 

Deluc  Dry  Battery  (1809). — A  large  number  of  very  thin 
disks  of  zinc  and  gilded  paper  superposed  and  pressed  together 
by  means  of  a  screw. 

Zamboni  Dry  Battery  (18 12). — Paper  covered  with  tin  on 
one  face  and   binoxide  of  manganese   on  the  other.    About 
2QO  elements  are  necessary  for  the  decomposition  of  water. 
E.  M.  F.  of  each  element  =  0.2075  volt.     The  battery  is  con- 
structed as  follows :  On  the  opposite  sides  of  the  sheets  of 
tinned  paper  is  applied  a  coating  of  olive  oil,  a  solution  of 
honey  in  considerable  water,  or  better  still  a  saturated  solution 
of  zinc  sulphate.     When  this  is  barely  dry,  finely  pulverized 
binoxide  of   manganese  is  applied.     Several  thousand  sheets 
are  superposed  and  pressed  together.     The  exterior  is  covered 
with  powdered  sulphur. 

Watkin  Dry  Battery  (1828). — This  consists  of  from  si^^V 
to  eighty  zinc  plates  cleaned  and  polished  on  one  surface  a^^ 
not  on  the  other.  They  are  placed  so  that  an  air-space  a  ^ 
mm.  thickness  is  left  between  them  in  a  wooden  trough.  T*^ 
E.  M.  F.  is  very  low,  resistance  very  high.  Damp  air  fav<^ 
the  action. 

All  of  the  foregoing  piles,  in  fact,  depend  for  their  acti  ^ 
upon  atmospheric  moisture.     If  one  be  placed  in  a  vessel 
which  the  air  is  thoroughly  dried  by  chloride  of  calcium, 
yields  no  current. 

Buff  Dry  Battery, — Numerous  disks  of  gilded  brass,  zxrm- 
and  thin  glass.  Heat  causes  a  weak  current.  A  pile  of  t^ 
couples  produces  a  divergence  of  10  mm.  in  the  gold-le^ 
electroscope. 

Shelford'Bidwcll  Dry  Battery  (1885). — The  positive  po^ 
is  a  copper  plate ;  the  negative,  a  silver  plate.     Between  th^ 
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bTs  strongly  compressed  coppi,T  sulphide.  E.  M.  F.  =0.5 
volt;  R=-  y  ohms  for  an  electrode  surface  of  61.55  by  50  mm. 
The  intensity  of  the  couple  is  6800  microamperes  through 
an  external  resistance  of  0.2  ohm.  The  copper  sulphide  is  de- 
composed into  copper  and  sulphur.  The  copper  is  deposited  on 
the  copper  plate,  while  the  sulphur  goes  to  the  silver  plate  and 
li  transformed  into  sulphide,  so  that  in  this  arrangement  the 
silver  acts  the  part  of  the  zinc  in  the  ordinary'  cell.  Mr.  Bid- 
well  finds  that  light  diminishes  while  heat  augments  the  cur- 
rent produced. 


(2)   DRY   CELLS   WITH   ABSORBENTS. 

Germain  "Cofferdam"  Dry  Cell  {1887). — In  English  naval 
practice  the  term  "cofferdam  "  is  applied  to  certain  light  com- 
partments formed  on  a  ship  by  a  double  keel  near  and  below 
the  float  water  line.  The  name  is  also  applied  to  the  sub- 
stances used  for  filling  these  compartments.  Among  such 
substances  there  is  a  preparation  of  cellulose  made  from  the 
granular  portion  of  the  rind  of  the  cocoanut.  This  mate- 
rial is  in  the  form  of  a  powder  and  has  a  density  of  0.065. 
Before  being  used,  it  is  compressed  to  a  density  of  O.133.  This 
substance,  which  the  French,  following  the  English,  call  "cof- 
ferdam," has  been  applied  by  Mr.  P.  Germain  in  the  construc- 
tion of  a  form  of  the  Leclanch^  cell  that  is  easily  trans- 
portable and  can  be  turned  in  any  direction,  withstand  blows, 
and  be  allowed  to  "  fall  from  a  height  of  five  feet  without  inter- 
fering with  the  operation  of  the  couple,"  Fig.  131  represents 
a  longitudinal  section  of  one  of  these  cells.  A'\%s.  light  box 
niade  of  wood  boiled  in  paraffin  and  covered  externally  with 
cement.  At  the  bottom  (shown  inverted  in  figure)  of  this  box 
is  arranged  a  bed,  B,  composed  of  a  mixture  of  equal  volumes 
of  peroxide  of  manganese  and  granular  carbon.  Above  this 
there  is  a  plate,  C,  of  agglomerated  carbon  of  high  conductiv- 
itj'i  and  then  a  second  bed,  B,  like  the  first.  The  rest  of  the 
9  occupied  by  a  layer.  D.  of  "  cofferdam  "  paste  impreg- 
1  with  a  saturated  solution  of  hydrochlorate  of  ammonia. 
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This  paste  is  slightly  compressed   and  then  levelled,  and  its 

I  thickness  is  so  regulated  that  it  shall  slightly  exceed  the  levtl 

[  the  box.     Finally,  a  strongly  amalgamated   plate  of  zinc 

»r  rather  a  series  of  plates)  rests  upon  the  whole,  and,  cxael!)' 

covering   the   cellulose,  insulates  the  latter  from  the  action  of 


i 
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the  air.  The  inactive  external  surface  of  this  electrode  is  pro- 
tected from  oxidation  by  a  varnish  made  of  bitumen.  The 
pressure  that  it  is  necessary  to  exert  upon  the  cellulose  '» 
order  to  fasten  the  lid  down  suffices  at  the  same  time  to  5ccu'* 
a  liquid  contact  of  the  active  surface  of  the  electrodes  with  tt* 
paste.  There  are  two  apertures  in  one  end  of  the  box  for  t^^ 
passage  of  the  terminals,/*  and  N.  The  positive  terminal  '* 
connected  with  the  carbon,  and  a  threaded  metaUic  rod,  fi nT*' 
cemented  to  the  latter,  permits  of  adapting  to  it  a  tighteni  ^^"^ 
button.  The  negative  terminal  is  attached  to  a  tall-piece  cr  * 
in  the  external  zinc  plate.  The  peculiar  arrangement  of  t^^' 
zinc  electrode  is  worthy  of  note.  Instead  of  one  thick  plac:^ 
several  distinct  plates  of  the  same  size  are  used,  each  of  whi 
is  amalgamated  separately  and  then  superposed  one  upon  tl 
other.  The  mercury  is  thus  held  between  the  plates.  It 
best  to  place  the  cell  with  the  zinc  downward.  The  electi 
motive  force  of  this  cell  is  1.5  volts. 

Cox  Gelatine  Dry  Cell  f  1888).— The  electrolyte  consists 
Irish  or  other  sea  moss  boiled  with  sal-ammoniac  to  a  unifoi 
rtifC  pasty  consistence.     A  small  amount  of  bisulphate  of 
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<ury  is  added  which  acidulates  the  electrolyte  and  keeps  the 
m\z  amalgamated. 

Mchner  Dry  Cell  (18S9). — The  exciting  salts,  consisting  of 
^ultabie  chlorides  of  the  alkalies,  are  mixed  with  a  "mineral 
ydatine,"  which  consists  of  crystallized  hydrated  basic  chloride 
of  magnesium,  which  is  formed  by  the  addition  of  magnesia 
to  a  highly  supersaturated  and  concentrated  solution  of  mag- 
nesium chloride.  If  a  suitable  quantity  of  the  solution  of 
magnesium  chloride  is  added  to  the  oxide  of  magne&ia,  for 
example,  in  the  first  instance,  a  liquid  product  of  a  creamy 
consistency  results,  at  first  gradually  gelatinizing  and  ultimately 
acquiring  a  pasty  consistency.  The  degree  of  stiffness  of  the 
inal  product  can  be  readily  controlled  by  suitably  regulating 
:he  addition  of  chloride  solution.  Dr.  Mehner  utilizes  this 
Property  of  oxychloride  of  magnesium  in  the  preparation  of 
lis  dry  cell.  The  exciting  salt  is  stirred  with  a  solution  of 
'hloride  of  magnesium  and  calcined  magnesia  until  a  liquid 
*f  about  the  thickness  of  cream  is  obtained.  This,  after  it  is 
*oured  into  the  cell,  becomes  in  a  few  days  a  thick  pulp. 

Nnvolny  Dry  Crll  (1890)  has  an  outer  vessel  entirely  of 
atbon,  which  is  divided  into  two  compartments  by  a  carbon 
'ajlition.  The  zinc  is  fork-shaped  and  straddles  the  partition. 
j^K  space  between  zinc  and  carbon  is  packed,  and  the  cell  is 
HbeticaUy  scaled.  E.  M.  F.  claimed  =  2  volts. 
^tpfrltkoH  Dry  Cell  (rSgi).— Dilute  sulphuric  acid  is  mixed 
ftva  the  proper  amount  of  a  solution  of  silicate  of  soda  or 
'licate  of  potassium  and  some  asbestos  fibre.  This  mixture, 
t  first  fluid,  becomes  stiff  after  a  short  time  and  is  Introduced 
nto  the  vessels  containing  the  lead  electrodes.  A  ceil  thus 
'IWd  may  "  after  several  hours  safely  be  reversed."  This  con- 
tTuetion  is  applied  to  storage  batteries. 

Renault  Dry  Cell (iSgi)  consists  of  a  vessel  made  of  retort- 
1  the  bottom  of  which  is  a  mixture  of  acid  with  gelati- 

■  silica,  which  possesses  the  remarkable  property  of  absorb- 

ixty  times  its  volume  of  water.     This  mixture  constitutes 

active   part  of   the   cell.     This  part  is  isolated  from  the 

[  the  apparatus  by  a  pipe-clay  disk  supporting  a  zinc 
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Spiral,  containing  simple  gelatinous  silica  in  its  convolatici 
The  action  of  the  chromic  acid  is  exerted  upon  the  linc 
passing  through  the  disk,  and  produces  a  current.  The  ad- 
vantages of  this  battery  reside  in  the  wide  extent  of  surface  of 
the  carbon  vessel  and  of  the  zinc  spiral,  thus  giving  a  maximum 
of  surface  along  with  a  minimum  of  space.  The  cell  is  much 
the  same  in  principle  as  the  Leclanch^.  but  the  exciting  fluid 
is  contained  in  a  paste,  and  the  zinc  electrode  forms  the  coo- 
taining  vessel. 

Gassner  Dry  Cell. — Two  forms  of  the  cell  arx;  made, 
being  cylindrical  (Fig.  132),  the  other  elliptical  (Fig.  133).    The 
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carbon  rod  or  plate  occupies  about  one  half  of  the  space  in  the 
cell,  and  the  space  between  the  carbon  and  the  cell  is  fiM 
with  the  following  mixture  :  "  Oxide  of  zinc  i  part  by  weight, 
sal-ammoniac  i  part  by  weight,  plaster  3  parts  by  wei[ 
chloride  of  zinc  i  part  by  weight,  water  2  parts  by  weights 
The  oxide  of  zinc  in  this  composition  loosens  and  make*  * 
porous,  and  the  greater  porosity  thus  obtained  facilitates  the 
interchange  of  the  gases  and  diminishes  the  tendency  to  the 
polarization  of  the  electrodes."  The  mixture  used  in  the  cd» 
differs  somewhat  with  different  manufacturers.  E,  M,  F.  aboti 
1.3  volts, 

MescroU's  Composition  for  Dry  Cells  consists  of  charcoal 
parts,  mineral  carbon  or  graphite  i  part,  peroxide  of  manganC 
3  parts,  white  arsenic  oxide  i  part,  a  mixture  of  glucose  a' 
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dextrine  or  starch  t  part,  and  dry  hydrate  of  lime  i  part, — all 
by  weight.  These  ingredients  are  mixed  and  worked  into  a 
paste  with  a  solution  composed  o(  equal  parts  nf  a  saturated 
solution  of  ammonium  chloride  and  common  sail  to  which  are 
added  -,>ir  of  the  volume  of  a  solution  of  mercury  bichloride  and 
an  equal  volume  of  hydrochloric  acid. 

Efficiency  of  Dry  Cells. — Mr.  J.  A.  Barrett  in  a  paper  in 
the  Electrical  World,  Feb.  1890,  states  as  follows: 

"The  office  of  water  in  primary  batteries  is  twofold  :  first, 
it  is  to  dissolve  and  hold  in  an  operative  state  the  chemicals  by 
which  the  voltaic  action  of  the  cell  is  excited  and  continued  ; 
and  second,  it  is  to  dissolve  and  diffuse  the  chemical  products 
resulting  from  that  action.  It  is  evident  from  this  that  tJie 
amount  of  water  which  any  type  of  battery  is  capable  of  hold- 
ing bears  a  direct  relation  to  the  amount  of  work  which  a  fixed 
size  of  that  particular  battery  is  capable  of  yielding. 

"The  relations  of  these  propositions  to  the  'dry'  battery 
question  will  appear  from  an  application  to  the  case  of  zinc- 
carbon  sal-ammoniac  batteries.     The  amount   of  water  which 
3ny  cell  wilt  contain  stands  almost  alone  and  nearly  independ- 
ent of  the  size  and  form  of  the  electrodes  as  the  limiting  meas- 
urcof  the  ultimate  life  of  the  battery  at  any  work  for  which  it 
is  fitted.     The   size    and   form    and    quality  of  the   electrodes 
aflfect  the  temporary  constancy  of  the  cell,  but  the  question 
whether,  in  any  specified  service  for  which  the  cell  is  adapted, 
it  will  continue  active  for  one  month,  or  six  months,  or  a  year, 
is  answered  almost  exclusively  by  the  measured   quantity  of 
Water  which  the  cell  is  made  to  contain.     In  all  these  batter- 
ies it  is  the  loss  of  sal-ammoniac  and  the  accumulation  of  zinc 
oxides  and  ammonio-compounds  which  determines  the  final 
lailure  of  battery  action  ;  and   consequently  the  displacement 
^^^e  available  water  of  solution   in  any  degree  by  absorbent 
^BhJs  will  proportionately  shorten  the  active  life  of  the  cell. 
^Bc  impediment  which  the  absorbent  packing  offers  to  the 
flciirable  diffusion  and  equalization  of  the  soluble  products  in 
^uth  cells  is  not  referred  to  here,  for.  compared  with  the  im- 
portance of  the  amount  of  water  present  for  promoting  the 
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solubility  of  these  products,  the  free  circulation  of  the  fluid  is 
only  a  secondary  consideration. 

"  The  value  of  an  abundance  of  water  in  batteries  will  be 
still  further  emphasized  by  a  statement  of  fact  concerning  the 
Leclanch^  battery.  In  this  cell  the  serviceable  life  of  the 
negative  element  is  commonly  supposed  to  be  fixed  by  the 
amount  of  binoxide  of  manganese  associated  with  the  carbon 
conducting  plate  ;  but  it  is  susceptible  of  ready  demonstration 
that  long  before  the  active  oxygen  of  the  manganese  is  ex- 
hausted,  the  element  is  declared  used  up  and  is  customarily 
thrown  out  as  worthless.  The  cause  of  this  failure  of  the  ele- 
ment is  chiefly  the  accumulation  in  the  porous  cup  and  among 
the  manganese  of  compounds  of  zinc  .which  are  insoluble  in 
the  scanty  and  impoverished  fluid. 

"  The  result  of  this  condition  is  not  so  much  a  loss  of  elec- 
tromotive force  as  an  increase  of  internal  resistance  of  the  cell. 
Such  a  clogged-up  element  may  be  made  fit  for  a  renewed 
term  of  work  by  judicious  treatment  to  a  washing  in  dilute 
muriatic  acid,  and  by  setting  up^^g^nwith  a  fresh  charge  of 
sal-ammoniac;  or  the  resuscitation  may  be  partially  secured 
without  the  washing  by  supplying  the  battery  with  a  new  and 
strong  solution  of  sal-ammoniac,  to  which  it  is  well  to  add  a 
little  muriatic  acid. 

"  But  the  clogging  up  of  the  element  and  the  period  of  its 
activity  would  have  been  in  the  first  instance  postponed  if  the 
element  had  been  used  in  a  larger  jar  with  more  water  con- 
taining more  sal-ammoniac.  And  conversely,  the  first  life  of 
the  element  would  have  been  shortened  by  the  employment 
of  absorbent  material  and  the  consequent  displacement  of  ^ 
part  of  the  water  of  solution. 

**  A  distinction  should  be  recognized  between  the  constancy 
of  electromotive  force  under  temporary  test  and  the  durati<^^ 
of  the  period  over  which  the  cell  will  perform  a  spccifi^^ 
amount  of  work.  The  packing  of  the  cell  with  inert  matter  ^° 
the  exclusion  of  a  portion  of  the  water  does  not  necessar**^ 
weaken  its  electromotive  force,  especially  during  the  caf^^' 
stages  of  its  service ;  but  by  so  much  as  the  water  is  displace  ^ 
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the  time  is  hastened  when  the  original  excitants  of  the  battery 
lose  their  energy  and  are  supplanted  by  the  deleterious  prod- 
ucts of  chemical  action. 

**  What  is  here  stated  of  zinc-carbon  sal-ammoniac  batteries 
is  equally  true  of  all  types  of  cells  in  which  the  impoverish- 
ment of  the  battery  in  service  is  attributable  to  the  accumula- 
tion of  undissolved  products.  Those  batteries  in  which  chro- 
mic salts  are  employed  will  evidently  do  more  and  better  work 
with  a  free  fluid  than  if  the  chemicals  are  incompletely  supplied 
with  water.  In  fact,  the  principle  is  of  pretty  general  applica- 
tion to  all  open-circuit,  batteries.  On  the  basis  of  electrical 
measurement,  therefore,  it  may  be  held  that  in.  efficiency  and 
economy  the  fluid  batteries  are  very  considerably  superior  to- 
the'dry.'"' 

EAKTH  AND  SteA-WAtER   BATTERIES. 

Kemp  (1828)  proposed  placing  in  the  sea,  at  a  distance 
of  half  a  mile  apart,  two  large  plates  respectively  of  zinc 
and  copper  connected  by  an  insulated  wire  along  the  shore. 
Shortly  afterward  Fox  and  Reich  repeated  this  experiment 
with  the  plates  buried  in  the  earth.  Becquerel,  Magrini, 
Matteucci  and  others  have  also  made  investigations  in  the 
same  direction.  The  various  researches  examined  by  Du 
Moncel  have  led  to  his  formulating  thq  following  conclusions : 

"  I.  Oxidizable  plates  of  the  same  metal  and  alike  in  size, 
connected  by  an  insulated  wire,  may  produce  a  quite  energetic 
telluric  current  when  they  are  buried  in  earth  under  different 
conditions  of  moisture.  The  current  then  passes  through 
the  wire  from  the  plate  in  the  soil  which  is  the  most  damp — 
this  plate  acting  like  the  electro-positive  plate  of  a  voltaic 
couple. 

"2.  The  current  thus  produced  depends  for  its  energy  upon 
the  extent  of  difference  of  humidity  between  the  connected 
soils,  on  the  attackability  of  the  surface  of  the  electro  posi- 
tive plate,  and  on  the  size  of  the  electro-negative  plate. 

"3.  The  E.  M.  F.  of  current  on  a  metallic  circuit  formed  by 
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a  telegraph  wire  of  3  mm.  in  diameter  and  1735  metres  in 
length  may  equal  about  one  sixth  that  of  the  Daniell  element 

'*  4.  The  current  loses  in  strength  as  the  soil  around  the 
plates  becomes  dry." 

Palagi  has.  obtained  more  powerful  and  more  lasting  effects 
by  substituting  a  plate  of  carbon  for  the  copper  plate.  Amal- 
gamation of  the  zinc  also  increases  the  current  intensity.  A 
chain  of  24  zincs  was  placed  at  the  Oissel  Bridge  near  Rouen, 
and  one  of  forty  carbons  at  Asni^res,  the  intervening  distance 
being  120  kilometres.  The  current  operated  a  Wheatstonc 
telegraph  even  with  a  single  carbon.  One  of  the  most  inter- 
esting observations  made  by  Becquerel  on  these  currents  is 
that  water  is  positive  to  earth  when  it  comes  from  a  stream 
or  river,  but  negative  when  the  water  is  stagnant,  as  at  the  bot- 
tom of  a  well.  Lambron,  who  has  studied  the  question  with 
reference  to  thermal  and  sulphurous  springs,  finds,  however, 
that  under  certain  conditions  Becquerel's  conclusions  must  be  1 
modified.  Thus  the  earth  is  always  positive  to  sulphurous 
waters,  whether  the  latter  be  running  or  stagnant.  The  phe- 
nomena noted  by  Becquerel  most  commonly  occur  with  ordi- 
nary waters,  but  again  according  to  Lambron  the  earth  is 
negative  to  well-water  from  a  sandy  soil,  and  the  water  of  such 
a  well  has  the  same  polarity  as  that  of  the  water-course.  On 
the  other  hand,  Lambron  finds  that  this  same  running  water 
may  become  negative  to  the  earth  after  falling  over  rocks  or 
when  it  is  in  a  foamy  or  bubbling  state. 

Hogd  and  Pigott  Earth  Battery, — This  consists   of  three 
plates  of  different  metals  of  such  a  nature  that  one  is  clectfo 
positive   and   electro-negative  to  the  other  two  respectively- 
These    conditions   are    realized    with    copper,  iron,  and   zi*^^* 
With  this  battery  the  current  direction  may  be  reversed.      *^ 
is  reported  to  have  been  used  successfully  on  a  telegraph  l*^^ 
between  Southampton  and  the  Island  of  Guernsey.     Du  ^4^^ 
eel,  however,  states  that   the  maximum  distance  over  wt^^'' 
such  a  telegraphic  system  can  be  worked  is  20  kilometres. 

Lcvoir  Earth  Battery, — According  to  Du  M  on  eel,  this  cr  ^^ 
sists  in  two  plates,  zinc  and  carbon,  placed  in  porous  vessel  ^ 
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rcr>'  large  dimensions  and  buried  in  moist  earth  at  the  sepa- 
ated  stations.  The  vessels  each  contain  a  different  liquid. 
The  liquid  which  surrounds  the  carbon  electrode  is  water  very 
slightly  acidulated  with  nitric  acid.  The  zinc  is  immersed  in 
salt  water.  This  battery  has  worked  a  telegraph  line  57  kilo- 
metres long. 

Pigott  Submarine  Battery, — By  connecting  the  core  of  a 
cable  with  its  iron  envelope,  an  electric  current  has  been  ob- 
tained the  intensity  of  ^vh^ch  is  equal  to  yirfjnr  P^rt  of  that  of 
the  current  furnished  by  a  Daniell  cell  on  a  circuit  of  no  re- 
sistance. 


CHAPTER  XVI. 

^  -  ■  •  • 

GAS  CELLS  (Secondary  Cells). 

Gautherot  (1801)  appears  to  have  been  the  first  to  obsei 
that  wires  of  platinum  or  silver  after  having  been  used  l 
the  decomposition  of  salt  water  possessed  the  property  of  g 
ing,  after  having  been  removed  from  the  cell,  an  electric  c 
rent  opposite  in  direction  and  of  short  duration.  Volta  a 
Erman  also  observed  that  a  piece  of  paper  placed  betwc 
two  metallic  plates  serving  as  poles  of  a  battery  became  its 
polarized. 

Ritter  Ce//{iSoi). — This  consists  of  a  series  of  gold  plat 
superposed  like  the  zinc-copper  disks  of  the  voltaic  pile,  ai 
separated  from  one  another  by  disks  of  cloth  moistened  with 
saHne  solution.  Ritter  also  used  disks  of  platinum,  copp* 
brass,  iron,  and  bismuth,  but  he  determined  that  the  mc 
energetic  currents  were  given  by  gold,  platinum,  and  silver. 

Grove  Cell  (1829). — Hydrogenatcd  platinum,  oxygenate 
platinum.  The  platinum  electrodes  are  immersed  at  their  low- 
ends  in  dilute  sulphuric  acid  (Fig.  134).  Any  voltameter  ca 
taining  water  acidulated  with  sulphuric  acid  and  platinu 
plates  may  serve  as  a  gas  cell.  Grove's  cell  may  work  as 
primary  cell  if  the  tubes  of  the  voltameter  be  filled  one  wi 
oxygen  and  the  other  with  hydrogen  prepared  by  ordina. 
chemical  processes.  According  to  Matteucci,  the  action  oft! 
platinum  wires  may  be  increased  by  warming  them  for  a  fe 
moments  in  the  flame  of  an  alcohol  lamp  before  using  them 
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electrodes.     Under  the  most  favorable  conditions  the  E.  M.  f 
of  the  gas  cell  containing  wires  of  non-platinized  platinum 
scarcely  exceeds  0.843  volt.     The  E.  M.  F.  of  the  Grove  ele- 
ment is  independent  of  gas  pressure ;  but  its  intensity  (strength) 
is  perceptibly  proportional  thereto. 

Grove  considered  the  seat  of  chemical  action  to  be  at  the 
line  of  contact  of  the  platinum  liquid  and  gas.  This  appear 
inconsistent  with  the  fact  that  a  continuous  current  is  obtained 
with  water  holding  hydrogen  in  solution  in  one  tube  and  oxy- 
gen in  another.  De  la  Rive  (1843)  and  Gaugain  (1867)  thought 
the  development  of  electricity  in  the  Grove  cell  to  be  due 
to  the  chemical  action  exercised  on  the  hydrogen,  under  the 
influence  of  the  platinum,  by  the  dissolved  and  not  by  the 
gaseous  oxygen.  According  to  H.  F.  Morley  (1878),  at  least  a 
piirt  of  the  current  from  the  gas  cell  is  due  to  dissolved  gas. 
Magunna  (1886)  concludes  that  the  hydrogen  which  adheres 
to  the  platinum  combines  with  the  oxygen  of  the  water,  the 
hydrogen  of  which  last  forms  an  equal  quantity  of  water  with 
the  oxygen  surrounding  the  other  platinum  plate.  There 
would  be,  therefore,  at  the  positive  electrode,  decomposition 
iitul  recomposition  of  a  like  amount  of  water;  at  the  negative 
electrode,  combination  of  the  hydrogen  of  the  water  with  the 
oxy<^en  in  the  containing  tube.  Although  the  two  gases  may 
combine  through  the  medium  of  the  water,  the  conditions  are 
as  if  the  hydrogen  contained  in  one  tube  combined  directly 
with  the  oxygen  contained  in  the  other  tube. 

Gnlchcr  Gas  Cell. — This  is  constructed  on  the  same  prin- 
ciple as  the  Grove  cell,  with  a  special  arrangement  adapting  i^ 
for  practical  use. 

Smith  Gas  Cell. — A  Grove  gas  cell  so  arranged  as  to  ac- 
cumulate gases  under  a  pressure  of  6  or  7  atmospheres,  anci*^"-^ 
store  it  up  in  sufficient  quantities  so  that  the  apparatus  nu^)' 
act  as  an  electrical  reservoir. 

A.  S.  HcrstJul  Gas  Cell  fi882\— Platinum  plates  beateJ 
for  >LVt  ral  days  at  a  \\vj\\  temperature  in  a  crucible  fallcci*-*^ 
'anipblack.  The  -urfacc  of  the  plates  has  a  rough  Cx^^ 
deposit.     The  cell  is  formed  in  the  same  way  as  the  preowi^^* 
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Gaugain  Gas  Cells. — The  simplest  of  these  is  that  obtained 
)y  combining  together  under  a  high  temperature  glass  tubes 
/hich  contain  respectively  air  and  alcohol  vapor.  The  nature 
i  the  electrodes,  which  act  merely  as  conductors,  is  immaterial, 
jaugain  has  experimented  with  the  following  couples : 


Air  or  oxygen 

and  nitrogen ; 

"     carbonic  acid ; 

"     hydrogen ; 

"     water  vapor ; 

"     alcohol   " 

"     ether      " 

The  only  active  couples  are  those  in  which  one  of  the  ele- 
nents  is  air  or  oxygen  and  the  other  an  elastic  fluid  different 
rom  these  two  gases.  The  author  considers  that  the  current 
o  generated  is  due  to  the  action  of  oxygen  on  glass  in  a  state 
>f  fusion,  and  that  the  second  elastic  fluid  acts  merely  as  a 
onductor.  De  la  Rive,  while  recognizing  the  action  of  the 
>xygen  upon  the  melted  glass,  holds  that  the  phenomena  ob- 
erved  by  Gaugain  are  similar  to  those  which  take  place  in  the 
jrove  gas  cell,  with  the  difference  that  the  electrolytic  liquid 
vhich  separates  the  two  elastic  fluids  is  melted  glass  instead  of 
icidulated  water. 

E,  Becquerel  Gas  Cell  (1853). — Two  platinum  wires,  one 
:ntirely  immersed  in  a  solution  of  gold  chloride  and  the  other 
mmersed  partly  in  gold  chloride  and  partly  in  hydrogen. 
The  first  wire  takes  positive  electricity.*' 

L.  Matche  Gas  Cell, — The  current  produced  by  this  cell 
5  obtained  by  oxidizing  illuminating  gas  by  atmospheric  oxy- 
gen. The  gas  is  led  through  a  tube  of  rubber  into  a  porous 
:up  containing  crushed  carbon.  Outside  is  platinized  carbon 
exposed  to  the  atmosphere.  The  liquid  in  the  cell  is  acidu- 
ated  water.  When  the  circuit  is  closed,  atmospheric  oxygen 
:ombines  with  certain  compounds  of  the  gas,  forming  water. 
The  current  is  very  constant,  but  limited  in  production  by  the 
solubility  of  illuminating  gas  and  oxygen  in  water. 
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Zcnger  Gas  Ce//  (1S83), — Carbon,  gaseous  bromine,  carbo 
hydrogen. 

E,  M.  F,  of  Palladium  in  Gas  Cells  {£.  Villari,  1870).- 
I.  If  there  be  placed  in  hydrogen  two  electrodes,  respectivd; 
of  platinum  and  palladium,  the  palladium  electrode  is  mon 
oxidizable ;  and  as  the  two  metals  are  nearly  of  the  same  dt- 
gree  of  inalterability  in  acidulated  water,  it  follows  that  hy- 
drogen is  more  oxidizable  on  contact  with  palladium  than  with 
platinum. 

"  The  action  of  oxygen  in  gas  cells  with  palladium  electrodes 
is  very  complex  and  may  materially  affect  experimental  results. 
Platinum  immersed  in  electrolytic  oxygen,  always  containing 
ozone,  acts  energetically  electropositive  relatively  to  the  same 
metal  immersed  in  ordinary  oxygen.     In  the  case  of  palladium 
electrodes  the  action  is  still  more  complex,  because,  in  addition 
to  the  formation  of  ozone  by  electro-chemical  decomposition, 
the  palladium  which  has  operated  as  the  positive  electrode  in 
a  voltameter  becomes  coated  with  a  dark  red  film  of  palladiur 
oxide.     This  last  dissolves  rapidly  in  acidulated  water,  and 
a  short  time  the  metal  regains  its  lustre.     It  acts  furthermc 
as  a  powerful  oxidizer.     On  comparing  two  gas  cells,  one 
which  has  platinum  and  the  other  palladium  electrodes, 
E.  M.  F.  of  the  last  is  found  to  be  the  greater." 


INFLUENXE  OF  TIIK   E.  M.  F.  OF  A  CELL  ON  THE  POLARIZ/ 
OF  THE   ELECTRODES.      (E.    BECQUEREL.) 


E.   xM.   F.'s 

Number  of 
Cells. 

Of  Cells 
Singly. 

Of  Cells  over 
Voltameter. 

v 

I  Bunsen 
2 

3 
4 
6 

8 

1.666  volts 
3.270     " 

O.S25      '* 
10.200      *' 

13  3S1      " 
16. 711      " 

Barely    0.017  volts 

0.773       *• 
2.307       "            1 

4.522       ** 

6.9S7      "            1 
10.115       " 
13.319       '* 
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The  voltameter  contained  platinum  electrodes  and  acidu- 
lated water.  The  figures  of  the  fourth  column,  which  are  the 
<liflFerences  between  those  of  the  second  and  third  columns,  give 
the  effects  of  the  secondary  current  due  to  the  polarization  of 
the  voltameter  plates  by  the  oxygen  and  hydrogen.  In  simple 
couples,  it  is  necessary  to  consider  only  the  inverse  E.  M.  F. 
relative  to  the  hydrogen,  and  there  may  be  placed  in  the  cir- 
cuit an  appa^tus  containing  acidulated  water  and  having  for 
positive  electrode  a  zinc  plate  and  for  negative  electrode  a 
plate  of  platinum.  Experiment  shows  that  the  action  of  the 
simple  couple  is  nearly  constant  and  averages  about  1.54  volts. 
Now,  as  the  action  exerted  on  the  zinc  alone  by  water  acidu- 
lated with  sulphuric  acid  is  equal  to  1.347  volts,  it  follows  that 
polarization  effect  due  to  the  hydrogen  is  0.193  volt,  or  the 
difference  between  the  above  numbers  (E.  Becquerel). 

Experiments  to  determine  the  part  which  each  of  the  elec- 
trodes takes  in  polarization  have  so  far  yielded  differing  results. 
Poggendorff  has  found  that  both  electrodes  concur  equally  in 
the  production  of  the  developed  E.  M.  F.  Lenz  and  Saweljev,  on 
the  other  hand,  find  that  the  cathode  is  more  potent  than  the 
^node.  According  to  Gaugain,  the  polarization  of  the  anode 
-''emains  always  the  same,  but  the  polarization  of  the  cathode 
"increases  when  acidulated  water  is  employed  and  attains  the 
wiaximum  with  pure  water.  The  following  are  the  results  ob- 
tained : 

^XJistilled  water  +  -^  )  Polarization  of  the  anode 10.0* 

sulphuric  acid        )  «<         •      <*      cathode 8.1 

Total 18.1 

Distilled  water   I  Po^arizaUon  of  the  anode  lo.o 

-        j  "  "       cathode 12.5 

Total 22.5 


These  numbers  are  merely  simple  ratios. 
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maximum  e.  m.  f.  of  a  voltameter  the  platinum  plat 

of  which  are  separated  by  a  porous  partition. 

(raoult,  1863.) 

Water  acidulated  with  sulphuric  acid  free  from  air.  Ci 
rent  from  five  Bunsen  cells  : 

E.  M.  F.-i. 

After    5  minutes'  action 2.23  volts. 

"     20       "  "      2.27     " 

"        I  day's  "      2.32      " 

With  acidulated  water,  not  boiled  and  without  diaphr^rr 

After    5  minutes'  action 2.13  volts. 

"     20        "  "      2.19     " 

"        1  hour's  "      2.23      " 

"        I  day's  "      2.11      " 

Other  observers  find  as  maxima :  Gaugain,  2.16  volt 
Wheatstoiie,  2.34  volts;  Lenz  and  Saweljev,  2.26  volts.  It  a 
pears,  therefore,  that  the  maximum  E.  M,  F.  of  a  voltamct 
containing  acidulated  water  and  platinum  plates  is  nearly  twi 
that  of  the  Daniell  element.  These  results  do  not  agree  \vi 
the  E.  M.  F.  (0.843  volt)  generally  assigned  to  the  Grove  g 
cell.  As  I.enz  and  Saweljev  have  hitherto  remarked,  tl 
li.  M.l".  of  the  Grove  cell  is  the  sum  of  the  polarizations  of  t' 
Ivvo  electrodes,  or 

Polarization  of  the  cathode 1,24  volts, 

"  "      anode 1. 02     " 


Kohha. 

PliiToat  t>( 
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square  section  and  immersed  in  dilute  sulphuric  acid  a  polari- 
zation equal  to  1.079  volts.  Grove  has  also  obtained  a  current 
by  substituting  for  the  hydrogen  and  oxygen  in  his  cell  the 
following:  chlorine  and  hydrogen;  chlorine  and  oxygen;  hy- 
drogen and  carbonic  oxide ;  oxygen  and  carbonic  oxide ; 
ethylene  and  oxygen.  Of  these  combinations  the  greatest 
E.  M.  F.  is  produced  by  chlorine  and  hydrogen,  and  the  least 
by  ethylene  and  oxjgen.  No  current  is  yielded  by  the  com- 
bination of  nitrogen  and  oxygen,  nitrogen  and  hydrogen, 
nitrogen  protoxide  and  oxygen. 

Grove  has  obtained  a  current  with  combinations  of  phos- 
phorus and  oxygen,  and  sulphur  and  oxygen.  Each  of  these 
bodies  was  contained  in  one  of  the  test-tubes  of  the  gas  cell  : 
the  tube  enclosing  the  phosphorus  or  the  sulphur,  however, 
instead  of  containing  air  was  filled  with  nitrogen,  a  gas  com- 
pletely indifferent  in  relation  to  oxygen.  Sulphur  produced  no 
current  unless  liquefied  by  heat.  A  battery  of  ten  phosphorus- 
oxygen  cells  decomposes  water.  In  these  experiments,  as  De 
1^  Rive  has  remarked,  the  phosphorus  and  sulphur  vapors 
located  in  the  inert  nitrogen  take  the  place  of  the  hydrogen  in 
the  ordinary  gas  cell,  and  like  it  combine  under  the  influence  of 
'the  platinum,  through  the  medium  of  the  electrolytic  liquid, 
"^ith  the  oxygen  contained  in  the  opposite  tube. 

TAf   Gas  Battery  as  an  Accumulator, — Mr.  W.  M.  Stine 
has  used  for  this  purpose  a  modification  of  the  Grove  cell,  and 
also  a  special  form  of  carbon  electrode.     He  states  as  follows  : 
**  The    high    absorptive    power    of    finely-divided    carbon    for 
gases  was  utilized.     Well-burned  animal  charcoal  was  treated 
'^ith  acid  to  dissolve  out  the  mineral  matter,  and  then  thor- 
oughly washed  and  dried  at  a  high  temperature  to  expel  all 
gases  absorbed  by  it      This  dried  mass  was  moistened  with  a 
40  per  cent  (by  weight)  solution  of  sulphuric  acid  and  packed 
ii^   small  battery  tumblers  around  the  porous  cups,  which  were 
also  filled  with  the  same  mixture.     Plain   arc  carbons  were 
heated  and  inserted  for  the  electrodes,  and  so  connected  as  to 
'i^ake  the  carbon  in  the  porous  cup  positive.     A  current  of  one 
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.i.i.[)cic  was  generally  employed  in  charging,  and  the  potential 
^  uciuilv  noted  bv  a  voltmeter. 

••  A  noticeable  feature  of  these  cells  was  the  rapidity  with 
uhieh  they  acted  with  a  very  small  charge.  The  first  charge 
uas  continued  for  five  minutes,  and  they  behaved  quietly  and 
uithout  *jasing,  except  at  the  water-line  if  made  too  moist. 
Such  charges  usually  developed  voltages  ranging  from  .9  to 
1.4  volts.  They  were  then  discharged  through  an  electric  bell, 
to  determine  relative  efficiency. 

'*The  first  five-minute  charge  given  to  a  cell  would  usually 
ling  the  bell  for  nine  minutes,  and  this  increased  by  use  to 
hi>m  15  to  25  minutes.  Increasing  the  time  of  charge  showed 
that  the  cell  reached  its  limit  of  economical  capacity  in  about 
ten  minutes,  when  the  voltage  became  1.7  to  1.9.  When 
pushed  beyond  this  the  cells  would  gas  badly,  though  the 
voltage  increased  slowly  and  in  some  cases  reached  2.79  volts. 

**  The  stability  of  the  charge  was,  however,  low.  While  stand- 
ing charged  for  an  hour  the  voltage  decreased  considerably* 
and  the  decrease  was  more  marked  during  the  first  hourfoUo^v- 
ing  the  charge  than  subsequently.  But  the  output  in  watts 
was  but  slightly  lower  than  when  discharged  at  once. 

*'The  cells  were  frequently  allowed  to  remain  charged  for  l^ 
hours,  and  occasionally  the  charge  had  almost  entirely  disap- 
|M  and   by  the  end  of  this  period.     This  was  accounted  for,  i^ 
part,  by  the  appearance  of  the  oxygen,  or  positive  electrode* 
when  withdrawn  from  the  cell;  it  was  invariably  eaten  and  fur- 
Mi\vt!«l.     In  one  case  where  the  cell  had  been  in  use  for  sonric 
time  the  electrode  was  found  reduced  to  the  thickness  of   ^ 
Irad-pencil.     It  resembled  the  worn  zinc  from  a  Leclanche  celU 
and  tlic  carbon  appeared  to  have  been  consumed  rather  than 
Nimply  disintegrated.    The  hydrogen  or  negative  electrode    in 
no  case  showed  signs  of  corrosion,  except  where,  by  change  0I 
pdlarlty,  it  ha^  Heen  oositive^     '^'  *    oxidation  of  the  carboi" 
finally  led  ^  oeriments. 

••  The  \  pure  and  ?•     *  *    i 

licit  prac  ""^th 
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is  an  excellent  one  and  should  be  successful.  If,  instead 
)mbining  the  gas  battery  and  the  accumulator  in  a  single 
the  gases  were  led  through  pipes  into  another  cell,  where 
could  be  kept  separated,  this  gas  cell  could  be  connected 
irallel  with  the  accumulator,  and  the  energy  lost  by  gasing 
»st  completely  restored.  Were  the  gas  cell  to  contain  some 
rbent  substance  in  connection  with  a  liquid,  it  would 
:ar  to  yield  better  results." 


CHAPTER   XVII. 

GENERAL   PRACTICAL  DATA. 

CLASSIFICATION  OF  METALS  WITH  REFERENCE  TO  THEIR 
KLECTKOMOTIVE   FORCES. 

In  the  following  lists  each  metal  is  positive  in  the  celt  in 
I  chitioit  to  all  which  follow  and  negative  in  relation  to  all  which 
l>iuccUc  it  when  immersed  in  the  exciting  liquids  stated.  The 
I'ligiii.il  classitication  by  \'olta  is  as  follows:  Zinc,  lead,  tin, 
ium,  coptHT,  siU-er.  gold,  carbon,  graphite,  manganese. 

LUsiu.lEP  Watfr  (Matthiesscn  and  Bunsen).— Potas- 
•.luut,  M-t-iiLim.  lithium,  calctunu  strontium,  magnesium. 

\V  \it;nvKoch»erV — Zinc.  lead.  :in.  iron,  antimony. bismuth. 

l>iii,rt:  AOit';?  ilVvv', — Fota-^ium.  barium,  amalgamated 
'.111^,  ',111V,  amuK>(i;-,:;n  aiiia'.gam.cjcmium.  tin,  iron,  antiroony, 
li-.ul.  \\>p^>^-r,  siiVtfr.  palladium.  teUuriutn.  gold,  [rfatinum, 
imtuiiH.  ih..v!ttim. 

Si.  I  I'Ul.  KK"  -Wl-j  t  f  \Rr  —  W.VTTR  I  F.VRT  (Pfaff^— Zinc 
^^ditiuiiii.  tit.  Ic.ui.  tuTTi;-*!!:-!.  icon,  bismuth,  antimony.  copp«. 
'«tt\v).  Ji'.'W.  ti.-t!vi;ii.i:Ti.  yLi:v'u:T',  va':ac!i-m. 

VkK^  l>lH."fK:?vtKHVK:c  A.l'j  •Marii.-:inii. — ZinccariK" 
kHtvl  Hwi  COOtnL  feati.  tiB:^^>utg«iiCse.  tr^B.  [ooKblonf.  bnMJC 
V^'V»|,*».   oxvdhiwd   b«»»e» 
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Hydrochloric  Acid  (Faraday). — Zinc,  cadmium,  tin,. 
id,  iron,  copper,  bismuth,  nickel,  silver,  antimony. 

Nitric  Acid  i  vol.,  Water  7  vols.  (Faraday).— Zinc, 
imium,  lead,  tin,  iron,  nickel,  bismuth,  antimony,  copper, 
^^er. 

Nitric  Acid,  D.  =  1.48  (Faraday). — Cadmium,  zinc,  lead, 
,  iron,  bismuth,  copper,  antimony,  silver,  nickel. 

Concentrated  Nitric  Acid  (De  la  Rive). — Tin,  zinc, 
•n,  copper,  lead,  mercury,  silver,  lead  peroxide. 

10^  Solution  of  Pure  Hydrofluoric  Acid  (G.  Gore). 

Aluminium,  zinc,  magnesium,  thallium,  cadmium,  tin,  lead, 
icium,  iron,  nickel,  cobalt,  antimony,  bismuth,  copper,  silver. 
Id,  retort-carbon,  platinum. 

2%%  Solution  of  Pure  Hydrofluoric  Acid  (G.  Gore). 

Zinc,  magnesium,  aluminium,  thallium,  indium,  cadmium,. 
1,  lead,  silicium,  iron,  nickel,  cobalt,  antimony,  bismuth,  mer- 
ry, silver,  gold,  arsenic,  osmium,  ruthenium,  retort-carbon, 
atinum,  rhodium,  palladium,  tellurium,  osmiridium,  gold, 
dium. 

Anhydrous    Hydrofluoric   Acid,    T.  =  —  \f.j    (G. 

^re). — Zinc,  tin,  lead,  cadmium,  indium,  magnesium,  cobalt, 
Liminium,   iron,   nickel,   bismuth,   thallium,   copper,  indium, 
ver,  retort-carbon,  gold,  platinum,  palladium. 
Solution  of  Potash  or  Soda   (H.   Davy).— Alkaline 

etals,  zinc,  tin,  lead,  copper,  iron,  silver,  palladium,  gold, 
atinum. 

Solution  of  Potash  or  Soda,  Concentrated  or  Di- 
eted (Faraday). — Zinc,  tin,  cadmium,  antimony,  lead,  bis- 
uth,  iron,  copper,  nickel,  silver. 

Solution  of  Potash  or  Soda,  D.  =  1.33  (Pfaff).— Tin, 

"ic,  antimony,  lead,  copper,  gold,  platinum,  bismuth,  steel, 
ver. 

Solution  of  Potash  (A.  Bennett,  1875).— Zinc,  lead,  tin, 
senic,  copper,  cobalt,  nickel,  soft  iron,  steel,  gold,  platinum, 
-rbon,  silver. 

Solution  of  Ammonia,  D.  =  0.95  CPfaff;.— Zinc,  tin,  lead, 
Iver,  copper. 
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Solution  of  Ammonium   Chloride    (Pog^endorff).- 

Zinc,  cadmium,  manganese,  lead,  tin,  iron,  steel,  uranium,  brass, 
magnetic  iron,  maillechort,  cobalt,  bismuth,  antimony,  arsenic, 
chromium,  silver,  mercun*,  copper,  pyrites,  tellurium,  gold, 
galena,  coke,  platinum,  plumbago,  manganese  peroxide. 

SoLLTiON  OF  Sodium  Chloride  (Fechner).— Zinc,  lead, 
tin.  iron,  antimony,  bismuth,  copper,  silver,  gold,  platinum. 

I  PART  Potassium  Cyanide  in  8  parts  of  Water 
(Poggendorff). — Amalgamated  zinc,  zinc,  copper,  cadmium,  tin, 
silver,  nickel,  antimony,  lead,  mercury,  palladium,  bismuth, 
wrought-iron,  platinum,  cast-iron,  coke. 

I   PART    Potassium  Ferrocyanide  and   8   parts  of 
Water  (Poggendorff). — Zinc,  cadmium,   lead,  copper,  anti- 
mony, tin,  bismuth,  nickel,  cast-iron,  wrought-iron,  palladium, 
silver,  carbon,  platinum. 

Dilute    Solution  of   Potassium   Sulphydrate  (FI- 

Da\-\*). — Zinc,  tin,  copper,  iron,  bismuth,  silver,  platinum,  pa^l- 
ladium,  gold,  carbon. 

Yellow  Solution  of  Potassium  Sulphate  (Faraday^ 

— Cadmium,  zinc,  copper,  tin,  antimony,  silver,  lead,  bismut  1i. 
nickel,  iron. 

Dilute  Solution  of  Pentasulphide  of  Potassiit  ^i 

<  Faraday*. — Zinc,  copper,  cadmium,  tin,  silver,  lead,  antimom^'. 
nickel,  bismuth,  iron. 

Dilute  Solution  of  Fluoride  of  Silver  (G.  Gore)- — 

Aluminium,  magnesium,  silicium.  indium,  rhodium,  wood-c^^- 
bon  y lignum  iUvlk  platinum,  silver,  palladium,  tellurium,  ^c\^' 

FursEi'  Boric  Acid  iG.  Gore>. — Iron,  silicium,  carbc>ii» 
platinum,  gold,  copper,  silver. 

Fused  Phosphoric  Acid  (G.  Gore). — Zinc,  iron,  copp^^' 

silver,  olatinum. 

FvsKD  Potassium  Hydrate  »G.  Gore).— Silicium,  alu^^^^" 

nium.  zinc.  iron.  lead,  carbon,  platinum,  silver. 

Fv-k:»  Potas-:vm  Carbonate  .G.  GoreV— Silicium,  ir^^  "' 

7,'r.z.  carbon,  ccrrrer.  silver,  platinum. 

Fv-Ei'    P   7A->ivv    Chloride    ^G.   Gore). — Aluminii-*  ^^ 
zfr.c.  iron,  corner,  silver,  clatinum. 
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Fused  Potassium  Fluoride  (G.  Gore).— Palladium,  gold, 

platinum,  iridium. 

Fused  Silver  Fluoride  (G.  Gore). — Silver,  platinum, 
wood-carbon  {lignum  vita)y  palladium,  gold. 

Fused  Ammonium  Nitrate  (G.  Gore). — Magnesium,  zinc, 

lead,  copper,   silver,   tin,   aluminium,    iron,    silicium,   carbon, 
platinum. 

In  the  following  tables  are  given  the  similar  classifications 
of  metals,  etc.,  in  different  solutions  carried  to  different  degrees 
of  concentration  and  also  maintained  at  different  tempera- 
tures. 
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Table 
solutions  of  chloride  of  potassium  at  different 

(G.  Gou, 


Quantity  of 
OK. 


0.139^ 


Magnesium 

Zinc 

Cadmium 

Thallium 

Aluminium 

Indium 

Tin 

Uad 

Silicium 

Iron 

Cobalt 

Copper 

Antimony 

Bismuth 

Mercury 

Nickel 

Tellurium 

Iridium 

Rhodium 

Palladium 

Gold 

Silver 

Platinum 

i  Carbon 


0.394^ 


Ma^esium 

Zinc 

Thallium 

Aluminium 

Cadmium 

Indium 

Lead 

Iron 

Tin 

Cobalt 

Silicium 

Antimony 

Bismuth 

Copper 

Nickel 

Tellurium 

Iridium 

Mercury 

Rhodium 

Palladium 

<^ld 

Silver 

Platinum 

Carbon 


1.096^ 


Magnesium 

Zinc 

Cadmium 

Thallium 

Aluminium 

Indium 

Iron 

Lead 

Tin 

Silicium 

Cobalt 

Nickel 

Copper 

Antimony 

Bismuth 

Tellurium 

Mercury 

Palladium 

Silver 

Gold 

Iridium 

Platinum 

Rhodium 

Carbon 


••S9«J^ 


Magnesium 

Zinc 

Aluminium 

Cadmium 

Thallium 

Indium 

Lead 

Iron 

Tin 

Silicium 

Cobalt 

Antimony 

Copper 

Nickel 

Bismuth 

Tellurium 

Silver 

Palladium 

Mercury 

Gold 

Platinum 

Iridium 

Rhodium 

Carbon 


5.i«4 


Magnesium 

Zinc 

CadmiuB 

AluminioB 

ThalliuM 

Indium 

Lead 

Tin 

Iron 

Cobalt 

Silicinm 

Antimony 

Bismuth 

Copper 

Nickel 

Tellurinffl 

Mercury 

Gold 

SUver 

Palladium 

Iridium 

Platinum 

Rhodium 

Carbon 


Table 
solutions  of  chloride  of  potassium  at  different 

(G.  Gore, 


Quantity  of 
CJK. 


0.X39JC 


Muf^nesium 

Zinc 

Thallium 

Aluminium 

Cadmium 

Indium 

Lead 

Tin 

Iron 

Silicium 

Cobalt 

Antimony 

Hismuth 

C<^pper 

Mercur.' 
Nickel  ' 

Tellurium 

Iridium 

Rliodium 

Palladium 

Gold 

Silv<T 

Platinum 

Carbon 


o.324Jt 


Ma^rnesium 
Zinc 

■  Thallium 
Aluminium 
Cadmium 
Indium 
Lead 
Iron 
Tin 
Cobalt 
•  Silicium 
Antimony 
Bismuth 
'Copper 
Xirkcl 
Tellurium 
llridium 
MiTcurv 
Rhodium 
Palladium 
'Gold 
Silver 
T*latinum 
Carbon 


x.296]( 


Mai^nesium 

Zinc 

Thallium 

Cadmium 

Aluminium 

Indium 

Lead 

Iron 

Tin 

Cobalt 

Silicium 

Antimony 

Nickel 

Bismuth 

Copper 

Tellurium 

Silver 

Palladium 

Mercury 

Gold 

Iridium 

Rhodium 

Platinum 

Carbon 


2.592^ 

s-iM 

Magnesium 

Magnesioia 

Zinc 

Zinc 

Thallium 

Cadmium 

Aluminium 

Aluminian 

Cadmium 

Thallium 

Indium 

Indium 

Lead 

Lead 

Iron 

Iron 

Tin 

Tin 

'Cobalt 

Cobalt 

Silicium 

Antimonf 

Antimony 

Bismuth 

Bismuth 

Silicium 

£?^P^'" 

Copper 

Nickel 

Nickel 

Tellurium 

Tellurinffl 

Silver 

Silver 

Mercury 

Mercury 

Iridium 

Tridiam 

jRhodium 

Rhodium 

■Palladium 

Gold 

Gold 

Pailadiam 

•Platinum 

Platinum 

Carbon 

CartKNi 
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EES  OF  CONCENTRATION.  TEMPERATURE  =  w'.yS  C. 


a 

15-55^ 

90.73^ 

a5.9ajr 

3«-««fl< 

Saturated. 

ium 

Magnetium 

Magnesium 

Magnesium 

Magnesium 

Magnesium 

Zinc 

Zinc 

Zinc 

Zinc 

Zinc 

m 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

um 

Aluminium 

Aluminium 

Aluminium 

Aluminium 

Aluminium 

Q 

Thallium 

Thallium 

Thallium 

ThaUium 

Thallium 

Indium 

Indium 

Indium 

Indium 

Indium 

Lead 

Lead 

Lead 

Lead 

Lead 

Tin 

Tin 

Tin 

Tin 

Tin 

Iron 

Iron 

Iron 

Iron 

Iron 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Silicium 

Antimony 

Silicium 

Silicium 

Copper 

»y 

Antimony 

£?IJP^ 

Antimony 

Antimony 

Antimony 

Copper 

Nickel 

Copper 

Copper 

Bismuth 

I 

Bismuth 

Silicium 

Nickel 

Bismuth 

Silicium 

Nickel 

Bismuth 

Bismuth 

Nickel 

Nickel 

m 

Tellurium 

Tellurium 

Tellurium 

SUver 

Silver 

SUver 

Silver 

Silver 

Tellurium 

Tellurium 

1 

Iridium 

Mercury 

Mercury 

Mercury 

Mercury 

im 

Mercury 

Iridium 

Iridium 

Iridium 

Iridium 

Gold 

Gold 

Gold 

Gold 

Palladium 

Palladium 

Palladium 

Palladium 

Palladium 

Gold 

n 

Platinum 

Platinum 

Platinum 

Platinum 

Rhodium 

m 

Rhodium 

Rhodium 

Rhodium 

Rhodium 

Platinum 

Carbon 

Carbon 

Carbon 

Carbon 

Carbon 

EES  OF  CONCENTRATION.  TEMPERATURE  =  37'. 78  C. 


1% 

»5.55^ 

ao.73^ 

25.923^ 

3x.ioJ< 

Saturated. 

(ium 

Magnesium 

Magnesium 

Magnesium 

Magnesium 

Magnesium 

Zinc 

Zinc 

Zinc 

Zinc 

Zinc 

im 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

ium 

Aluminium 

Aluminium 

Aluminium 

Aluminium 

Aluminium 

m 

Thallium 

Thallium 

Thallium 

Thallium 

Thallium 

Indium 

Indium 

Indium 

Indium 

Indium 

Lead 

Lead 

Uad 

Lead 

Lead 

Iron 

Iron 

Tin 

Tin 

Tin 

Tin 

Tin 

I'^on 

Iron 

Iron 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

1 

Silicium 

Antimony 

Antimony 

Antimony 

Antimony 

ny 

Antimony 

Silicium 

Copper 

Copper 

Copper 

Copper 

Copper 

Bismuth 

Bismuth 

Bismuth 
Silicium 

ll 

Bismuth 

Bismuth 

Silicium 

Silicium 

Nickel 

Nickel 

Nickel 

Nickel 

Nickel 

0*1 

am 

Tellurium 

Tellurium 

Tellurium 

Silver 

Silver 
Tellurium 

Silver 

Silver 

Silver 

Tellurium 

\ 

Tridium 

Mercury 

Mercury 

Mercury 

Mercury 
Iridium 

T 

Mercury 

Iridium 

Iridium 

Iridium 

am 

Palladium 

Gold 

Gold 

GoM 

Gold 

Rhodium 

Palladium 

Pnlbdium 

Palladium 

Palladium 

im 

Gold 

Platinum 

Platinum 

Rhodium 

Platinum 

■1 

Platinum 

Rhodium 

Rhodium 

Platinum 

Rhodium 

\ 

Cariwn 

Carbon 

Carbon 

Carbon 

Carbon 
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Table 

SOLUTIOKS  OF  CHLORIDE  OF   POTASSIUM   AT   DIFFERENT 

(G.  Gou, 


^kT"'           a«»* 

f 

"9« 

•<-SV^ 

5-««4 

iMagDCshim 

MaffBCshui 

MagnfHiWi 

Mafncsiiim 

Mafscsiiifli 

Zmc 

Ziac 

Zinc 

Zinc 

Zinc 

.Cadminm 

ThalUam 

Cadmium 

Aluminium 

CadmittB 

Thallium 

TbalUnm 

Alumioias 

Alunuaiam 

Cadmium 

AJamiimuB 

Thallium 

Thalltua 

Indium 

Indium 

Indium 

Indium 

Indium 

Tin                  1 

Lad 

Iroa 

Lead 

Lead 

Lead                [Iroo                    | 

Lead 

Iron 

Tin 

Silkfum 

Tin 

Tin 

Tin 

Iron 

Iron 

Cobalt 

Silicium 

Silicium 

Cobalt 

Cobalt 

Silicium 

Cobalt 

Cobalt 

Silidnm 

Cof>per            I 

Antimony 

Nickel 

Antimony 

Antimony 

Antimony 

Bismuth 

Copper 

Copper 

Bismuth 

Bismuth          | 

Copper 

Antimony 

Nickel 

Copper 

Mercury 

Nickel 

Bismuth 

Bismuth 

Nickel 

Nickel 

Tellurium 

Tellurium 

Tellurium 

Tdlurinm 

Tellurium 

Iridium 

Mercury 

SUver 

Mercurr 

Iridium 

Mercury 

Palladium 

Palladium 

Gold 

Rhodium 

Rhodium 

Silver 

Mercury 

SUver 

Palladium 

Palladium 

Gold 

Gold 

Palladium 

Gold 

Gold 

Iridium 

Platinum 

Iridium 

Silver 

Silver 

Platinum 

Iridium 

Platinum 

Platinum 

Platinum 

Rhodium 

Rhodium 

Rhodium 

Carbon 

Carbon 

Carbon 

Carbon 

Carbon 

Table 

SOLUTIONS  OF  CHLORIDE  OF   POTASSIUM   AT   DIFFERENT 

(G.  Gore, 


Quantity  of 
CllVt 


.»39^ 


Magnesium 
Zinc 

Thallium 
Aluminium 
Cadmium 
Indium 
Lead 
Tin 
Iron 
Silicium 
Cobalt 
lAniimony 
I  Bismuth 
Copper 
Mercury 
Nickel 

Tellurium 

Iridium 

Rhodium 

Palladium 

Gold 

Silver 

Platinum 

Carbon 


i.a9^ 


a.59a3< 


Magnesium 

Zinc 

Thallium 

Aluminium 

Cadmium 

Indium 

I^ad 

Iron 

Tin 

Cobalt 

Silicium 

Antimony 

Bismuth 

Copper 

Nickel 

Tellurium 

Iridium 

Mcrcurv 

Rhodium 

Palladium 

Gold 

Silver 

Platinum 

Carbon 


Magnesium 

Magnesium 

Zinc 

Zinc 

Thallium 

Thallium 

Cadmium 

Aluminium 

Aluminium 

Cadmium 

Indium 

Indium 

Lead 

Lead 

Iron 

Iron 

Tin 

Tin 

Cobalt 

Cobalt 

Silicium 

Silicium 

Antimony 

Antimony 

Nickel 

Bismuth 

Bismuth 

Copper 

Copper 

Nickel 

Tellurium 

Tellurium 

Silver 

Silver 

Palladium 

Mercury 

Mercury 

Iridium 

Gold 

Rhodium 

Iridium 

Palladium 

Rhodium 

Gold 

Platinum 

Platinum 

Carbon 

Carbon 

51M 


Magnesittin 

Zinc 

Cadmium 

AluminittD 

Thallium 

Indium 

Lead 

Iron 

Tin 

Cobalt 

Antimony 

Bismuth 

Silicium 

Copper 

Nickel 

Tellurioffl 

Silver 

Mercury 

Iridium 

Rbndtoa 

Gold 

PaHadium 

Platinum 

Carbon 
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ES  OF  CONCENTRATION.    TEMPERATURE  =  w'.yS  C. 


x5-55^ 

20.73^ 

a5-9«^ 

3i.»oJ< 

Saturated. 

n 

Magnesium 

Magnesium 

Magnesium 

Magnesium 

Magnesium 

Zinc 

Zinc 

Zinc 

Zinc 

Zinc 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

a 

Aluminium 

Aluminium 

Aluminium 

Aluminium 

Aluminium 

Thallium 

Thallium 

Thallium 

ThaUium 

Thallium 

Indium 

Indium 

Indium 

Indium 

Indium 

Lead 

Lead 

Lead 

Lead 

Lead 

Tin 

Tin 

Tin 

Tin 

Tin 

Iron 

Iron 

Iron 

Iron 

Iron 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Silicium 

Antimony 

Silicium 

Silicium 

Copper 

Antimony 

Copper 

Antimony 

Antimony 

Antimony 

Copper 

Nickel 

Copper 

Copper 

Bismuth 

Bismuth 

Silicium 

Nickel 

Bismuth 

Silicium 

Nickel 

Bismuth 

Bismuth 

Nickel 

Nickel 

Tellurium 

Tellurium 

Tellurium 

Silver 

Silver 

Silver 

Silver 

Silver 

Tellurium 

Tellurium 

Iridium 

Mercury 

Mercury 

Mercury 

Mercury 

Mercury 

Iridium 

Iridium 

Iridium 

Iridium 

Gold 

Gold 

Gold 

Gold 

Palladium 

Palladium 

Palladium 

Palladium 

Palladium 

Gold 

Platinum 

Platinum 

Platinum 

Platinum 

Rhodium 

Rhodium 

Rhodium 

Rhodium 

Rhodium 

Platinum 

Carbon 

Carbon 

Carbon 

Carbon 

Carbon 

ES-OF  CONCENTRATION.     TEMPERATURE  =  37^78  C. 


15.55^ 

20.73^ 

25.923^ 

Si.iojC 

Saturated. 

m 

Magnesium 

Magnesium 

Magnesium 

Magnesium 

Magnesium 

Zinc 

Zinc 

Zinc 

Zinc 

Zinc 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

m 

Aluminium 

Aluminium 

Aluminium 

Aluminium 

Aluminium 

Thallium 

Thallium 

Thallium 

Thallium 

Thallium 

Indium 

Indium 

Indium 

Indium 

Indium 

Lead 

Lead 

Lead 

Lead 

Lead 

Iron 

Iron 

Tin 

Tin 

Tin 

Tin 

Tin 

I«'on 

Iron 

Iron 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Silicium 

Antimony 

Antimony 

Antimony 

Antimony 

r 

Antimony 

Silicium 

Copper 

Copper 

Copper 

Copper 

Copper 

Bismuth 

Bi<muth 

Bismuth 

Bismuth 

Bismuth 

Silicium 

Silicium 

Silicium 

Nickel 

Nickel 

Nickel 

Nickel 

Nickel 

1 

Tellurium 

Tellurium 

Tellurium 

Silver 

Silver 

Silver 

Silver 

Silver 

Tellurium 

Tellurium 

Iridium 

Mercury 

Mercury 

Mercury 

Mercury 

»     •   •  • 

Mercury 

Indium 

Indium 

Iridium 

Indium 

a 

Palladium 

Gold 

Gold 

Golfl 

Gold 

Rhodium 

Palladium 

Palladium 

Palladium 

Palladium 

I 

Gold 

Platinum 

Platinum 

Rhodium 

Platinum 

1 

Platinum 

Rhodium 

Rhodium 

Platinum 

Rhodium 

Carbon 

Carbon 

Carbon 

Carbon 

Carbon 
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Table 
solutions  of  bromide  of  potassium  at  different 

(G.Goii, 


Quan- 

• 

tity  of 
BrK. 

0.139  Jt. 

o.3a4J< 

x.a9(i^ 

«-59«^ 

5.«M 

laarJf 

i5*Si9t 

Magnesium 

Magnesium 

Magnesium 

Magnetium 

Magnesiiui  MsfooiM 

Zinc 

Zinc 

Zinc 

Zinc 

Zinc 

Zinc 

Zinc 

Thallium 

Thallium 

Thallium 

Cadmium 

Cadmium 

Cadminm 

Cadnioa 

Cadmium 

Cadmium 

Cadmium 

Thallium 

Thallium 

Thallium 

ThalliWi 

Indium 

Indium 

Indium 

Indium 

Indium 

Indium 

AluttiaiM 

Aluminium 

Aluminium 

Alummium 

Aluminium 

Aluminium 

Aluminium  Indiua 

Iron 

Iron 

Iron 

Iron 

Lead 

Lead 

Lead 

Lead 

Lead 

Lead 

Lead 

Iron 

Iron 

Iron 

Tin 

Tin 

Tin 

Tin 

Tin 

Tin 

Tin 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Antimony 

Antimony 

Antimony 

Antimony 

Antimony 

Antimony 

Antiaoir 

Silicium 

Silicium 

Silicium 

Silicium 

Silicium 

Silicium 

SiltooB 

Bismuth 

Bismuth 

Bismuth 

Bismuth 

Bismuth 

Bismuth 

Nickel 

Nickel 

Copper 

Copper 

Copper 

Copper    . 

Bismstk 

Tellurium 

Copper 
Tellurium 

Nickel 

Nickel 

Nickel 

Nick3 

Nickd 

Copper 

Silver 

Silver 

Silver 

Silver 

Sflvcr 

Mercury 

Mercury 

Mercury 

Mercury 

Mercury 

Mercury 

McRsiy 

Silver 

Silver 

Tellurium 

Tellurium 

Tellurium 

Tellurium 

Tdhffisa 

Palladium 

Palladium 

Palladium 

Palladium 

Palladium 

Palladium 

Pslladiv 

Iridium 

Iridium 

Iridium 

Iridium 

Iridium 

Iridium 

Iridina 

Rhodium 

Gold 

Gold 

Gold 

Gold 

Gold 

GoU 

Gold 

Rhodium 

Rhodium 

Rhodium 

Platinum 

Rhodium 

Plstiitw 

Platinum 

Platinum 

Platinum 

Platinum 

Rhodium 

Platinum    ; 

Rhodioa 

Carbon 

Carbon 

Carbon 

Carbon 

Carbon 

Carbon 

CarboB 

Table 
solutions  of  bromide  of  potassium  at  different 

(G.  GOREr 


Quan- 
tity of 

o.i393t 

0.324^ 

i.296j( 

3.592^ 

S.>843f 

xo.373< 

15-55^ 

BrK. 

Magnesium 

Magnesium 

Magnesium 

Magnesium 

Magnesium 

Magnesitmi 

Msgoeaias 

Zinc 

Zinc 

Zinc 

Zinc 

Zinc 

Zinc 

Zinc 

Thallium 

Thallium 

Thallium 

Thallium 

Cadmium 

Cadmium 

Cadmiofl 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

Thallium 

Thallium 

ThallivB 

Indium 

^ndium 

Indium 

Indium 

Indium 

Indium 

Alaaioios 

Aluminium 

Aluminium 

Aluminium 

Aluminium 

Aluminium 

Aluminium 

Indiun 

Lead 

Lead 

Iron 

Aniimony 

Lead 

I.ead 

Lead 

Tin 

Iron 

Lead 

Iron 

Iron 

Iron 

Tin 

Iron 

Tin 

Tin 

Tin 

Tin 

Tin 

Iron 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Cobalt 

Antimony 

Antimony 

Antimony 

Antimony 

Antimony 

Antimony 

Antimony 

Silicium 

Silicium 

Silicium 

Silicium 

Silicium 

Silicium 

Copper 

Bismuth 

Bismuth 

Bismuth 

Bismuth 

Bismuth 

Copper 

Siliciuo 

Nickel 

Nickel 

Copper 

Copper 

Copper 

Bismuth 

Bismutb 

Tellurium 

Copper 

Nickel 

Nickel 

Nickel 

Nickel 

Nickel 

Copper 

Tellurium 

Silver 

Silver 

Silver 

Silver 

Silver 

Silver 

Mercury 

Mercury 

Mercury 

Mercury 

Mercury 

Mercury 

Mercury 

Silver 

Tellurium 

Tellurium 

Tellurium 

Tellurium 

Tellurio* 

Itidium 

Palladium 

Palladium 

Palladium 

Palladium 

Palladium 

Palladin* 

Palladium 

Iridium 

Iridium 

Indium 

Iridium 

Gold 

Iridium 

Rhodium 

Gold 

Gold 

(iold 

Gold 

Iridium 

Gold 

Gold 

Rhodium 

Platinum 

Rhodium 

Platinum 

Rhodium 

Rhodiutf 

Platinum 

Platinum 

Rhodium 

Platinum 

Rhodium 

Platinum 

Platinoff 

Carbon 

Carbon 

Carbon 

Carbon 

Carbon 

Carbon 

Carbon 
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REES  OF  CONCENTRATION.     TEMPERATURE  =  I2^78  C. 


'3J« 

aS-QaJt 

3«-ioJ^ 

36.283t 

4X-47^ 

46.65Jt 

Saturated. 

1 
esium  Mafi^nesium 

Magnesium 

Magnesium 

Magnesium 

Magnesium 

Magnesium 

Zinc 

Zinc 

Zioc 

Zinc 

Zinc 

Zinc 

turn 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

Cadmium 

um 

Thallium 

Thallium 

Thallium 

Thallium 

Thallium 

Thallium 

nium 

Aluminium 

Aluminium 

Aluminium 

Aluminfum 

Aluminium 

Aluminium 

n 

Indium 

Indium 

Indium 

Indium 

Indium 

Lead 

Lead 

Lead 

Lead 

Lead 

Lead 

Indium 

Tin 

Tin 

Tin 

Tin 

Tin 

Tin 

Iron 

Iron 

Iron 

Iron 

Iron 

Iron 

t 

Cobalt 

Cobalt 

Cobalt 

Copper 
Cobalt 

Copper 
Cobalt 

Copper 
Cobalt 

ir 

Copper 

Copper 

Copper 

looy    ; Antimony 

Antimony 

Antimony 

Antimony 

Antimony 

Antimony 

im       Silicium 

Silicium 

Silicium 

Silicium 

Silicium 

Silicium 

ith      i  Bismuth 

Bismuth 

Bismuth 
Silver 

Bismuth 

Bismuth 

Bismuth 

1         ;  Nickel 

Silver 

Silver 

Silver 

Silver 

Silver 

Nickel 

Nickel 

Nickel 

Nickel 

Nickel 

iry       Mercury 

Mercury 

Mercury 

Mercury 

Mercury 

Mercury 

rium    Tellurium 

Tellurium 

Tellurium 

Palladium 

Palladium 

Palladium 

lium    Palladium 

Palladium 

Palladium 

Tellurium 

Gold 

Gold 

m        Iridium 

Gold 

Gold 

Gold 

Tellurium 

Tellurium 

Gold 

Platinum 

Platinum 

Platinum 

Platinum 

Platinum 

lum      Platinum 

Iridium 

Iridium 

Iridium 

Iridium 

Iridium 

ium      Rhodium 

Rhodium 

Rhodium 

Rhodium 

Rhodium 
Can>on 

Rhodium 

n 

Cat  bon 

Carbon 

1 

Carbon 

Carbon 

Carbon 

REES  OF  CONCENTRATION.     TEMPERATURE  =  37^78  C. 
) 


r33< 

2592^ 

31.10^ 

esium  Magnesium 

Magnesium 

Zinc 

Zinc 

ium     Cadmium 

Cadmium 

um      Thallium 

Thallium 

iniam  Aluminium 

Aluminium 

n         Indium 

Indium 

iLead 

Lead 

Tin 

Tin 

Iron 

Iron 

t 

Cobalt 

Cobalt 

ir 

Copper 

Copper 

lony 

Antimony 

Antimony 

im 

Silicium 

Silicium 

Ith 

Bismuth 

Bismuth 

1 

Nickel 

Silver 

• 

Sliver 

Nickel 

ary 

Mercury 

Mercury 

num 

Tellurium 

Tellurium 

lium 

Palladium 

Palladium 

im 

Gold 

Gold 

Platinum 

Platinum 

num 

Iridium 

Iridium 

lium 

Rhodium 

Rhodium 

on 

Carbon 

Carbon 

36.28;6 


Magnesium 

Zinc 

Cadmium 

Thallium 

Aluminium 

Indium 

Lead 

Tin 

Iron 

Cobalt 

Copper 

Antimony 

Silicium 

Bismuth 

Silver 

Nickel 

Mercury 

Tellurium 

Palladium 

Gold 

Iridium 

Platinum 

Rhodium 

Carbon 


41-47^ 

46.65Jf 

Saturated. 

Magnesium 

Magnesium 

Magnesium 

Zinc 

Zinc 

Zinc 

Cadmium 

Cadmium 

Cadmium 

Thallium 

Thallium 

Thallium 

Aluminium 

Aluminium 

Aluminium 

Indium 

Indium 

Indium 

Lead 

Lead 

Lead 

Tin 

Tin 

Tin 

Iron 

Iron 

Iron 

Copper 
Cobalt 

Copper 

Copper 

Cobalt 

Cobalt 

Antimony 

Antimony 

Antimony 

Silicium 

Silicium 

Silicium 

Silver 

Bismuth 

Silver 

Bismuth 

Silver 

Bismuth 

Nickel 

Nickel 

Nickel 

Mercury 

Mercury 

Mercury 

Palladium 

Palladium 

Palladium 

Tellurium 

Gold 

Gold 

Gold 

Tellurium 

Tellurium 

Platinum 

Plaiinum 

Platinum 

Iridium 

Iridium 

Iridium 

Rhodium 

Rhodium 

Rhodium 

Carbon 

Carbon 

Carbon 
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SOLUTIONS  OF  IODIDE  OF  POTASSIUM  AT  DIFFEI 

(G. 


Ouan- 

tlty  of 

IK. 

o,l39» 

03»4< 

i.«969( 

«^59»3f 

5.1M 

io.37jr 

X5.553^ 

ao.73^ 

Mg 

Mg 

Mg 

Mg 

Mg 

Mg 

Mg 

Mg 

Za 

Zn 

Za 

Zn 

Zn 

Zn 

Zn 

Zn 

Cd 

Cd 

Cd 

Cd     i 

1 

Cd 

Cd 

Cd 

Cd'l 

Ga 

Ga 

Ga 

G« 

Ga 

Ga 

Ga 

Ga 

Tl 

Tl 

Tl 

Tl 

Tl 

Tl 

Tl 

Tl 

Al 

Al 

Al 

Al 

Al 

Al 

Al 

Al 

Pb 

Pb 

Pb 

Pb 

Pb 

.     Pb 

Pb 

Pb 

Sa 

Sn 

Sn 

Sn 

■ 

Sn 

Sn 

Sn 

Sn 

In 

Id 

In 

In 

In 

In 

In 

In 

Fe 

Fe 

Fc 

Fc 

Fc 

Fe 

Fc 

Fe 

Co 

Co 

Co 

Co 

Co 

Co 

Cu 

Cu 

Sb 

Sb 

Cu 

Cu 

Cu 

Cu 

1 

Co 

Ag 

Cu 

Cu 

Sb 

Sb 

Sb 

Sb 

Sb 

Co 

St 

Si 

Si 

Si 

Ag 

1    ^^ 

Ag 

Sb 

Bi 

Bt 

Ag 

Ag 

Si 

Hg 

Hg 

Hg 

Ki 

Ag 

Bi 

Hg 

Hg 

Si 

Si 

Si 

Ac 

Ki 

Ki 

Bi 

Bi 

Bi 

Bi 

Bi 

Hg 

Hg 

Hg 

Ki 

Ki 

! 

Ni 

Ki      1 

M     ' 

Pd 

Pd 

Pd 

Pd 

Pd 

Pd 

Pd  ! 

Pd 

1 

Att 

An 

Tc 

Au 

Au 

An 

Tc   i 

1 

Tc     1 

1 

Tc 

T* 

An 

i    ^^ 

Tc 

Tc 

A-     i 

1 

An     \ 

* 

Pi 

Pi 

Pi 

! 

Pi 

Pi 

Pi 

Pi 

^  ; 

Ir 

Ir 

Ir 

Ir 

Ir 

Ir 

It 

Ir 

\     Rh 

Rb 

Rh 

Rk 

Rh 

Rh 

Rk 

Rh 

C 

C 

C 

C 

c 

C 

c     ! 

c    : 
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V. 

DEGREES  OF  CONCENTRATION.    TEMPERATURE  =  I5^56  C. 
1879.) 


S'-ioJt 


Zq 
Cd 
Ga 

Tl 

Al 

Pb 

Sq 

lo 

Fe 
Cu 
Co 
Sb 
Ag 

Hg 

Bi 

Si 

Ni 

Pd 

Aa 

Pi 

Te 

Ir 

« 
C 


36.aW 

4«.47^ 

46.659( 

5«.M 

64.8o)( 

77.7ft< 

xo3.63t 

199. 6)( 

Mg 

Mg 

Mg 

Mg 

Mg 

Mg 

Mg 

Mg 

Zn 

Zn 

Zn 

Zn 

Zn 

Zn 

Zn 

Zn 

Cd 

Cd 

Cd 

Cd 

Cd 

Cd 

Cd 

Cd 

Ga 

Ga 

Ga 

Ga 

Ga 

Ga 

Ga 

Ga 

Tl 

Tl 

Tl 

Tl 

Tl 

Tl 

Tl 

Tl 

Al 

Al 

Al 

Al 

Al 

Al 

Al 

Al 

Pb 

Pb 

Pb 

Pb 

Pb 

Pb 

Pb 

Pb 

Sn 

So 

Sn 

Sn 

Sn 

Sn 

Sn 

Sn 

In 

In 

In 

In 

In 

In 

In 

In 

Fe 

Fe 

Fe 

Fe 

Cu 

Cu 

Cu 

Cu 

Cu 

Cu 

Cu 

Cu 

Ag 

Ag 

Ag 

Ag 

Ag 

Ag 

Ag 

Ag 

Fe 

Fe 

Hg 

Hg 

Co 

Sb 

Sb 

Sb 

Sb 

Sb 

Fe 

Sb 

Sb 

Co 

Co 

Hg 

Hg 

Hg 

Sb 

Fe 

Hg 

Hg 

Hg 

Co 

Co 

Co 

Bi 

Co 

Bi 

Bi 

Bi 

Bi 

Bi 

Bi 

Co 

Bi 

Si 

Si 

Si 

Si 

Si 

Si 

Si 

Si 

NI 

Ki 

Ni 

Ni 

Ni 

Ni 

Ni 

Ni 

Pd 

Pd 

Pd 

Pd 

Pd 

Pd 

Au 

Pd 

Au 

Au 

Au 

Au 

Au 

Au 

Pd 

Te 

Tc 

Pi 

Te 

Te 

Te 

Pt 

Te 

Au 

Pi 

Tc 

Pi 

Pt 

Pt 

Te 

Pt 

Pt 

Ir 

Ir 

Ir 

Ir 

Ir 

Ir 

Ir 

Ir 

Rb 

Rb 

Rh 

Rh 

Rh 

Rb 

Rb 

Rh 

C 

C 

C 

C 

C 

C 

C 

r 

Satu- 
rated. 


Mg 

Zn 

Cd 

Ga 

Tl 

Al 

Pb 

Sn 

In 

Cu 

Ag 

Sb 

Fe 

Hg 

Co 

Bi 

Si 

Ni 

Pd 

Te 

Au 

Pt 

Ir 

Rh 


C 
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Table 
solutions  of  iodide  of  potassium  at  different 

(G.  GORR, 


Quan- 

Utyof 

IK. 

o.i39J{ 

0.324^ 

i.396)( 

a-59«^ 

5.»M 

«o.37Jf 

'sssif 

J0.73I8 

1 

Mg 

Mg 

Mg 

Mg 

Mg 

Mg 

Mg 

Mg 

Zn 

Zn 

Zn 

Zn 

• 

Zn 

Zn 

Zn 

Zn 

Zo 

Cd 

Cd 

Cd 

Cd 

Cd 

Cd 

Cd 

Cd 

Cd 

Tl 

Tl 

Tl 

Tl 

Tl 

Tl 

Tl 

Tl 

Tl 

Al 

Al 

Al 

Al 

Al 

Al 

Al 

Al 

Al 

Pb 

Pb 

Pb 

Pb 

Pb 

Pb 

Pb 

Pb 

Pb 

Sn 

Sn 

Sn 

Sn 

Sn 

Sn 

Sn 

Sn 

Sn 

In 

In 

In 

In 

In 

In 

In 

In 

In 

Fe 

Fe 

Fe 

Fe 

Fe 

Fe 

Fe 

Fe 

Fe 

Co 

Co 

Co 

Co 

Co 

Co 

Co 

Cu 

Cu 

Sb 

Sb 

Cu 

Cu 

Cu 

Cu 

Cu 

Co 

Co 

Cu 

Cu 

Sb 

Sb 
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LEES  OF  CONCENTRATION.    TEMPERATURE  =  37'. 78  C. 
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Tabi 

SOLUTIONS  OF  CYANIDE  OF  POTASSIUM  AT  DIFFEREI 

(G.  Goi 
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VII. 

DEGREES  OF  CONCENTRATION.    TEMPERATURE  =  I2^78  C. 
1879.) 
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:ES  of  concentration.  •  temperature  =  37-.87  c. 
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Position  of  Aluminium  in  the  Voltaic  Series  (Wheat 
stone,  1855). — Aluminium  placed  in  a  solution  of  poUsh  i| 
negative*  to  zinc  and  positive  to  ihe  following  metals:  cad 
mium,  tin,  lead,  iron,  copper,  and  platinum,  A  solution  of 
potash  acts  more  energetically  and  with  a  greater  disengngA 
ment  of  hydrogen  on  aluminium  than  on  zinc.  The  most  coiv 
stant  couple  is  aluminium-copper.  Other  metals  associated 
with  aluminium  polarize  rapidly. 

Aluminium  in  a  solution  of  hydrochloric  acid  is  negative  tff 
zinc  and  to  cadmium,  and  positive  to  the  following  nietalji 
copper,  tin,  lead,  iron,  and  platinum.  The  most  constant 
couple  is  aluminium-copper. 

In  dilute  nitric  acid  aluminium  is  negative  to  the  follouing 
metals :  zinc,  cadmium,  tin,  lead,  and  iron.  With  zinc  the 
current  is  very  strong ;  with  other  metals  it  is,  on  the  coiv» 
trarj',  very  weak. 

In  dilute  sulphuric  acid  aluminium  is  negative  to  zinc,  cad- 
mium, tin,  and  iron.  When  the  surface  is  clean,  aluminium  is 
dilute  phosphoric  acid  or  in  ordinary  water  is  positive  to  iwHt 
copper,  silver,  and  platinum.  When  associated  with  lead, 
aluminium  gives  no  current.  Copper  and  platinum  arc  nega- 
tive to  aluminium,  whether  in  dilute  nitric  or  sulphuric  acid. 
According  to  Whcatstone  aluminium  docs  not  always  hold  the 
same  position  in  the  voltaic  series.  These  variations  are  due, 
according  to  Heeren  (1855),  to  a  sort  of  passivity  of  the  metab 
produced  either  by  a  thin  layer  of  o.xide  or  by  a  deposit  of 
hydrogen.  In  tact.  Buff  (1857)  has  shown  that  aluminium  b<!* 
com;s  passive  when  placed  in  nitric  acid  whatever  may  be  ih^ 
state  of  concentration  of  the  latter. 

THE   AMALGAMATION   OF   ZIN'C. 
The  first  account  of  amalgamated  zinc  is  in  Sir  Humpi"! 
Davy's  Bakerian  Lecture  for  1826.  where  he  states  that"W 
in  amalgamation  with  mercurj 
zinc,"  without  reference  to   ; 
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klinburgh  (New.  Edin.  Phil.  Jour.  1828)  was  the  first  to 
loy  amalgamated  zinc  and  copper  in  this  apparatus,  where, 
ays,  "the  amalgam  of  zinc  and  mercury  becomes  the 
tive  plate,  while  the  copper  is  rendered  negative."  The 
mtion  is  also  claimed  by  Sturgeon  (1840),  who  says:  "  1 
rve  that  the  employment  of  amalgamated  rolled  zinc  origi- 
1  with  my  own  experiments,  and  I  formed  compound 
eries  of  cylinders  of  zinc  and  copper  which  worked  exceed- 

rell  with  diluted  sulphuric  acid." 
The  singular  property  possessed  by  amalgamated  zinc  of 
being  attacked  in  sulphuric  acid  diluted  with  water  is  due 
he  adhesion  of  hydrogen  on  the  plate  in  the  acid  solution. 
la  Rive  (184S)  observed  that  amalgamated  zinc  in  water 
ulated  with  -^  of  its  volume  of  sulphuric  acid  soon  ceases 

attacked,  ordinary  atmospheric  pressures  prevailing  : 
t  if  a  vacuum  is  made  above  the  liquid,  hydrogen-bubbles 
ibundance  are  disengaged  anew;  and  that  if  the  air  be 
Imitted  to  the  cell,  the  gas-bubbles  still  adhering  to  the 
al  soon  become  flattened  and  the  chemical  action  stops. 
[f  a  plate  of  ordinary  zinc  and  a  plate  of  amalgamated  zinc 
llaced  in  acidulated  water  and  connected  by  a  copper  wire, 
amalgamated  plate  acts  like  the  zinc  and  the  other  like 
■copper  in  the  ordinary  voltaic  cell.  Thus  the  plate  of 
Igamated  zinc  acts  like  a  melal  more  strongly  attacked  by 
tilated  water  than  ordinary  zinc. 

Kobb  (1SS3)  has  shown,  however,  that  if  care  be  taken  to 
pure  zinc  obtained  electrolyticaily  (like  solutions  of  sui- 
te which  have  remained  free  from  carbonate  of  zinc,  and 
.  have  thus  been  deprived  of  all  free  acid),  the  couple 
i-zinc''*  exhibits  no  sensible  electromotive  force. 
The  element  cadmium-cadmium"",  solution  of  cadmium 
ate,  shows,  on  the  contrary,  a  notable  electromotive 
Pure   cadmium    is   dissolved    and    is   carried,  by   the 

of  the  current,  upon  the  amalgamated  cadmium,  A 
bus  fact  noted  by  Regnault  is,  that  while  the  amalga- 
Ion  of  zinc  is  attended  with  an  absorption  of  heat,  a  dis- 
Igement  of  heat  follows  the  amalgamation  of  cadmiu: 


um.      ^^^J 
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Influence  of  Amalgamation  on  the  Electromotive' 
Force  of  Metals. — Wheatstone  and  Regnault  have  foundL 
that  the  proportion  of  metal  contained  in  an  amalgam  doe 
not  affect  the  electromotive  force  of  the  couples  of  which  the 
amalgam  forms  a  part.  Gaugain  (1856),  however,  has  ob- 
served that  this  is  not  the  case  in  all  combinations.  In  the 
single-liquid  cell  containing  zinc-mercury,  sulphate  of  zinc,  the 
zinc  is  positive*  to  the  mercury,  and  the  electromotive  force  of 
the  couple  exceeds  i  volt  when  the  mercury  is  pure.  But  if 
increasing  quantities  of  zinc  be  gradually  introduced  into  the 
mercury,  the  electromotive  force  of  the  couple  diminishes 
rapidly,  and  for  a  very  small  proportion  of  zinc  becomes 
nil.  If  this  proportion  be  augmented,  the  electromotive  force 
•changes  sign,  the  amalgam  becomes  positive  to  the  zinc,  and 
the  absolute  value  of  the  electromotive  force  increases  with 
the  proportion  of  zinc  so  long  as  this  proportion  does  not  ex- 
<:eed  a  certain  limit,  beyond  which  newly  introduced  quantities 
of  zinc  do  not  further  alter  the  electromotive  force,  which  is 
then  about  0.05  volt. 

In  the  class  of  couples  represented  by  cadmium,  cadmium 
amalgam,  sulphate  of  cadmium,  the  direction  of  the  current  is 
independent  of  the  proportions  of  the  amalgam.  The  cad- 
mium  is  always  positive,  but  the  electromotive  force  may 
vary  within  quite  extended  limits,  from  0.025  volt  (solid  amal- 
gam) to  0.16  volt  (pure  mercury). 

Zinc-mercury,  sulphate  of  zinc =  I.08  volt 

-f 
Zinc-amalgam  of  liquid  zinc,  sulphate  of  zinc. ...    =  0.05    ** 

4- 
Zinc-amalgam  of  solid  zinc,  sulphate  of  zinc =  0.04    ** 

Cadmium-amalgam  of  cadmium,  sulphate  of  cad- 
mium     =  0.025  ** 

•Cadmium-mercury,  sulphate  of  cadmium =  0.16    ** 

(Gaugain.y 

*  Terms  reversed  in  this  paragraph  to  accord  with  general  definitions  of  c 
ibook. 
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Methods  of  Amalgamation  of  Zinc. — According  to 
gnes,  this  maybe  done  in  the  following  manner:  Take  five 
:s  of  lead  and  one  of  mercury.  Melt  the  lead,  and  while  it 
quid  cover  it  with  a  layer  of  fat  or  resin.  Allow  it  to  cool 
ly.  Add  the  mercury  and  agitate  the  mixture.  When  it 
Dmpletely  cooled,  a  pasty  mass  will  result  having  the  con- 
mce  of  soft  wax.  This  may  be  rubbed  with  a  brush  upon 
zinc  plates  to  be  amalgamated. 

3olletet  proposes  rubbing  the  zincs  with  sodium  amalgam 
Jightly  acidulated  water.  Tommasi  obtains  very  good 
Igamation  by  rubbing  them  with  a  brush  impregnated 
I  a  paste  formed  of  bisulphate  of  mercury,  fine  sand,  and 
te  sulphuric  acid.  Berjot  immerses  the  zincs  in  a  concen- 
*d  solution  of  mercuric  nitrate  added  to  its  volume  of 
rochloric  acid. 

Amalgamated  Iron. — ^According  to  Boettger,  this  is  ob- 
^d  by  heating  iron  in  a  porcelain  vessel  with  a  mixture  of 
)arts  mercury,  i  part  zinc,  2  parts  sulphate  of  iron,  12 
5  water,  and  1.5  parts  hydrochloric  acid.  The  amalgama- 
takes  place  with  an  absorption  of  heat.  Lecyre  proposes 
following  process :  On  the  iron,  previously  well  cleaned, 
e  is  poured  a  solution  of  chloride  of  copper  in  hydrochloric 
;  this  produces  a  thin  layer  of  copper  on  the  iron.  The 
;r  is  then  placed  in  a  solution  of  mercuric  chloride  to 
:h  hydrochloric  acid  is  added. 

A.  Reynier  has  made  a  number  of  tests  of  zinc,  variously 
»ared,  immerse  i  in  different  liquids,  the  results  of  which  are 
n  in  the  table  on  the  next  page.*  He  adds  the  following  ob- 
ations  :  Zinc  alloyed  with  mercury  is  in  general  better  than 
Igamated  zinc,  especially  in  experiments  of  long  duration. 
imalgamated  zinc  the  first  superficial  layer  is  rich  in  mercury; 
IS  the  deeper  layers  are  attacked  the  proportion  of  mercury 
nishes.  With  the  alloy  the  contrary  is  the  case,  the  mass 
)ming  richer  in  mercury  as  its  weight  decreases.  The  pres- 
:  of  free  nitric  acid  (in  mixtures  of  acidulated  water  and 
um  nitrate)  considerably  augments  the  attack  on  the  zincs. 
The    utility  of    amalgamating   the   zincs   in   cells  of   the 
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H.  Jahn  (1886)  has  shown  that  this  theory  is  true  at  least 
for  the  element 

Zinc,  chloride  of  zinc — chloride  of  silver,  silver. 

(Chloride  of  zinc  dissolving  in  water  disengages  15.54  calories.) 
Experiment  gives  the  subjoined  results  for  the  following 
concentrations : 

CljZn  +  100  H,0  =  1.0306; 
-f    50     "     =  1.0171 ; 

+    25     **     =0.974. 


(< 


<i 


Influence  of  Porous  Diaphragms. — J.  Regnauld  (185;) 
has  shown  that  the  most  diverse  materials  (pipe-clay,  unglazed 
porcelain  of  various  thicknesses,  wooden  tubes,  etc.)  may  be 
employed  as  the  porous  partition  in  cells  of  the  Daniell  type 
without  modification  of  results.  Viollet  (1863)  has  proposed 
to  incorporate  in  the  paste  of  porous  cells  during  process  of 
manufacture  a  certain  quantity  of  organic  substances,  which 
being  eliminated  during  the  firing  of  the  ware  renders  the 
wall  of  the  vessel  spongy  and  of  less  resistance. 

D'Arsonval  (1881)  has  obtained  excellent  results  "by  simply 
dipping  the  zinc  in  normal  collodion.  The  collodion  in  dr>'ing 
forms  a  membrane  without  solution  of  continuity  which  resists 
acids  and  which  can  be  rendered  thicker  by  successive  dippings. 
The  same  authority  has  made  porous  cups  of  asbestos  paper, 
which  he  finds  offer  no  resistance  to  the  current,  but  which 
unfortunately  disaggregates  immediately  in  acids.  This  diffi- 
culty is  somewhat  lessened  by  giving  the  paper  more  body  by 
dipping  it  in  collodion. 

Influence  of  Heat  on  the  Electromotive  Force  of  Bat- 
teries. (See  also  Heat  Cells  a7itc^ — This  subject  was  investi- 
gated by  Faraday  (1840),  Wild  (1858),  and  Lindig  (1868). 
Bleckrode  (1871)  placed  two  electrodes  of  the  same  metal  io 
separate  vessels,  each  containing  a  salt  of  the  metal  and  con- 
nected by  a  siphon.  One  vessel  was  kept  at  substantially  cofr 
stant  temperature,  while  the  other  was  gradually  heated 


J 
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In  some  instances  the  electromotive  force  was  found  to  be 
)portional  to  the  differences  of  temperature ;  this  appear- 
;  in  the  following  couples  : 

Cold.  Hot. 

Copper,  sulphate  of  copper — Copper,  sulphate  of  copper. 
Copper,  nitrate  of  copper   — Copper,  nitrate  of  copper. 
Zinc**fi^,  sulphate  of  zinc      — Zinc^fi^,  sulphate  of  zinc. 
Zinc"«^,  chloride  of  zinc      — Zinc"*^,  chloride  of  zinc. 

ch  a  result,  however,  is  rare. 

In  general  the  current  goes  through  the  siphon  from  the 
id  to  the  hot  vessel,  except  with  the  couples : 

Cold.  Hot. 

Silver,  nitrate  of  silver       —  Silver,  nitrate  of  silver. 
Silver,  acetate  of  silver      —  Silver,  acetate  of  silver. 

which  the  contrary  direction  is  taken. 

In  other  instances  the  current  changes  sign.  Thus  when 
lalgamated  zinc  is  placed  in  a  .solution  of  double  cyanide  of 
ic  and  potassium  the  current  is  at  first  positive,  or  from  the 
Id  to  the  hot  vessel.  It  then  changes  sign  when  the  diffcr- 
ce  of  temperature  exceeds  30°  C.  The  same  effect  occurs 
53°  C;  with  silver  in  the  double  cyanide  of  silver  and  potas- 
im. 

Lead  in  nitrate  of  lead  behaves  still  more  singularly.  The 
uple  is  at  first  negative,  the  current  proceeding  from  the  hot 

the  cold  vessel  It  changes  sign  when  the  difference  of 
nperature  exceeds  21^  C,  and  then  changes  again  anfl  he- 
mes once  more  negative  when  this  difference  rcachen  51''  (J. 

A.  Voller  (1873)  has  determined  that  the  electromotive 
ce  increases  about  5  per  cent  between  6"  and  100'  C,  at  tin: 
itact  of  platinum  and  nitric  acid  and  at  that  of  zinc  and 
phuric  acid,  and  17  per  cent  between  2V"  and  78'  (\,  at  the 
itact  of  copper  and  chloride  of  sodium.  On  the  rontrary, 
*  combinations  (zinc-sulphate  of  zinc;  and  (zinc-chloridr  of 
lium)  show  a  diminution  of  8  \>*,x  cent  f^etwe^n  2%'  and 
'C;  the  combination  (copper sulphate  of  cop|>f;r;  0,4 5  \t*x 
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Icent  between  22°  and  91"  C;  and  the  combination  {wppn- 
1  sulphate  of  zinc)  0.83  per  cent  between  25°  and  80°  C. 

B.  Lcnz  (i86g)  has  observed  that  the  electromotive  proper- 
;  of  electrolytic  iron  change  under  the  action  of  heal. 
I  Heated  iron  behaves  much  like  copper.  In  fact,  a  couple  oi 
I  iron  (heated)  and  zinc  placed  in  potash  produces  the  same 
deviation  (4-  1 14°)  of  the  galvanometer  as  a  couple  of  coppci 
I  and  zinc;  while  a  couple  o(  zinc  and  iron  (not  heated)  pi* 
I  duced  a  smaller  deviation  (-[-91°).  A  couple  formed  o(  iron 
heated  and  iron  not  heated  produced  under  the  same  condi- 
f  lions  a  deviation  of  —  6°. 

Influence  of  the  Temperature  and  the  Condition  of  the 
Metals  on  the  Electromotive  Force  of  Batteries. — If,  i" 
■  Daniell  element  (zinc,  sulphate  of  zinc-sulphate  of  cop- 
per, copper),  says  F.  Raoult,  there  be  used   rolled  copper  ^^ 
crystalline  electrolytic  copper  rough  or  burnished,  electrolytic 
:  crystalline  or  powdered,  or  finally  amalgamated  zinc,  tH' 
E.  M,  F.  is  the  same  in  all  cases  within  jj^j,  provided  that  lt>^ 
same  be  observed  only  when  the  metals  are  well  moistene*^' 
Raoult  ( 1S69)  has  also  examined  whether  the   E,  M,  F.  of  bi 
uth,  tin,  or  lead  is  the  same  whether  the  condition   of  U'^ 
metal  be  solid  or  liquid,  and  finds  that  there  is  no  perceptib 
variation  at  the  moment  when  the  metal  changes  from  01 
state  to  the  other. 

It  will  be  observed  from  Favre's  table,  page  356,  that  ih 
couple  which  yields  the  most  confined  heat  is  that  with  oxygei 
ated  water  and  hydrochloric  acid,  which  comes  from  a  combui 
1  of  hydrogen  which  is  not  utilized  as  in  the  other  couples 
tliat  is  to  say,  this  heat  is  not  transformed  into  electric  encrg)' 
Hence,  as  M.  Favre  points  out,  the  following  important 
quence,  namely :  the  heat  evolved  during  the  combustion  of  lii;^ 
hydrogen  reduced  in  electrolysis  is  transmissible  or  non-tran; 
missible  to  the  circuit  according  to  the  nature  of  the  compoum 
which  furnishes  the  oxygen  necessary  to  this  combustion. 

Researches  of  D.  Tommasi  (1882).—  !.  It  will  be  notet 
from  the  table  on  page  356  that  a  zinc-platinum,  dilute  sulphuri^ 
acid  element  would  disengage,  according  to  Favre,  39  calorie; 
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ON  BETWEEN  THE  CHEMICAL  ENERGY  AND  THE  E.  M.  F. 
CERTAIN  VOLTAIC  COUPLES,    Q.  THOMSEN,  1880.) 


Chemical  Reaction; 

Heat 
disengaged. 

Energy  of  the  Com- 
Di  nation. 

Couple. 

Absolute. 

Danlell  =  x. 

+  (Zn.  0,  SO.Aq) 

-  (Cu,  0,  SO,Aq) 

+  (Zn,  0,  SO.Aq) 

-  (Cd.  0.  SO.Aq) 

+  (Zn,  CUAq) 

-  (Ag, ,  CI,) 

+  (Zn,  0,  SOjAq) 
-(NaO^.O,  HaO) 

+  (Zn,  0,  SO«Aq) 
-i(NaOa,0,,7HaO) 

+  (Zn,  0,  SO.Aq) 
-KCraO,.0,Aq) 

+  (Cu,  0,  SO.Aq) 
-(Na04,0,  H,0) 

+  (Fea ,  CU ,  Aq) 
-(FeaCU,  AqCU) 

+  (Zn,  0,  SO.Aq) 

-  H,0 

calories. 
+  106.090 

-  55.960 

+  106.090 

—  89.500 

+  II2.810 

-  58.760 

+  106.090 

—  10.010 

+  106.090 

—  23.280 

+  106090 

—  6.300 

+     55.960 
]—     10.010 

+    99.950 

-  55.520 

+  106.090 

-  68.360 

calories. 
50.13 

16.59 
54.08 

96.08 

82.81 

99.780 

45.95 

44.43 

37.73 

acid* 

of  copper.. 

I 

acid* 

of  cadm. . . 

0.33 

oric  acid*, 
of  silver  . . 

1.08 

• 

acid*. . . . 
d 

1.92 

U     •  •  •    *•  •  •  • 

1.65 

;  acid* .... 

1.99 

d 

0.98 

loric  acid*. 

0.89 

0.75 

Diluted. 
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RELATION   BETWEEN   THE  CHEMICAL   ENERGY  AND  THE 
ELECTRIC   ENERGY  OF   VOLTAIC  COUPLES. 

(H.  JAHN,  1886.) 


Voltaic  Couples. 


Copper,  sulphate  of  copper  4-  looH^O  (, 
Zioc,  sulphate  of  zinc  -{-  looHgO  ) 

Copper,  acetate  of  copper  saturated  \ 
Lead,  acetate  of  lead  -f  looHgO        f  ' " 

Silver,  chloride  of  silver  ( 

Zinc,  chloride  of  zinc  +  soHtO  f 

Silver,  chloride  of  silver                 I 
Zinc,  chloride  of  zinc  -|-  looH^O  \ 

Silver,  chloride  of  silver  \ 

Zinc,  chloride  of  zinc  +  asH^O  J 

Silver,  bromide  of  silver  \ 

Zinc,  bromide  of  zinc  -|-  asH^O  J 


^         O 

w  >  ^ 
(i3 


volts. 
1.0963 

0.47643 

1.0306 

1.0171 

0.9740 
0.84095 


ijfco 

U  C  4 


50.536 
31.96 
47506 
46.896 

44903 
38.773 


S  e  « 
U 


50.  no 

16.533 

53.17 

49.083 

47»47 

39-936 


-{-o>oooo34 
40.000385 
—0.000439 

— O.O00O3I 


Free  Heat 

Disenga^. 

Ob-     Calcu- 
served.    Uied. 


— o.ooosoa 


—0.000105 


—0.416'  -0.43* 
-5-437   -4844 


+4-66 


+S-I4& 


+3.186   +2.644 


+2.239 


+1.164 


•  54 


+1-334 


TABLE   OF  CALORIES   PRODUCED   WITHIN   CELLS,   TRANSMIS- 
SIBLE TO  THE  CIRCUIT.    (FAVRE.) 


Cells. 


Couple  with  hypochlorous  acid 

Grove,  with  fuming  nitric  acid 

*'     ordinary    ** 
with    permanganic    and     sulphuric     acids. 

mixed 

with  mercuric  sulphate 

Daniel] 

with  chromic  and  sulphuric  acids,  mixed  . . 
'*     oxygenated    water    and    hydrochloric 

acid 

Smee  with  hydrochloric  acid 

hydrobromic 
hydroiodic 
sulphuric 
with  sulphate  of  copper  and  hydrogen  and 
platinum  (alloyed),  with  acidulated  water 
and  hydrogen  acting  as  electro-positive 
metal 


« ( 


«( 


<( 


K 


I  < 


(< 


<< 


t  t 


calories 

I0I.6 

99.6 

92. 8 

78.4 
58.6 
47.8 
60.4 

41.6 

33-4 
29.8 
29.0 
29.8 


8.0 


^ 


II. 6 


Q  =  quantity  of  heat  transmissible  to  the  circuit,  representing  the  eneri 

the  cell. 
Q^  =  quantity  of  heat  confined  in  the  cell. 
Q*  =  quantity  of  heat  corresponding  to  the  reduction  of  the  depolarizing  li 
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t  that  of  these  only  29.8  calories  would  be  transmissible  to 
z  circuit,  and  hence  would  represent  the  energy  of  the  cell, 
snce  it  would  follow  that  two  of  these  cells  could  not  de- 
mpose  water.     Thus 

29.8  cal.  +  29.8  cal.  <  69  cal.  (1.49  volts). 

D\v,  M.  Tommasi  observes  that  this  decomposition  would 
<e  place,  as  is  well  known,  if  all  the  calories  disengaged  by 
•th  couples  could  be  transmitted  to  the  circuit.     Thus: 

39  cal.  +  39  cal.  >  69  cal.     (Favre.) 
38  cal.  +  38  cal.  -f-  1.4  cal.  >  69. 

*his  last  is  calculated  according  to  the  latest  thermic  data, 
he  E.  M.  F.  of  a  couple  of  amalgamated  zinc  and  dilute  sul- 
luric  acid  would  be  greater  than  that  of  the  zinc  couple  by 
)out  0.7  cal.) 

If  the  water  of  the  voltameter  is  acidulated  with  hydro- 
iloric  acid,  the  decomposition  of  the  water  takes  place  more 
pidly,  as  might  easily  be  anticipated  from  the  fact  that  the 
ectrolysis  of  dilute  hydrochloric  acid  absorbs,  for  two  mole- 
iles,  66  calories,  in  place  of  69.  But  even  in  this  case  there 
^uld  be,  according  to  Favre,  no  electrolysis,  for 

29.8  cal.  +  29.8  cal.  <  66  cal. 

2.  According  to  Favre,  two  zinc-platinum  and  hydrochloric 
d  couples  cannot  decompose  water  if  it  be  acidulated  with 
SO^.but  can  do  so  if  it  be  acidulated  with  HCl.  In  the 
t  case  we  have 

33.4  cal.  +  33.4  cal.  <  69  cal.,* 

i  in  the  second, 

33.4  cal.  +  3.4  cal.  >  66  cal. 


•'According  to  Favre,  this  couple  would  in  fact  disengage  34.8  cal.,  but  only 
V  cal.  would  be  transmissible  to  the  circuit. 
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3.  According  to  Favre,  the  couple  with  chromic  add  and 
sulphuric  acid  mixed*  would  disengage  117.3  caL  (2.5  volts), 
but  62.5  cal.  (1.3s  volts)  only  would  be  transmissible  to  thecir- 
cuit.  Hence  it  would  follow  that  a  single  chromic  acid  couple 
could  not  decompose  water  acidulated  by  sulphuric  acid. 

In  fact,  if  the  negative  electrode  of  this  element  is  of  plati- 
num, water  is  not  decomposed  ;  but  if  the  electrode  is  of  car- 
bon  or  platinum  sponge,  water  is  electrolyzed.  The  chemical 
reaction  in  the  interior  of  this  couple  being  always  the  samc^ 
M.  Tommasi  has  endeavored  to  determine  approximately  by 
means  of  electrolysis  the  number  of  calories  transmissible  to 
the  circuit  by  the  chromic  acid  couple,  according  as  its  negative 
electrode  is  platinum,  carbon,  or  platinum  sponge,  and  has  ob- 
tained the  following  results : 

1.  The  chromic  acid  couple  as  employed  by  Favre — that 
is,  having  its  negative  electrode  of  platinum — produces  an  ex- 
ternal chemical  work  of  only  about  65  cal.  (1.4  volts). 

2.  By  substituting  for  platinum  in  the  same  couple  carbon 
or  platinum  sponge,  about  80  calories  (1.8  volts)  become  trans- 
missible  to  the  circuit. 

Researches  of  F.  Raoult  (1863). — Favre  has  shown  that 
in  the  Daniell  element  the  heat  produced  by  the  current  is- 
nearly  equal  to  that  disengaged  by  chemical  action.  Accord- 
ing to  Raoult,  this  is  true  only  of  the  Daniell  element.  In 
others,  he  says,  the  heat  produced  by  the  current  in  the  entire 
circuit  and  the  heat  produced  by  the  chemical  reaction  are 
often  notably  different.  The  following  are  some  of  the  results 
obtained : 

Heat — — 

Chemical.  Voltaic 

Zinc,  sulphate  of  zinc — sulphate  of  copper,  copper 23.56  cal.      236 cal. 

Zinc,  acetate  of  zinc — acetate  of  lead,  lead 15.7      '*         12.4" 

Copper,  nitrate  of  copper— nitrate  of  silver,  silver 16.4      *'  7.8  " 


*  This  couple  is  composed  of  a  glass  outer  vessel  containing  an  amal(?a- 
maled  zinc  placed  in  water  acidulated  with  H^SO*  and  a  porous  jar  containinJT 
the  following  mixture:  Chromic  acid,  25  grams;  water,  50  c.  cm.;  sulph""^ 
acid,  10  c.  cm. 
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mit.  that,  from  the  point  of 
Ktricity,  the:  chemical  actions  in 
nposed  of  actions  exerted 
pbiiiations  and  decompositions). 
p  composed  of  actions  exerted 
gregation,  diffusion,  and  inverse 


vsitive  Metals,  etc.,  upon  the  Changes 
^Voltaic  Couples.     (Gore,  1887.) 

ilierous  measu  rements  were  made,  and 

lbs  of  tables  of  the  effects  upon  the  mini- 

|f  potential  of  a  voltaic  couple  in  di.stiUed 

,  June  14,  1888),  and  upon  the  changes 

I  attending  variation  of  strength   of  its 

)  obtained  by  varying  the  kind  of  positive 

^metal  of  the  couple,  and  by  employing  different 

The  measurements  were  made  by  the  method 

"Ugh  a  galvanometer,  with  the  aid  of  a  suitable 

[lie  pile   (Birmingham    Philos.    Soc.   Proc,  vol.  4, 

i'  Electrician,  vol,  ii,   p.  414),      The  kinds   of  gal- 

.  employed  were  an  ordinary  astatic  one  of  100  ohms 

.^nd  a  Thomson's  reflecting  one  of  3040  ohms  re- 


■llowing  were  the  proportions  of  hydrochloric  acid 
1  to  change   the   potential  of   different  voltaic 


ic  galvanometer. 

ween  1  in  9.300,030  and  9,388.185 
r  '■  574,000  ■'  637,000 
I  "  516,666  •'  574,000 
■  ■■        12,109    "  15.000 
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Refleciing  galvanometer. 

Zn  -J-  Pt Between  i  in  15,500,000  and  23,250,000 

Cd  +  Pt "  I"  1,162,500    *•  1,550,000 

Mg  +  Pt "  I  "  775,000    "  930,000 

Al  +  Pt "  I"  42,568     "  46,500 


With  iodine  and  the  astatic  galvanometer  the  following 
proportions  were  required : 


Table  2.     Iodine. 


Zn  +  Pt Between  i  in  3,100,000  and  3,521,970 

'•       643,153 
"       224,637 


Mg  +  Pt "         I"      577,711     " 

Cd  +  Pt "         I"      200,431     " 

With  bromine  and  the  astatic  galvanometer: 

Table  8.     Bromine. 

Mg  +  Pt Between  i  in  310,000,000  and  344444444 

Zn  +  Pt "         I*'     77,500,000    "       84,545.000 

Cd  +  Pt "         I  "       3470,112    "        3»875»ooo 


n:r<  ol 
\j^^    tl 

Hie  e; 

•-»*-«•  1  -J 

k-i".v  cor 
v.'.  T-in: 

By  ? 

■   r» 


The  magnitudes  of  the  minimum  proportions  of  bromine 
required  to  change  the  potentials  of  the  three  couples  in  watet 
varied   directly  as  the  atomic  weights  of   the  three  positive 
metals. 

With  chlorine  the  following  were  the  minimum  proportior*-^ 
required  : 

Table  4.     Chlorine. 
With  the  reflecting  galvanometer. 

Mfr  4-  Pt Between  i  in  27,062,000.000  and  ^2,20i.ooo.ooc:::^^^ 


Mijl-l't 
Zn-f-l't.. 
Zn  +  Au . 
Cd  +  Pt. . 
Zn  +  Cd . 


i( 
(( 
<< 


With  the  astatic  galvanometer. 

A'een  i  in  1 7,000,000,000  and  17,612,000,000^^^^^ 

I   **  1,264,000,000     "      1,300,000,000 

I  "       518,587,360    "        550,Si3»022 

I  "  8,733,58s     "  9*270,833 

I  "  55*436    "  76467 
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In  the  case  of  chlorine,  as  well  as  that  of  bromine,  the  mag- 
udes  of  the  minimum  proportions  of  substance  required  to 
ange  the  potential  of  magnesium-platinum,  zinc-platinum, 
d  cadmium-platinum  varied  directly  as  the  atomic  weights 
the  positive  metals. 

The  examples  contained  in  the  paper  show  that  the  pro- 
rtion  of  the  same  exciting  liquid  necessary  to  disturb  the 
tential  of  a  voltaic  couple  in  water  varied  with  each  different 
sitive  or  negative  metal,  and  that  the  more  positive  or  more 
sily  corroded  the  positive  metal,  or  the  more  negative  and 
IS  easily  corroded  the  negative  one,  the  smaller  usually  was 
e  minimum  proportion  of  dissolved  substance  necessary  to 
ange  the  potential. 

By  plotting  the  results  in  all  cases,  it  was  found  that  the 
ier  of  change  of  potential,  caused  by  uniform  change  of 
ength  of  liquid,  varied  with  each  positive  metal. 

The  results  also  show  that  the  degree  of  sensitiveness  of 
\  arrangement  for  detecting  the  minimum  point  of  change 
potential  depends  largely  upon  the  kind  of  galvanometer 
ployed. 

As  a  more  sensitive  galvanometer  enables  us  to  detect  a 
mge  of  potential  caused  by  a  much  smaller  proportion  of 
terial,  and  as  the  proportion  of  substance  capable  of  detec- 
1  is  smaller,  the  greater  the  free  chemical  energy  of  each  of 

uniting  bodies  (Roy.  Soc.  Proc,  June  14,  1888),  it  is  proba- 

that  the  electromotive  force  really  begins  to  change  with 

very  smallest  addition  of  the  substance,  and  might  be  de- 
ted  if  our  means  of  detection  were  sufficiently  sensitive  or 

free  chemical  energy  of  the  uniting  bodies  were  sufficiently 
>ng. 

Voltaic  Combinations  in  which  Oxidizable  Metals  are 
Replaced  by  Alterable  Solutions. 

It  appeared  to  Dr.  C  R.  Alder  Wright  and  Mr.  C.  Thomp- 
i  probable  that  just  as  a  liquid  capable  of  parting  with 
ygen,   chlorine,  etc.,  can  be  used   in   conjunction   with  an 
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electrode  of  unchangeable  material  at  one  side  of  a  voltaic  cell 
(as  in  Grove's  nitric  acid  cell  and  analogous  combinations),  or 
may  be  replaced  by  a  solid  conducting  electrode  itself  capable 
of  losing  oxygen  (e.g.,  a  plate  of  strongly  compressed  lead  per- 
oxide),  so,  conversely,  might  a  conducting  plate  of  oxidizable 
material  (e.g.,  zinc)  at  the  other  side  be  replaced  by  an  un- 
changeable electrode  in  conjunction  with  a  liquid  capable  of 
taking  up  oxygen,  chlorine,  etc.,  without  producing  any  funda- 
mental change  in  the  character  of  the  actions  taking  place  in 
the  cell  while  generating  a  current.  The  electrode  immersed 
in  this  oxidizable  substance,  like  the  zinc  of  an  ordinary  cell, 
would  acquire  a  lower  potential,  and  the  opposed  plate  the 
higher  potential ;  i.e.,  "  the  wire  connected  with  the  latter 
would  be  the  *  positive  pole '  in  reference  to  the  external  cir- 
cuit.'*  On  trial  it  has  been  found  that  such  is  the  case,  and 
that  in  consequence  a  large  variety  of  novel  forms  of  cell 
results.  For  example,  sodium  sulphate  or  potassium  ferrocyan- 
ide  solution  opposed  to  chromic-sulphuric  acid  solution: 
preferably  with  an  intermediate  layer  of  some  neutral  salt 
solution,  such  as  sodium  sulphate,  to  prevent  the  direct  action 
of  the  two  fluids  on  one  another.  During  the  passage  of  a 
current,  sodium  sulphate  or  potassium  ferrocyanide  is  formed 
in  quantity  proportionate  to  the  electricity  passing,  i.e.,  to  the 
amount  of  silver  thrown  down  in  a  silver  voltameter  included 
in  the  circuit,  whilst  chromium  sulphate  is  produced  at  the 
other  side.  Various  analogous  cells  are  described,  in  particular 
one  where  lead  oxide  dissolved  in  caustic  soda  is  opposed  to 
alkaline  hypobromite  (in  this  case  lead  dioxide  is  produced 
and  separates  out  in  solid  form),  and  one  where  chromium  ses- 
quioxide  dissolved  in  caustic  soda  is  opposed  to  chromium  tn- 
oxide  dissolved  in  sulphuric  acid.  Here  sodium  chromate  and 
chromium  sulphate  are  formed  an  E.  M.  F.  about  equal  to  that 
of  DanielFs  cell  being  set  up. 


CHAPTER   XVIII. 

GENERAL  PRACTICAL  DATA.     (Continued,) 

Various  Electromotive  Forces. 

?•  M.  F.'s  of  Carbon  and  Metats  in  their  Contact  with  Distilled 

Water.     (Becquerel,  1870.) 

Pure  Water     |  J^'?^" 

(  Carbon 

No  current.  The  carbon  was  made  in  cylinders  and  by  the 
lecomposition  of  sugar-candy.  The  hydrogen  products  con- 
ained  in  the  carbon  were  removed  by  chlorine,  the  chlorine 
y  hydrogen,  and  the  last  by  boiling  water. 

Pure  Water     j  ?^^°"  (^^^t^^^)  " 

(  Carbon  -f- 

One  of  the  carbons  was  removed  and  heated  in  a  platinum 
iibe  from  100°  to  redness,  then  replaced  in  the  water.  It  had 
ecome  negative* — a  condition  which  results  from  the  property 
rhich  carbon  possesses  when  it  has  absorbed  air,  of  slowly 
reducing  carbonic  acid.  The  carbon  itself  is  thus  rendered 
egative  and  the  water  positive. 

If  two  platinum  electrodes  taken  from  the  same  piece  of 
letal  are  substituted  for  carbon  in  pure  water,  no  current  results, 
f  one  be  withdrawn  and  exposed  to  a  current  of  hydrogen,  it 
ecomes  negative ;  if  exposed  to  a  current  of  oxygen,  positive, 
f  exposed  successively  to  the  action  of  both  gases,  it  becomes 
egative.  If  a  platinum  wire  be  subjected  to  a  temperature  of 
00°  C.  in  a  heated  tube  for  several  minutes,  it  becomes  nega- 
ive,  and  after  prolonging  the  heating  it  becomes  positive  on 

*  Signs  as  given  by  Author. 
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contact  with  water.  Removed  from  the  water  and  heated  (or 
a  few  moments  to  a  h'ttle  less  than  red  heat,  it  again  becomes 
negative,  then  positive  when  heated  to  bright  red,  cooled  and 
plunged  in  distilled  water.  When  heated  for  a  short  time  in 
boiling  distilled  water  it  quite  frequently  loses  its  polarity. 

According  to  Becquerel,  these  results  are  explained  only  on 
the  following  hypotheses : 

1.  The  decomposition  of  the  vapor  of  atmospheric  water  or 
of  water  under  the  influence  of^the  metal  at  a  more  or  less  ele- 
vated temperature. 

2.  A  difference  in  the  absorbing  power  of  hydrogen  and 
oxygen  during  the  heating  action.  When  this  action  is  pro- 
longed out  of  contact  with  water,  hydrogen  is  disengaged,  the 
air  is  absorbed  during  cooling,  and  the  metal  then  becomes  posi- 
tive on  contact  with  water  by  reason  of  the  action  of  oxygen. 
Gold,  palladium,  and  iridium  act  very  nearly  like  platinum. 

Electrodes  of  spongy  platinum  were  placed  in  dilute  nitric 
acid.  Both  were  first  heated  to  bright  redness  and  then  one 
of  them,  after  cooling,  was  plunged  in  the  acid,  followed  a  few 
seconds  later  by  the  other.  The  electrode  last  immersed  was 
negative.  With  concentrated  nitric  acid  it  is  scarcely  possible 
to  determine  the  E.  M.  F.,  because  of  the  rapid  oscillations  of 
the  voltmeter  needle. 

With  hydrochloric  acid,  concentrated  or  dilute,  the  effect  is 
constantly  inverse,  that  is,  the  electrode  last  immersed  is  always 
positive  with  concentrated  acid,  and  the  E.  M.  F.  equals  abo^^ 
•0.013 1  volt.  The  effects  are  the  same  with  pure  sulphut"^^ 
acid  diluted  with  an  equal  volume  of  water,  The  E.  M.  J* 
equals  0.105  volt.  With  ammonia  the  last  electrode  immers^' 
is  also  positive  and  the  E.  M.  F.  equals  0.246  volt. 

E,  M,  I\  of  Platimnn  in  Contact  with  Acidulated  or  Al^^ 
linized  Water  (Gaugain,  1869). — Two  plates  of  platinum  we  ^ 
immersed  in  acidulated  water  for  some  time.  One  being  wit  ^ 
<lrawn,  washed  in  distilled  water,  and  returned,  was  found  C^ 
be  negative.*  E.  M.  F.  =  0.0136  volt.  Water  alkalinizedwit^ 
KHO  was  then  substituted.     The  washed  and  returned  plat:^ 

*  Signs  as  given  by  author. 
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was  then  found  to  be  positive.     Idei 
with  plates  of  platinized  platinum. 

It  is  possible  to  recognize  by  this  means  whether  a  liquid 
is  neutral,  acid,  or  alkaline  even  when  its  reaction  is  so  weak 
as  not  to  affect  the  ordinary  test  papers.  In  this  case,  how- 
Ofer,  non-platinized  electrodes  must  be  used. 

The  plates  can  be  brought  back  to  their  original  state  by 
simply  wiping  from  their  surfaces  the  deposit  left  after  immer- 
sion. 

According  to  D.  Macaluso  (1S73),  the  E,  M.  F.  of  platinum 
placed  in  a  solution  of  hydrochloric  acid  to  which  traces  of 
free  chlorine  are  added  increases  rapidly  to  a  maxiinum  which 
may  reach  0.6  to  0.7  volt. 

E.  M.  F.  of  Platinised  P/arinuui.—lt  appears  from  the 
experiments  of  Gaugain  that  platinized  platinum  is  more 
electro-negative  than  ordinary  platinum  without  deposit.  A 
piate  of  platinum  and  a  plate  of  platinized  platinum  form  a 
Couple  the  E.  M.  F.  of  which  may  reach,  at  the  instant  of  , 
immersion  of  the  plates,  0.25  volt. 

e.  m.  f.'s  produced  bv  the  action  of  water  ( 
phuric  acid  at  different  degrees  of  hvdt^ 
(becquerel.) 

Platinum  Electrodes 
Sulphuric  Acid,  DJsiiUed  Waier, 

SO.H,,H,0 Aq 

S0,H,,2H,0 ■' 

S0.H,.3H,0 "  

S0.H,,4H,0 " 

S0,H,,5H,0 " 

S0.H,.6H,0 " 

S0.H,,7H,0 ■' 

SO.H,.8H.O "  ... 

SO.H,,9H,0 "  .   . 

SO,H,.ioH.O '■  ... 

•  Signs  as  given  by  aulhor.-' 
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Gold  Electrodes. 
Solation  of  Potaah.  Distilled  Water.  E.  H.  F.'a. 

K,0,4H,0 Aq 0.310  volt 

K,0,5H,0 « C.217  " 

K,0.6H.O " 0.201  " 

K,0,7H,0 " 0.181  " 

K,0,8H,0 « 0.165  « 

K.O.gH.O " 0.154  " 

K,0,  ioH,0 "  0.143  " 

K,0,i4H,0 "  ai33  " 

K.0, 'SH.O " 01132  " 

K,0,2oH,0. "  0.125  " 

K.O,4oH.O "  ai22  " 

E.   M.  F.'s   PRODUCED   BY  THE  ACTION  OF  WATER   ON  ] 
ACID  AT  DIFFERENT  DEGREES  OF  HYDRATION. 
Nitric  Acid.  EHttlUed  WftUsr.  E.  M.  F.'s. 

N.O. ,  H,0 Aq 0.424  voh. 

N,0,,2H,0 " 0.349  " 

NA.3H,0 " 0.287  " 

N,0,,4H,0 " 0.234  " 

N,0..5H,0 " a2i4  " 

N,0.,6H,0 " 0.198  " 

N,0,,7H,0 "  0.188  " 

N,0..8H,0 " 0.181  " 

E.   M.   F.'S  PRODUCED   BY   THE    ACTION   OF    HYDRATED 
ON   HYDRATED   ALKALIES.      (BECQUEREL.) 
Gold  Electrodes. 
Nitric  Add.  Potash  Solution.  E.  M.  F.'s.* 

N,0..4H,0 K,0,4H,0 1.320  volts. 

N,0. .  6H,0 K,0.6H,0 1.104     " 

N,0, .  8H,0 K,0,  8H,0 1. 164     " 

•  It  should  be  observed  that  the  E.  M.  F.  produced  by  lh«  action 
phuric  acid  and  nitric  acid  on  potash  is  not  in  direct  ratio  to  the  heat  dei 
bv  the  action  of  these  acids  on  potash.  In  fact,  2KH0-f  3NO,.H  +  Aq 
cal.  and  aKHO  +  SO,H,  +  Aq  ^  31.7  cal. 
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huric  Acid.  Potash  Solution.  E.  M.  F.'s. 

. ,  4H,0 K,0, 4H,0 0.768  volt. 

.,  5H.O K,0.  5H,0 0.686 

,,6H,0 K,0,6H,0 0.613 

„7H.O K.0.7H,0 0.590 

,,8H,0 K,0.8H,0 0.537 

. ,  9H,0 K,0.  qH.O 0.501 

, ,  loH.O K,0,  loH.O 0471 

.,  2oH,0 K,0,  20H,0 a435 


ti 
« 

a 
a 
<< 


's  produced  by  the  Action  of  Saline  Solutions 
e  another,  as  well  as  those  resulting  from  the 
n  of  Water  on  such  Solutions. 

aratus  employed  in  these  researches  consisted  in  a  slit  tube,  the 

'hich  was  about  y^J^  of  a  milimetre  in  width  and  which  contained 

)lutions  ;  and  a  test-tube  containing  the  other  solution.     In  each 

placed  a  plate  of  gold  or  silver  well  cleaned  and  completely 


I. 

Electric  Condition  of  the  Couples.*     E,  M.  F.'s. 

,    (  Ammonium  sulphate      —  )       >->.      , 
couple  i  T-.-  .'11  J       .  if  0.000  volt. 

^      I  Distilled  water  +  J 


,     (  Sodium  carbonate  —  ) 

-°"P^M  Distilled  water  4- (  °-'^« 


U 


:ou 


.     (  Ammonium  sulphate     +  |     ^^ 
\  Sodium  carbonate  —  )    '     ^ 


« 


rst  two  couples   produce   two  currents   in  opposite 
For  the   difference  in   the   E.  M.  F.'s   we  have 
.066  =  0.062, — very  nearly  0.065. 


Signs  as  given  by  Becquerel. 
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II. 
Electric  Condition  of  the  Couples.       E.  M.  F.'s. 

,    (  Sodium  carbonate  —  \  , 

1st  couple -J  ^  .^    ^  ,    ?-o.2ii  volt 

^     (  Copper  nitrate  +  ' 

,  ,     (  Sodium  carbonate  —  )         ^    „ 

^^  *=°"P'M  Distilled  water  +l°-'"» 

The  sum  of  the  E.  M.  F.'s  of  couples  2  and  3  being  due 
to  both  currents  in  the  same  direction,  their  resultant  equals 
their  sum,  and  we  have 

0.128  volt  -f-  0.075  volt  =  0.203  volt, 

instead  of  0.21 1,  which  gives  the  direct  reaction  of  the  twa 
solutions,  one  with  the  other. 

III. 

Electric  Condition  of  the  Couples.       E.  M.  F.*s. 

,    (  Ammonium  sulphate     +  ) 
1st  couple  i  ,,     .  ,  1      .,  ( 0.027  volt. 

^      (  Barium  chloride  —  )  ' 

,  ,     (  Ammonium  sulphate      —  )        ^^    ,, 

2d  couple  i  ,^.    ...    ,       ,  ,    ^  0.066    " 

(  Distilled  water  -j-  ) 

.  .     (  Barium  chloride  —  )  ^    ,, 

3d  couple  <  -p..    ...    ,       ^  ,    ^  0.036    " 

'^  ^      (  Distilled  water  + )        *^ 

Currents  obtained  with  couples  2  and  3  being  directed  op- 
positely, the  resultant  is  their  difference,  which  is  equal  to 

0.066  volt  —  0.0363  volt  =  0.0297  volt. 

Becquerel  (see  page  370)  deduced  from  these  experiments 
that  when  a  neutral  solution  reacts  equally  on  another,  the 
resultant  E.  M.  F.  of  this  reaction  is  equal  to  the  sum  or  to 
the  difference  of  the  E.  M.  F.'s  in  the  reaction  of  each  of  the 
solutions  on  the  water  of  the  other  solution. 
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If  a  plate  of  platinum  is  put  in  nitric  acid  and  another  in  a 
ution  of  caustic  potash  which  is  in  contact  with  the  acid  by 
ans  of  a  porous  diaphragm,  a  marked  current  of  electricity 
produced  as  soon  as  communication  is  established,  the 
ali  assuming  negative  and  the  acid  positive  electricity, 
e  same  arrangement,  however,  substituting  sulphuric  or 
Irochloric  acid  produces  but  a  very  weak  current.  (Bec- 
irel,  1838.) 

The  platinum  in  this  experiment  may  be  replaced  by  iron, 
>per,  or  zinc.  Thus,  if  two  plates  of  the  same  metal  be 
LCed  respectively  in  sulphuric   acid  and  a  potash  solution, 

in  hydrochloric  acid  and  a  potash  solution,  a  very  pro- 
unced  and  constant  current  is  observable,  but  one  much 
ore  intense  with  zinc  than  with  the  other  two  metals.  The 
lergy  augments  when  the  sulphuric  acid  is  diluted  one  half 
ith  water.  In  these  experiments,  the  zinc  plate  in  the  acid,, 
though  much  more  chemically  attacked  than  that  in  the 
kali,  always  takes  positive  electricity,  although  it  represents 
e  copper  in  an  ordinary  voltaic  combination.  Similar  phe- 
•mena  appear  with  nitric  acid,  in  which  inactive  iron,  passive 
►n,  zinc,  and  copper  always  take  positive  electricity  in  rela- 
•n  to  the  same  metals  in  potash  or  in  sulphuric  and  hydro- 
ioric  acids.     (Grove,  1839.) 

Electric  Condition  of  Liquids  in  Contact.  — Nitric  acid  is 
sitive  with  hydrochloric  acid,  acetic  acid,  nitrous  acid,  alka- 
e  solutions,  nitrate  solutions,  sulphate  solutions,  neutral 
loride  solutions.  Nitric  acid  is  negative  with  sulphuric  acid, 
osphoric  acid.  Phosphoric  acid  is  positive  with  hydrochloric 
d,  sulphuric  acid,  alkaline,  saline  solutions. 

On  the  E.  M.  F.'s  produced  at  the  Contact  of  Liquids 
parated  by  Capillary  Diaphragms. — The  acid  and  the  base 
I  placed  in  contact  by  means  of  a  diaphragm  consisting  either 
a  slit  or  cracked  tube,  or  a  tube  closed  by  parchment-paper, 

a  porous  cup.  Under  these  conditions,  it  has  been  found 
at,  with  all  the  dilute  acids  (i  equivalent  of  acid  or  of  base  in 
itres  of  water)  experimented  upon,  the  E.  M.  F.  increases  at 
st  quite  rapidly,  then  slowly,  and  finally,  after  a  time  more 
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or  less  long,  attaJas  a  maximum,  after  which  it  weakens  anew. 
Thus, 


Mlnimui 

Nitric  acid  +  potash o.35f>  vi 

Sulphuric  acid  +  ponsli 0.336    ■ 

Hydrochloric  nfid  +  potash 0356    * 

Aceiic  acid  +  potash 0.383    ' 

f  hospboiic  aeiU  +  potash o.  1 78    ' 


Muimum 

0.636  volt, 

after  2  days 

0.443    " 

'■     I  day 

0.479    ■' 

■'     Shouts 

0.854     '■ 



Disengagement  of  Electricity  produced  at  the  Contact 
of  Solids  and  of  Liquids  in  Motion  (E.  Bccquerel,  1854).— In 
3  cylindrical  ve.ssel  of  a  diameter  of  1 5  cm.  are  placed  vertically 
tlie  two  plates  or  two  metal  wires  to  be  tested  (platinum,  gold, 
■Copper,  zinc,  iron,  etc.) ;  the  vessel  is  filled  with  the  expen- 
nicntal  solution.  One  of  the  plates  is  attached  to  the  arm  of 
■a  horizontal  lever,  which  is  set  in  uniform  and  more  or  less 
rapid  rotation  by  means  of  an  electro-motor. 

On  operating  in  this  way  it  is  found  that  there  is  always 
manifested  a  current  of  electricity  between  two  plates  of  the 
same  metal  or  between  the  same  conducting  substance  and  a 
liquid,  whether  the  metal  be  inoxidizable,  like  platinum  or 
gold,  or  oxidizable,  like  zinc  and  iron,  but  of  different  degrees 
of  strength  and  in  different  directions. 

With  platinum  the  effect  is  weak,  while  with  iron  and  zinc 
the  action  is  quite  energetic.  The  direction  of  the  current  de- 
pends on  the  nature  of  the  substance.  Thus  an  electrode  of 
<arbon,  platinum,  gold,  or  bismuth  takes  negative  electricity 
when  it  is  in  movement  in  a  conducting  liquid,  the  fixed  elec- 
trode becoming  positively  electrified  ;  while  the  movable  elec- 
toode  of  zinc,  iron,  lead,  or  antimony  takes  positive  electricity, 
the  fixed  plate  of  the  same  metal  becoming  negatively  electri- 
fied. In  these  two  groups  of  substances,  those  which  precede 
are  more  strongly  electrified  than  those  which  follow.  Copper 
appears  to  be  at  the  limit  of  the  two  classes  of  substances, 
since  it  gives  results  very  feeble  and  very  variable. 

If,  with  fixed  plates,  the  solution  be  agitated  so  that  the 
molecules  of  liquid  be  set  in  motion  around  one  of  them,  the 
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effect  is  the  same  as  when  the  liquid  is  motionless  and  the 
plate  movable. 

It  appears,  therefore,  that  two  plates  of  the  same  metal 
and  a  conducting  liquid  may  form  a  couple,  provided  that 
one  of  the  plates  or  the  liquid  molecules  which  touch  it  be  in 
motion.  In  the  case  of  an  oxidizable  metal,  the  plate  which 
is  in  movement  acts  as  if  it  were  less  attacked  by  the  liquid 
than  the  fixed  plate.  On  the  other  hand,  with  a  less  oxi- 
dizable metal,  such  as  platinum  or  carbon,  the  plate  in  motion 
acts  as  if  it  were  more  attacked  by  the  liquid  than  the  other 
plate. 

Action  of  Pulverized  Substances  mixed  with  a  Liquid 
Body  in  which  the  Metallic  Plates  are  in  Motion  (Tom- 
masi). — If  there  be  added  to  the  exciting  liquid  a  certain 
quantity  of  pulverised  material  so  as  to  make  a  thick  fluid,  the 
current  produced  is  more  or  less  energetic  in  accordance  with 
the  nature  of  this  substance. 

Thus  the  addition  of  sand,  plumbago,  or  flowers  of  sulphur 
does  not  increase  the  energy  of  the  couple,  while  peroxide  of 
manganese,  and  especially  pulverized  carbon  previously  calcined, 
augments  considerably  the  electric  effects. 

If  two  plates  of  zinc,  one  in  motion  and  the  other  at  rest, 
and  an  exciting  liquid  consisting  of  sodium  sulphate  be  used, 
a  current  of  certain  intensity  is  obtained  which  is  materially 
increased  by  the  addition  of  quite  a  large  quantity  of  powdered 
coke  to  form  a  thick  fluid.  The  zinc  in  motion  takes  positive 
electricity,  and  the  carbon  paste  negative.  E.  M.  F.  =  o.i2} 
volt. 

The  same  effects  are  obtained  by  using  two  plates  of  plati- 
num depolarized.  The  plate  which  rotates  takes  positive  elec- 
tricity, and  the  carbon  paste  negative.  There  is  no  current 
when  the  movement  of  rotation  ceases. 

With  a  battery  composed  of  ten  couples,  each  consisting  of 
zinc — zinc,  sulphate  of  soda,  and  carbon  paste,  and  in  which 
the  zinc  disks  are  lo  cm.  in  diameter,  it  has  been  found  possi- 
ble to  decompose  a  solution  of  potassium  iodide  or  copper  sul- 
phate, but  not  acidulated  water.     From  which  it  appears  that 
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:he  E.  M.  F.  of  this  battery  should  be  at  least  equal  to  i  23 
k^olts. 

In  a  zinc  platinum  couple,  in  which  the  movable  platinum 
is  in  a  solution  of  copper  sulphate  and  separated  by  a  diaphragm 
From  the  liquid  in  which  the  fixed  zinc  is  located,  the  electric 
effect  is  the  same  as  when  the  two  electrodes  are  at  rest.  In 
:his  case  the  depolarization  of  the  platinum  plate  is  obtained 
3y  reduction  of  the  copper,  and  the  motion  gives  no  advantage. 

When  both  electrodes  of  a  couple  containing  different 
netals  are  set  in  motion  in  their  containing  liquid,  the  follow- 
ng  effects  are  observed  : 

If  the  electrodes  constituting  the  couple  are  not  attacked 
^y  the  liquid  while  at  rest,  the  electric  state  is  nit\  but  as  soon 
is  they  are  set  in  motion  a  current  is  obtained  due  to  the 
iifference  of  the  effects  exerted  upon  them. 

Take,  for  example,  the  couple  carbon — platinum  and  acidu- 
ated  water,  in  the  state  of  rest  and  after  depolarization  of  the 
lectrodes.  This  couple  gives  no  current,  but  as  soon  as  the 
lectrodes  in  the  liquid  are  set  regularly  in  motion  an  electric 
urrent  is  produced  so  directed  that  the  carbon  takes  negative 
lectricity. 

If  the  electrodes  constituting  the  couple  are  unequally 
ttacked  by  the  liquid,  there  is  obtained  always,  by  reason  of 
le  simultaneous  movement  of  the  plates,  an  increase  in  the 
itensity  of  the  current  over  that  which  appears  when  the 
lates  are  at  rest.  In  this  case  the  effect  produced  on  the 
egative  plate  only  is  predominant,  and  it  is  of  no  conse- 
uence  whether  the  positive  plate  is  at  rest  or  in  motion,  for 
epolarization  is  effected  by  oxidation  of  this  plate. 

The  couple  having  fixed  zinc  and  movable  iron  electrodes 
rranged  in  a  paste  of  carbon  and  ferrous  sulphite  in  the  fol- 
)wing  table  is  remarkable,  although  its  electromotive  power  is 
)w,  0.57  volt,  inasmuch  as  when  the  cylinder  is  at  rest  the 
eviation  of  the  galvanometer  is  almost  nothing.  The  results 
btained  with  a  movable  electrode  of  iron  in  a  paste  of  iron 
eroxide  are  very  nearly  the  same  as  those  obtained  when 
lere  is  no  movement.     The  E.  M.  F.  of  the  couple  fixed  zinc 
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E.  M.  F.'S  OF  COUPLES  FORMED  WITH  AN  EXTERIOR  ZIXC  CVL- 
INDER  IMMERSED  IN  WATER  ACIDULATED  TO  ^  BY  SO4H,, 
AND  A  CONDUCTING  CYLINDER  ENTERING  THE  POROUS 
CUP  AND  TURNING  IN  A  BODY  OF  CARBON.  SAND,  OR 
OTHER  MATERIAL  REDUCED  TO  A  PASTY  STATE  WITH 
A  CONDUCTING   LIQUID.     (E.    BECQUEREL,    1854.) 


In  the  Outer  Ves8el. 

In  the  Porous  Cup. 

Metallic 
Cylinder 
at  Rest. 

Liquid,  Water 
acidulated  ^ 
Sulph.  Acid. 

Metallic  Cylinder 

in  Motion  (20 
revs,  per  second). 

Liquid  Paste. 

1 

E.  M.  F, 

in  Volu.      ! 

j 

ZincHflr 

Acidul.  water 

Copper 

Fine    sand     moistened    with 
water  acidulated  ^ 

1 

0.57 

(t 

<< 

<( 

Paste  of  peroxide  of  manga- 
nese with  acidulated  water.. 

I.OO 

<< 

<< 

(( 

Paste    of    wood-charcoal   and 

« 

<( 

acidulated  water 

aSS 

<< 

Paste  of  coke  and  sodium  sul- 

(< 

<( 

phate 

0.93 

•< 

Paste  of  coke  and  acidulated 

<( 

ft 

water 

O.QQ 

<< 

Same 

M3 

<* 

*  • 

(< 

Same 

0.9S 

(( 

(< 

Platinum 

Same 

0.79 

<< 

4( 

Retort-carbon 

Same 

1.04 

<t 

(< 

Iron 

Paste  of  coke  and  ferrous  sul- 

(( 

ZincHg 

phate  

0.57 

<< 

Paste  of   coke  and  acidulated 

(1 

ii 

water 

0.17 

<( 

Paste   of   coke   and   zinc   sul- 

phate  

0.37 

and  movable  platinum  in  a  paste  of  coke  and  acidulated  water 
is  three  times  weaker  when  the  platinum  does  not  rotate.    If 
the  platinum  be  replaced  by  copper,  the  E.  M.  F.  of  the  couple 
in  motion  is  augmented  only  about  one  fifth.     The  E.  M.  F- 
of  the  couple  fixed  zinc  and  movable  copper  cylinder  in  a  paste 
of  manganese  peroxide  and  acidulated  water  decreases  one  haH 
when  the  copper  ceases  to  rotate.     If  comparison  be  made  0^ 
the  quantity  of  water  decomposed  by  a  given  cell  in  accordance 
as  it  is  at  rest  or  in  motion,  it   is  found  that,  by  reason  of  ^"^ 
motion,  the  effect  of  the  cell  is  more  than  seven  times  great  ^^' 
as  the  following  table  shows.     The    battery  consisted  of   ^^^ 
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couples  formed  of  disks  of  amalgamated  zinc  and  copper  of 
10  cm,  diameter,  carried  on  a  rotary  axis.  Each  couple 
entered  a  trough  containing  an  exciting  liquid. 


Volume  of  Hydrogen 
Liquid  contained.  State  of  Disks.  disengaged  in  30 

minutes. 

Water  saturated  with  sodium  C  At  rest 6.25 

sulphate  (In  motion 46-75 

Paste  of  coke  and  acidulated  j  At  rest 21 ,00 

water  (In  motion 136,00 

E.  M.  F.'s  of  Certain  Couples  in  Absolute  Value. — 

J.  B.  Bailie  (1881)  has  measured  these  E.  M.  F.'s  in  absolute 
values  in  such  a  way  that,  the  Daniel)  element  being  taken  as 
unity,  the  relation  of  the  other  couples  to  this  unit  may  be  very 
clearly  determined  by  the  application  of  Ohm's  laws  and  trans- 
formed into  ordinary  metric  units. 


Cell.  C.  G.  S. 

Volta 0,003281 

Copper  sulphate  (Callaud) . .  .0.002880 

Daniell 0.003564 

Leclanchd 0.004438 

Platinum  chloi  ide a004830 

Bunsen 0.C06039 


-Uniu 


Ordinary. 
0.0001048 

0.0000920  maximum. 
0.0001 1 38  average. 
0.0001417  maximum. 
0.0001542  " 

0.0001928  average. 


The  numbers  of  the  second  column  have  been  obtained  by 

ing  those  of  the  first  by  the  square  root  oi  g  =  980.88. 

;  of  gravity  at  Paris.     They  represent  a  certain  mass  of 

Tidty;   a  unit  of  electric  mass  being  that  which,  acting 

cm.  distance,  repels  with  a  force  of 

'oduced  at  the  Contact  of  Arterial  and 

of  each  of  these  Bloods  with  Different 

"^Hesc   experiments   have   been   made 
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with  both  kinds  of  blood  defibrinatcd;  the  arterial  blood 
placed  in  a  tube  dosed  at  one  end  with  jrarchment-paper, 
Ellis  in  turn,  was  disposed  in  a  test-tube  containing  venous  bl< 
111  each  of  the  two  bloods  was  immersed  a  plate  of  depolar 

platinum. 

Positive.*  Negative.  E.  M.  F.'s. 

Arterial  blood Venous  blood 0.029 

Distilled  water Arterial      "      0.161 

"  "      Venous       ■'      o.  TC>4 

Venous  blood..  , Bile   0.092 

Arterial     "      "      0.099 

"      Urine 0.121 

Venous     "      "       0.095 

Grape-juice Arterial  blood 0.123 

Sugar  and  water "  "     0.125 

Wine "  "     0.092 

Ucef-bouillon "  "     0.056 

Grape-juice Venous  blood O.140 

Sujjar  and  water "  "     0.?45 

Wine  '■  ■'     0.080 

Bccf-bouillon "  "      0.044 

Distilled  water Artery a22i 

"     Vein 0.155 


The   last   two  experiments  were  conducted  on   the  liil 
•uhji-ct. 

B.  M.  F.  developed  by  the  "  Bony  Current."— Becqui 
ytvu*  the  name  "bony  current"  to  the  electric  current obsen 
htit  ween  two  different  parts  of  a  bone.  The  E.  M.  F.  of  the  be 
kMi'rent,  in  an  animal  newly  killed,  for  example,  is  observed 
«  of  two  plates  of  depolarized  pl-itinnm.  one  of  which 
iiUlced  into  the  marrow  aniLHB|ber  applied  to  the  surf) 

nt  \\w  bnngi 

^^^^^^^  _^^^^^^^    i  shows  t 

IC.  M.  K.l 
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.  M.  F.'s  of  Contact. — Henkel  gives  the  following  tabic : 

Aluminium-zinc 0.125  volt. 

Zinc-tin 0.115  *' 

**   -cadmium 0.120  *' 

'*   -lead 0.220  *' 

"   -antimony 0.345  ** 

"   -bismuth 0.360  ** 

"   -mercury 0.405  *• 

"   -iron 0.420  " 

**   -copper 0.500    " 

"   -gold 0.550  " 

'*   -silver 0.590  " 

*'   -platinum 0.61 5  " 


ccording  to  the  experiments  of  Kohlrausch  and  Thomson, 
..  M.  F.  of  contact  of  copper  and  zinc  is  about  equal  to 
)lt.  According  to  Pellat,  the  E.  M.  F.  of  contact  between 
ind  copper  may  vary  between  the  limits  0.6  and  0.8  volt, 
ding  to  the  physical  condition  of  the  metals.  It  rarely 
)elow  0.6  volt  unless  the  metals  are  highly  oxidized. 

E.  M.  F.  of  Contact  {Pellat). 

Zinc-silver 0.91  volt. 

"  -platinum 0.88  " 

"  -gold   0.85  " 

**  -copper 0.68  " 

*•  -iron 0.56  " 

"  -bismuth...: a49  " 

"  -nickel  0.47  " 

"  -antimony 0.41  ** 

**  -tin 0.25  " 

"  -lead 0.15  " 

oorwegs  Law  {liicS). — If,  in  a  chain  formed  of  different 
ances,  the  sum  of  the  electric  differences  is  not  zero,  a 
nic  current  is  produced. 
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Hoorweg  divides  bodies  into  two  groups : 

!•  Those   in   which   the  conductibility  increases  with  the 
mperature  (dielectrics) ;  and 

2.  Those  in  which  the  conductibilitj^^ecreases  as  the  tem- 
irature  increases  (adielectrics). 

He  also  formulates  the  following  law  : 

A  current  is  always  produced  if  the  closed  chain  contains 
least  one  substance  belonging  to  the  first  group  (dielectrics), 
s  the  result  of  a  great  many  experiments,  Hoorweg  reaches 
le  conclusion  that  on  the  contact  of  metals  and  insulators, 
le  same  as  on  the  contact  of  dielectric  bodies  among  them 
ilves,  there  is  produced  a  constant  and  permanent  difference 
f  potential. 

i.  M.  F.'s  of  Contact  deduced  from  Calorimetric  Experiments 
compared  with  E.  M,  F's  deduced  from  Electroscopic  Meas- 
urements.    (Pellat,  1880.) 

According  to  Calori-      According  to  Electro- 
metric  Measurements,     scopic  Measurements. 

Copper-iron +  0.0029  volt.  +0-^3  volt. 

*'      -cadmium +0-0005     "  +0.61     *' 

"      -zinc +  0.0004    "  +  0.80     ** 

"      -bismuth —0.0219    "  +0.22     " 

-antimony. +  0.0055     "  +  0.25     " 


<i 


It  will  be  apparent  from  the  foregoing  that  there  is  na 
lation  either  between  the  relative  values  or  the  absolute 
agnitudes  and  the  numbers  obtained  by  these  two  modes  of 
easurement.  Even  the  signs  may  differ.  One  of  the  two 
ethods  is  therefore  to  be  rejected. 

The  numbers  of  the  first  column  are  deduced  from  experi- 
ents  as  made  on  the  Peltier  phenomenon  by  Leroux ;  they 
jrce  with  the  relative  measurements  given  by  Ediund  and 
ith  an  absolute  determination  for  the  zinc-iron  couple  by 
ellati. 

The  difference  which  is  observed  in  the  table  is  due,  ac- 
)rding  to  Pellat,  to  the  fact  that  the  calorific  phenomenon 
Dserved  by  Peltier  corresponds  to  the  difference  between  the 
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work  of  the  two  forces  (closely  approximating  in  absolute 
magnitude)  and  not  to  the  work  of  the  electric  forces  only,  as 
is  premised  in  order  to  deduce  the  E.  M.  F/s  of  contact 

This  explains  why  the  calorimetric  measurements  give 
numbers  from  500  to  1000  times  less  than  the  electroscopic 
measurements. 

Difference  of  Potential  of  the  Electric  Coatings  (Couches 
Electriques)  which  caver  Two  Metals  in  Contact  (Pellat,  1881). 
—  I.  Two  different  metals  connected  metallically  are  covered 
when  in  the  state  of  equilibrium  with  electric  coatings  having 
unequal  potentials. 

2  This  difference  of  potential  depends  only  on  the  nature 
of  the  most  superficial  layer  on  the  metal.  It  changes  mate- 
rially  when  the  surface  is  mechanically  hardened. 

In  this  case  the  latter  becomes  almost  always  positive. 

The  superficial  hardening  diminishing  spontaneously  and 
disappearing  in  time,  the  potential  difference  returns  to  its 
first  value.  It  is  independent  of  whether  the  surface  be 
polished  or  unpolished.  Traces  of  foreign  substances,  forming 
a  coatiniT  the  thickness  of  which  is  so  small  as  to  be  invisible, 
suffice  profoundly  to  modify  its  value. 

3.  It  depends  on  temperature,  a  hot  portion  and  a  cold  por- 
tion of  the  same  metal  acting  like  two  dissimilar  metals. 

4.  The  pressure  or  the  nature  of  a  gas  surrounding  the 
metals  has  a  clear  but  ver}'  weak  influence  on  its  value.  The 
variations  of  potential  difference  are  always  behind  the  varia- 
tions of  pressure  or  of  nature  of  the  gas  which  provoke  them; 
they  are  only  an  indirect  consequence  due  to  the  light  mod- 
ification caused  on  the  metallic  surfaces;  the  value  of  the 
potential  difference  appears  to  be,  in  fact,  independent  of  the 
izaseous  dielectric. 

5.  The  difference  of  potential  betwen  the  electric  coatings 
which  cover  two  metals  connected  metallically  has  the  same 
value  as  the  electromotive  force  of  a  single-liquid  cell  contain- 
ing these  two  metals,  provided  the  E.  M.  F.  be  determined 
before  any  alteration  of  the  metallic  surfaces  immersed  in  the 
liquid  occurs:  these  alterations  are  produced  ver\'  rapidly. 
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This  amounts  to  the  same  thing  as  saying  that  the  E.  M.  F. 
I  cell  formed  of  two  metals  and  one  liquid  (alcohol)  has  the 
le  value  as  the  difference  of  potential  of  the  electric  coat- 
s  which  cover  two  metals  in  contact  in  air. 
All  the  experiments  made  by  Pellat  confirm  this  law.  They 
re  performed  on  the  following  metals:  copper,  brass,  zinc, 
d,  silver,  antimony. 

6.  It  is  extremely  probable  that  the  difference  of  potential 
served  between  the  electric  coatings  which  cover  two  metals 
inected  metallically  represents  the  difference  of  potential 
ich  exists  between  these  metals. 

No  reason,  theoretical  or  experimental,  can  be  invoked 
linst  the  existence  of  a  difference  of  potential  between  two 
tals  in  contact. 

7.  This  last  quantity  has  no  relation  to  the  thermo-electric 
M.  F.  measured  by  the  Peltier  phenomenon. 

8.  It  has  only  a  vague  and  distant  relation  to  the  difference 
oxidizability  of  the  metals. 

Origin  of  the  Electricity  developed  at  the  Contact  of  Two 
ferent  Metals, — Exner  (1880)  has  been  led,  by  his  researches 

polarization,  to  consider  that  the  electricity  developed  at 
;  contact  of  two  metals  is  due  to  the  difference  of  chemical 
ion  exerted  by  the  surrounding  medium  upon  these  two 
tals,  and  that  this  quantity  of  electricity  is  proportional  to 
\  heat  of  oxidation  of  the  metal,  as  in  hydro-electric  couples. 
The  numerical  values  have  been  calculated  by  the  author  by 
iding  half  of  the  heat  of  combustion  ot  the  metal  by  the 
orific  value  of  the  Daniell  element. 

Observed.  Calculated. 

Zinc-platinum  .........   0.881  Daniell.  0.879  Danicll. 

Copper-platinum 0.367        "  0.383       " 

Iron-platinum 0.704        ''•  0.701       " 

Silver-platinum 0083        "  0.062       ** 

The  difficulty  of  measuring  this  last  quantity  permits  these 
ults  to  be  considered  as  satisfactory. 
In  order  to  study  the  influence  of  different  mediums  on  two 
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lution   of  sodium  hyposulphite  {too  grams  of  sodium   hypo- 

sulphite^  5(X)  water). 

Normal  solution  of  sodium  sulphate., ..  none  perceptible. 
ilution  of  sodium  sulphate  {lOO  grams  of  pure  sodium  sulp/iatej 

150  water). 

Normal  solution  of  sodium  sulphate  (100 

grams  sod.  sulph.,  2400  water)  ....  —  O.013  volt. 

It  will  be  seen  that  the  acids  and  potash  in  relation  to  the 
dium  sulphate  solution  give  results  with  contrary  signs. 

ERAGES  IN  VOLTS  OF  THE  POTENTIAL  DIFFERENCES  AT 
CONTACT  OF  SOLIDS  WITH  LIQUIDS,  AND  OF  LIQUIDS 
WITH   LIQUIDS  IN   AIR.      (AYRTON   AND   PERRY.) 

[All  the  liquids  and  salts  used  were  chemically  pure.  The  solids,  on  the 
itfary,  were  only  commercially  pure.  The  numbers  opposite  the  substances 
the  dififerences  in  potential  in  volis  between  each  substance  and  the  substance 
sed  -at  the  head  of  the  table.  Thus  platinum  is  positive  in  relation  to  mer- 
y,  and  the  difference  of  potential  due  to  the  contact  is  0.156  volt.  Platinum 
equally  positive  in  relation  to  distilled  water,  but  the  difference  of  potential  is 
m  0.285  to  0.345.] 

Average  temperature,  16°  C. 

Mercury. 

Carbon 0.092  volt. 

Copper 0.308     " 

Iron 0.502     " 

Platinum 0.156     " 

Distilled  Water. 

Carbon o.oi    to  o.  17    volt. 

Copper 0.269  to  o.ioo 

Iron 0.148 

Lead 0.171 

Platinum 0.285  to  0.345 

Tin 0.177 

Zinc —0.105  to +0.156     " 

Zinc"8^ o.  100     " 

Brass 0.231     " 

Sat.  sol.  copper  sulph.  at  15° 0.043     " 

Sat.  sol.  zinc  sulph.  at  IS*" 0.164     '* 


it 
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Saturated  Solution  of  Alum  at  16°. 5. 

Copper —  0.127  volt. 

Iron —  0.653  " 

Lead , —0.139  " 

Platinum —  0.246  ** 

Tin —  0.225  " 

Zinc —  0.536  " 

Brass —  0.014  " 

Saturated  Solution  of  Copper  Sulpliate  at  15°. 

Copper , 0.070  volt 

Distilled  water —  0.043     " 

Sat.  sol.  zinc  sulph.  at  i S°.3 +  O.095     " 

I   part  distilled  water  and  3  parts  sat. 

sol.  zinc  sulph o.  102     •* 

Solution  of  Copper  Sulphate,     D,  =  1.087  ^^  16°. 6. 

Copper o.  103  volt. 

Sol.  zinc,  sulph.     D.  =  1.125  at  i6''.9  ..       0090     " 

Solution  of  Sodiiwi  Chloride,     D,  =  i.iS  at  20°. 5. 

Copper —  0.475  volt. 

Iron —0.605     " 

Lead —  0.267     " 

Platinum —  0.856  " 

Tin —  0.234  ." 

Zinc —0.565  " 

Brass —  0.435  " 

Sat,  Solution  of  Ammofiium  Chloride  at  15°. 5. 

Copper —  0.396  volt. 

Iron —  0.652 

Lead — O.189 

Platinum —  0.057     **  (—  ^\ 

Tin —  0.364 

Zinc —  0.637 

Brass —  0.348 
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Saturated  Solution  of  Zinc  Sulphateat  I5°.3. 

nc —  0.430  volt. 

ic"e —  a284     " 

stilled  Water —0.164     " 

t.  sol.  copper  sulph,  at  15° —  aogs     " 

Solution  of  Zinc  Sulphate.     D.=.  1.125  ^^  16° .9. 
nc —  a238  volt. 

e  of  Dist.  Water  i  part  and  Sat.  Sol.  Zinc  Sulphate  \part. 
t.  sol.  copper  sulphate  at  15° —  0.093  volt. 

•c  of  Dist.  Water  1  part  and  Sat.  Sol.  Zinc  Sulphate  3  parts, 

10 —  0.444  volt. 

t.  sol.  copper  sulph.  at  15° —0.102     " 

istillcd  Water  with  a  small  trace  of  Sulphuric  Acid. 
ic .    —  0.241  volt. 

Distilled  Water  with  ^  per  cent  of  Sulphuric  Acid. 
nc —  0289  volt. 

Distilled  Water  with  \  per  cent  of  Sulphuric  Acid. 
nc —  a3i2  volt. 

Mixture  of  zoo  grams  Dist.  Water  and  logratns 

Concen.  Sulph.  Acid. 

inc —  0.344  volt. 

ft  of  lOi  cent.  Dist.  Water  and  10  cent  Cone.  Sulph.  Acid. 

. .  —  0.03s  volt,  about. 

-0.358     " 

ts  Distilled  Water  and  10  grams 
Sulph.  Acid. 
—  0.429  volt. 
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Mixture  of  \QO  grams  Distilled  Water  and  $00 gram 

Concen.  Sulplu  Acid. 

Carbon +  0.01  to  0.3      volt. 

Lead —  0.120    " 

Tin —  0.250    " 

Brass +  aoi6    " 

Concentrated  Sulphuric  Acid, 

Carbon 0.55    to  0.85    volt. 

Copper I.I  13  " 

Lead 0.720  to  1.252  " 

Platinum 1.600  to  1.300    " 

Zinc»«f 0.848  " 

Distilled  water 1.298  " 

Sat.  sol.  alum,  at  16^.5 i«456  " 

Sat.  sol.  copper  sulph.  at  15° 1.269  " 

Sat.  sol.  zinc  sulph.  at  i6°.9.    D,  =  1.25       1.699  " 

Coyicentrated  Nitric  Acid. 
Platinum 0.672  volt. 

Paste  of  Mercurous  Sulphate. 
Mercury O.475   volt 

The  preceding  tables  enable  the  E.  M.  F.'s  of  the  ordinar 
couples  to  be  calculated  by  simply  taking  the  algebraic  sum  c 
the  potential  differences  at  the  various  contacts.     Thus  : 

Daniell  Element. 

Copper  and  sat.  sol.  copper  sulphate .......  +  0.070 

Sat.  sol.  copper  sulph.  and  sat.  sol.  zinc  sulph.  —  0.095 

Sat.  sol.  zinc  sulphate  and  zinc +  0.430 

Zinc  and  copper +  0.750 

1.155  volt! 
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Grove  Element. 

Copper  and  platinum +0.238 

Platinum  and  strong  nitric  acid +  0.672 

Strong  nitric  acid  and  very  dilute  sulph.  acid  -|-  0.078 

Very  dilute  sulph.  acid  and  zinc +  0.241 

Zinc  and  copper +  0.750 

1.979  volts. 

Becquerel  (1870)  (contrary  to  the  opinion  of  many  physi- 
its)  has  remarked  that  when  platinum  and  gold  are  com- 
2tely  depolarized  by  taking  the  necessary  precautions,  they 
sld  no  current  when  they  are  placed  in  distilled  water. 

iluence  of  Pressure  on  the  Electric  Difference  between 
a  Liquid  and  a  Metal  in  Contact.  (E.  Bichat  and  R. 
Blondlot,  1883.) 

Nature  of  the  Couple.  Pressure.       E.  M.  F.'s. 

Dpper-platinum,  copper  sulphate 100  atmos.  o.ooi  volt. 

Iver-platinum-silver  nitrate "  0.0005     " 

^pper-platinum-water "  o 

Iver-platinum-water "  o 

The  values  of  the  third  column  show  the  increase  of 
•  M.  F.  of  the  couple  due  to  pressure  of  100  atmospheres 
>ove  normal  atmospheric  pressure. 


CHAPTER  XIX. 
GENERAL  PRACTICAL  DATA.     (Continued.) 

POLARIZATION. 

Polarization  by  Hydrogen.  (Raoult,  1863). — ^The  Smee 
element  operating  alone  appears  to  be  the  most  suitable  for 
the  study  of  polarization  by  hydrogen.  In  order  to  secure 
greater  constancy,  the  metals  were  separated  by  a  porous  par- 
tition, and  at  every  experiment  the  acid  on  the  platinum  side 
was  renewed. 


I.  Effect  of  Air  contained  in  Water. 

# 

Positive  Electrode.  Negative  Electrode.  E  .M.  F. 

ZincHg  in  ^  sulphuric    Platinum  in  sulphuric  acid  diluted  with  lo 
acid  solution  times  its  weight  of  water  and  exposed 

to  air  for  2  days 0.74  ^^^^ 

Same  Platinum   in   same  sulph.   acid    solution 

deprived  of  air  by  boiling 0.64 

Same  Platinum    in   same  sulph.   acid    solution 

charged  with  hydrogen a63 


i( 


II.  Effect  of  Impurities. 

Positive  Electrode.  Negative  Electrode.  S.  M.  F- 

ZincHg  in  -f^  sulphuric     Platinum  in  sulphuric  acid  diluted  with  10 
acid  solution  times  its  weight  of  water  boiled  : 

At  the  beginning  of  the  action 0.64  ^^'^ 

Same  After  15  minutes 0.63 


*  Raoult's  terms  reversed  to  accord  with  definitions  of  this  book. 
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ositive  Blectrode.  Negative  Electrode.  E-  M.  P. 

Hg  in  ^  sulphuric    Platinum   in  sulphuric  acid  solution    as 
acid  Solution  above,  to  which  is  added  ^  of  its  volume 

of  concentrated  zinc  sulphate : 

At  the  beginning  of  the  nction 0.62  volt* 

Same  After  15  minutes 0.37     '* 

Same  **     30        *•       0.53     " 

Same  Platinum   in   sulphuric  acid   solution  as 

above,   contaiping    barely    perceptible 
traces  of  copper   sulphate: 
At  the  beginning  of  the  action. . ....      0.61     " 

Same  After  15  minutes 0.56 

Same  •«      30        "      0.56 


In  all  these  experiments  the  development  of  hydrogen  i$ 
d. 

J 1 1.  Effect  of  Degree  of  Concentration  of  the  Acid. 

Positive  Electrode.  Negative  Electrode.  E.  M.  F. 

^g  in  ^j  sol.  sulph.  acid  Platinum  in  ^  sol.  sulph.  acid 0.64  volt. 

"Tiff  "  **  *•         "    **  "  "        0.65     •' 

'•   t\j  •*  "  "         "t*if"  "        0.62     " 

IV.  Effect  of  Temperature, 

Zinc-platinum.  Zinc-copper. 

(Smee  Couple.)  (Wollaston  Couple.) 

10° 0.66  volt.  0.56  volt. 

40** 0.68      "  0.62       " 

80° 0.72      *'  0.70       " 

100° 0.74    "  (?)*         0.73     "  (?)* 

V.  Effect  of  Current  Intensity. — Polarization  by  hydrogen 
eases  with  the  intensity  of  the  current,  but  only  up  to  a 
ain  limit  which  it  does  not  exceed  and  which  corresponds 

very  marked  yielding  of  gas. 

VI.  Effect  of  Platinum  Cells. — When  the  platinum  surface 
icreased  with  relation  to  that  of  the  zinc,  E.  M.  F.  aug- 
its.  This  augmentation  is  in  inverse  ratio  to  the  quantity 
as  yielded  per  minute  and  per  square  centimetre. 

*  At  the  boiling  temperature  the  £.  M.  F.  is  variable. 
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solution,  and  it  is  only  little  by  little  that  the   increase  of 
E.  M.  F.  follows  the  rate  set  forth  in  paragraph  3. 

5.  The  chlorine  developed  on  a  platinum  plate  by  the 
galvanic  current  has  a  negative  E.  M.  F.  more  marked  than 
has  chlorine  prepared  by  the  ordinary  process. 

6.  The  E.  M.  F.  developed  between  a  platinum  plate 
charged  with  this  active  chlorine  and  another  charged  with 
ordinary  chlorine  is  at  least  equal  to  0.5  volt,  while  the  E.  M.F. 
which  is  manifested  between  a  plate  charged  with  ordinary 
chlorine  and  a  plate  of  pure  platinum  entering  hydrochloric 
acid  is  equal  to  0.67  volt. 

7.  Polarization  of  electrolytic  chlorine  attains  more  rapidly 
a  maximum  in  dilute  solutions  of  hydrochloric  acid  than  in 
concentrated  solutions,  but  in  very  dilute  solutions  the  abso- 
lute value  of  this  maximum  is  independent  of  the  degree  of  1 
concentration.  Too  high  a  degree  of  concentration  prevents 
polarization  by  electrolytic  chlorine  from  attaining  this  maxi- 
mum. 

8.  In  concentrated  hydrochloric  acid  polarization  by  elec- 
trolytic chlorine  diminishes  more  rapidly  after  the  interruption 
of  the  polarizing  current  than  in   dilute  acid.     The  presence 
of  a  greater  quantity  of    hydrochloric  acid  determines  a  mor^^ 
rapid  return  of  the  active  chlorine  to  the  state  of  ordinary^ 
chlorine. 

9.  On  an  elevation  of  temperature  comprised  between  17°^ 
and  100°  C.  polarization  of  platinum  charged  with  ordinary 
chlorine  diminishes  by  a  quantity  of  0.607  volt  only,  while 
between  16*^  and  93°  the  polarization  of  platinum  charged 
with  active  chlorine  undergoes  a  diminution  much  greater  and 
equal  to  0.484  volt. 

II.  Polarization  by  Hydrogen, — The  E.  M.  F.  which  is 
developed  between  two  plates  of  platinum  both  immersed  in 
hydrochloric  acid  and  one  of  which  is  pure,  the  other  being 
charged  with  hydrogen  chemically  produced,  varies  between 
0.67  volt  and  0.75  volt,  according  to  the  degree  of  concentra- 
tion of  the  acid.    It  is  the  less  as  the  acid  is  more  concentrated. 


GENERAL  PRACTICAL  DATA,  393 

This  E.  M.  F.  is  much  greater  when  the  hydrogen  con- 
^nsed  at  the  surface  of  the  electrode  has  been  obtained 
ectrolytically.  It  then  reaches  i.oi  instead  of  a73  volt.  A 
>o  high  degree  of  concentration  of  the  hydrochloric  solution 
inders  the  formation  of  the  active  hydrogen  which  produces 
lis  greater  E.  M.  F. 

Similar  results  are  obtained  by  using  carbon  electrodes  in- 
ead  of  platinum  electrodes,  only  in  this  case  the  polarization 
;nds  to  a  maximum  immediately  after  the  closing  of  the  elec- 
olyzing  current. 

Polarization  by  Oxygen  (Raoult).— The  electrolyte  is  a 
>ncentrated  solution  of  copper  sulphate ;  the  positive*  dec- 
ode is  a  large  plate  of  copper,  and  the  negative  electrode  a 
iatinum  wire  of  i  sq.  cm.  surface ;  the  decomposing  cell  is  of 
le  Bunsen  type. 


Effect  of  Tintf, 

Ko.  of      Development      , — E.  M.  F.'s  after  x 

•lements.     of  Oxygen.         i  Min.         5  Min.       15  Min.  i  Hour. 

I     Very  weak...  0.980         i.oi         l.o8  1. 15  volts. 


2     Strong 1.26  1.78         1.79         1.80     " 

5     Very  strong..    1.77  1.78         1.80        1.80     " 

10     Tumultuous     1.78  1.79         1.78         1.76     " 

If  the  negative  electrode  is  placed  in  a  small  porous  cup, 
le  polarization  further  increases. 

Effect  of  Temperature. 


No.  of  Elements. 

Temp. 

of  Electrolyte. 

E.  M.  F.'s. 

80° 

1.4 1  volts. 

60' 

1-53     " 

40" 

1.66     " 

20° 

1.76     " 

10' 

1.78     " 

*  Raoiilt's  terms  reversed  to  accord  with  definitions  of  this  book. 
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It  appears,  therefore,  that  the  polarization  of  the  platinum 
by  oxygen  diminishes  considerably  as  the  temperature  in- 
creases. This  diminution  takes  place  similarly  in  copper 
nitrate :  it  is  about  0.05  volt  per  degree  centigrade. 

Effect  of  the  Area  of  the  Negative  Electrode., 


Immersed  Surface 
of  the  Platinum. 

of 

Oxygen  developed 
per  sq.  cm. 

E.  M.  F.'s. 

28  sq.  cm. 

O.I  c.  cm. 

1.5 1  volts. 

14      " 

0.2  " 

1.60  " 

7      " 

0.3  " 

I.7I   " 

I      " 

I 

1.80  " 

0.1  " 

5      " 

1.77  " 

When  the  development  of  oxygen  is  very  rapid  the  polari- 
zation of  the  negative  electrode  varies  but  little  with  its  dimen- 


sions. 


Effect  of  Current  Intensity. 

The  negative  electrode  being  a  platinum  wire  of  i  sq.  cm. 
of  surface,  we  have : 


Temp,  of  the 
Copper  Sulphate. 

No.  of 
Elements. 

C.  cm.  of  Oxygen  devel- 
oped per  Minute. 

E.  M 

7° 

I 

Very  small 

I 

7° 

2 

0.4  c.  cm. 

1.60 

7° 

4 

0.6    " 

1.78 

9° 

10 

1.7    " 

1.79 

15° 

20 

3.1    " 

1.7s 

volt. 


(( 


i( 


(I 


(( 


Thus  polarization  by  oxygen  increases  with  the  number  of 
elements  until  the  gas  disengaged  reaches  about  i  c  cm.  per 
minute  and  per  square  centimetre. 
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Effect  of  the  State  of  the  Platinum  Surface, 

Elemen/s         Polished  Plate.  Rough  Plate.       Platinized  Plate. 

1  0.97  volt.  0.93  volt.  0.99  volt. 

2  1.75     "  1.73     "  173     " 

5  1.78    "  1.78    "  1.78 

10  1.76     "  1.78     "  1.78 

*rom  which  it  appears  that  the  maximum  polarization  is  inde^ 
>endent  of  the  extent  of  platinum  surface. 

Effect  of  the  Nature  of  the  Negative  Electrode. 

Metal  polarized  by  Oxygen.  E.  M.  F.,  Maximum. 

Platinum 1.78  volts. 

Carbon  , 1.73     " 

Gold 1.83     " 

Effect  of  Motion  of  the  Negative  Electrode. — If  the  platinum 
De  agitated,  the  polarization  decreases ;  the  diminution  is 
jreater  as  the  development  of  gas  is  less. 

Effect  of  the  Nature  of  the  Liquid  in  which  the  Positive  Elec- 
rode  is  immersed. — The  negative  electrode  is  a  platinum  wire 
n  a  small  porous  cup  filled  with  concentrated  copper  sulphate ; 
he  positive  electrode  is  a  large  plate  of  metal  in  a  reducible 
lalt  of  the  same  metal.  The  current  is  obtained  from  three 
Bunsen  elements. 

Negative  Electrode.  Positive  Electrode.  Max.  E.  M.  F. 

^latinum  covered  with  oxygen  )  c.-i  •  1 

I  u  .  V  Silver  nitrate,  silver 1.35  vots. 

in  cone,  copper  sulphate         S 

Same  Copper  nitrate,  copper 1.72 

Same  Copper  sulphate,    **      1.78 

Same  Lead  acetate,  lead 2.27 

Same  Zinc  sulphate,  zinc 2.28 

Same  Concentrated  nitric  acid,  platinum    1.06 

Effect  of  the  Liquid  in  which  the  Negative  Electrode  is 

immersed. 

The  electrolyte  is  divided  by  a  porous  diaphragm.  On 
)ne  side  is  a  plate  of  copper  in  copper  sulphate,  on  the  other  a 
)latinum  wire  in  various  solutions. 
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Positiye  Electrode.  Negmtive  Electrode.  Pofaois.      FMl 

▼oiL  fok. 

Copper  in  concen.  )  pi^jj^^^j  j^  concentrated  copper  nitiate. ..  0^5  »-83 
copper  sulphate  J                                              '^ 

Same  Same,  diluted  with  7  volumes  of  water .. ..  o^  1.80 

Same  Concentrated  copper  sulphate a30  1.78 

Same  Same,  after  i  day's  development  of  oxygen  1.08  1.83 

Same  Concen.  copper  sulphate -{-7  vol.  of  water  0.30  1.70      ^ 

Same  Concentrated  sine  sulphate o.^  1.82 

Same  Concentrated  potassium  sulphate 0.086  1.78 

Same  Concentrated  sulphuric  acid. ao86  2.0s 

Same  Sulphuric  acid  + 10  volumes  water a $4  1.7S 

Same  Same,  after  i  day's  development  of  oxygen  i.S4  1.83 

Same  Sulphuric  acid  +  500  volumes  water a^S  x.66 

Same  Concentrated  nitric  acid aSs  1.80 

Same  Nitric  acid  -|-  5  volumes  water a  70  1.81 

Same  Poush  in  is  times  its  weight  of  water ....  0.19  a95 

Polarization  by  Ozone. — Schoenbein  (1840)  has  observed 
that  plates  of  platinum  or  gold  submitted  to  the  action  of 
ozone  become  very  strongly  polarized,  in  fact  so  much  so  as  to 
be  negative  to  other  plates  previously  placed  in  pure  oxygen. 
The  oxidizable  metals,  copper  excepted,  do  not  show  thi^ 
effect. 

Change  which  takes  place  on  tin  Surface  of  a  Metal  during 
its  Polarization  by  Oxygen  or  Hydrogen. — R.  Koch  (1879)  ha^ 
observed  that  when  platinum  rubs  against  glass  under  acida-^ 
lated  water  it  suffices  to  connect  the  platinum  to  the  positive 
pole  (terminal)  of  the  cell  to  polarize  it  by  hydrogen,  and  thu^ 
to  augment  the  friction.     The  same  thing  is  true  of  palladium. 
In  the  case  of  platinum  it  is  found  that  the  friction  is  two  or 
three  times  increased  by  the  effect  of  polarization.     Eighteen- 
•carat  gold  gave  no  results. 

KrouchkoU  (1880)  has  found  that  polarization  by  hydrogen 
acts  in  a  direction  opposite  to  that  by  oxygen. 

K.  Waitz  (1883),  using  plates  of  platinum,  nickel,  and  gold 
immersed  in  various  solutions,  saline,  acid,  or  alkaline,  has 
observed  that  in  general  polarization  by  hydrogen  diminishes 
friction,*  while   polarization  by  oxygen  increases  it,  and  that 

*  Experiments  have  frequently  been  made  to  reduce  slcin  friction  of  bodies 
moving  in  water  by  producing  on  the  surfaces  electrolytic  hydrogen. 
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I  varies  continuously  with  the  E.  M.  F.  of  polarization- 
iriation  in  friction  is  not  due  to  the  fact  that  gases  are 
iged  on  the  platinum  surface,  for  the  phenomenon  takes 
vhen  the  E.  M.  F.  is  too  small  (0.03  to  0.49  volt)  to 
pose  the  electrolyte.  Neither  does  it  appear  to  be  due 
occlusion  of  gas  in  the  metal,  for  the  duration  of  the 
ation  is  inimaterial. 

.itz  has  also  observed  that  the  coefficient  of  friction  be- 
the  water  and  the  metal  is  not  altered  by  the  polariza- 
the  metallic  plate. 

arization  of  Electrodes. — Laws  of  Lenz  and  Saweljev : 
The  polarization  of  plates  which  act  as  electrodes  does 
ce  place  except  when  gases  are  disengaged  on  their  sur- 

The  polarization  which  results  from  the  decomposition 
juid  between  two  electrodes  is  the  sum  of  the  polariza- 
oduced  on  each  electrode. 

The  polarization  and  electromotive  forces  in  each  cell 
rcuit  where  decomposition  takes  place  are  to  be  added 
er  with  reference  to  the  sign  depending  upon  the  direc- 
which  it  acts. 

E.  M.  F.'S   OF  POLARIZATION  (ARBITRARY   UNIT). 

le  unit  of  current  here  is  that  current  which  deviates  the 
ometer  needle  one  degree ;  the  unit  of  resistance,  one 
f  the  rheostat ;  the  unit  of  E.  M.  F.,  that  which  pro- 
the  current  i  through  the  resistance  i.] 

Platinum  in  oxygen 2.49 

**  "  chlorine 0.00 

Graphite  "  oxygen 1.33 

Gold  "        "       271 

Platinum  "  hydrogen 3.67 

Zinc  "         **  0.90 

Copper     **         "  2.30 

Tin  "        "         1.55 

Iron  *•         "  0.48 

Mercury    "         ** 4.37 

Copper     **  oxygen 0.69 
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Polarization  of  Platinum  in  Water, — The  E.  M.  F.  of  polar- 
ization  increases  with  that  of  the  principal  current  up  to  a 
certain  maximum  the  value  of  which,  according  to  different 
authors,  lies  between  1.6  and  2.7  volts. 

According  to  F.  Exner  (1878),  if  Wollaston  electrodes  and 
.distilled  water  perfectly  free  from  air  be  used,  it  is  easily  seen 
that  the  E.  M.  F.  of  polarization  is  constantly  equal  to  the 
E.  M.  F.  of  the  primary  current  up  to  the  point  when  this  last 
is  equivalent  to  2.19  volts.  From  this  point  onward,  however, 
the  E.  M.  F.  of  polarization  remains  constant  while  the  inten- 
sity of  the  primary  current  increases. 

With  the  same  Wollaston  electrodes  and  acidulated  water 
the  maximum  is  perceptibly  the  same  as  before  (2.22  volts); 
but  it  is  obtained  only  with  a  much  greater  intensity  of  the 
primary  current.  The  same  is  true  when  the  Wollaston  elec- 
trodes are  replaced  by  platinum  plates.  In  this  case  the  maxi- 
mum is  less,  being  only  2.062  volts.  In  the  same  circum- 
stances the  E.  M.  F.  of  polarization,  which  was  2.062  volts  for 
water  free  from  air,  falls  to  1.54  volts  when  the  water  contains 
iiir  in  solution. 

According  to  Wiedemann  (1855),  different  opinions  rendered 
by  physicists  on  the  polarity  of  the  electrodes  may  all  be  re- 
ferred to  two  fundamental  principles:  first,  chemical  action; 
second,  a  special  electric  condition  which  solid  or  liquid  con- 
ductors assume  under  the  influence  of  currents — a  state  which 
they  keep  when  the  current  has  been  interrupted.  It  appears 
well  demonstrated  that  if  the  polarity  of  electrodes  is  the 
necessary  consequence  of  an  electric  current,  it  does  not  always 
indicate  a  chemical  decomposition. 

Transmission  of  Current  in  Water  when  the  Dimensions  of 
the  Platinum  Electrodes  are  not  Equal  (Slouguinoff,  1880).— 
Two  platinum  electrodes,  one  a  wire  and  the  other  a  plate  64 
sq.  cm.,  were  placed  in  water  acidulated  with  a  few  drops  of 
sulphuric  acid.  When  the  current  moved  from  the  wire  to  the 
plate  in  the  liquid,  its  intensity  appeared  to  be  greater  than 
when  moving  in  the  opposite  direction.  This  phenomenon 
depends  on  the  variation  of  the  E.  M.  F.  of  polarization,  and 
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that  the  polarization  is  less  considerable  when  hydro- 
isengaged  on  the  plate.     Consequently  when  the  sur- 

the  plates  increases,  the  E.  M.  F.  of  polarization  by 
jn  decreases  much  more  than  that  by  oxygen. 

platinum  plates  polarized  by  hydrogen  and  immersed 
ilated  water  produce  a  current  the  direction  of  which 

several  times. 

•  plates  charged  with  oxygen  produce  a  current  invari- 
direction  but  of  very  brief  duration. 
ct  of  Water  in  Agitation  along  the  Polarized  Surfaces  of 
m  (H.  Helmholtz,  1881). — It  is  necessary  to  distinguish 
I  the  primary  current  and  the  current  of  agitation, 
ng  as  the  agitated  electrode  is  cathode  or  anode  to  the 

the  latter  is  called  "  cathodic"  or  "anodic." 
/ith  a  strong,  primary,  cathodic  current  the  <:urrent  of 
n  is  in  the  same  direction. 

/ith  weak,  primary,  anodic  or  cathodic  currents  the 
J  of  agitation  are  anodic  with  one  exception, 
barging  by  hydrogen  of  the  superficial  coatings  of  the 
n  favors  in  general  the  anodic  direction, 
letween  two  electrodes  similarly  treated  anodic  agitation 
>  are  generally  produced. 

se  agitation  currents  are  not  due  to  acceleration  of  the 
itions  produced  by  polarization.  Saving  the  complica- 
\  to  changes  in  resistance,  an  electrode  rich  in  hydrogen 
athodic  agitation   currents ;   an   electrode   moderately 

gives  strong  anodic  currents,  and  an  electrode  weak 
ogen  weak  anodic  currents. 

rization  of  certain  -^(f/^/j  (Slouguinoff,  1878). — A  single 
ig  Poggendorff  cell  produces  a  polarization  of  alum- 
dectrodes  of  1.243  volts;  four  cells,  a  polarization 
7  volts;  and  eight  cells,  7.06  volts.  The  E.  M.  F. 
rization  of  bismuth  is  1.425  volts  with  one  Poggendorff 
52  volts  with   four  cells,  and    7.992    volts   with   seven 

guinoff  has  also  determined  the  maximum  E.  M.  F.  of 
)wing  bodies ; 
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Electrolytic  copper 0.56  volt. 

Cadmium 0.13    " 

Carbon 246    " 

Lead 2.59    " 

F.  Kohlrausch  has  experimentally  demonstrated  that  alter- 
nating currents  do  not  produce  any  polarization  in  an  electro- 
lytic cell,  provided  the  electrodes  are  sufficiently  large.  This 
fact  has  enabled  E.  Cohn  (1881)  to  measure  the  resistance  o(  a 
small  cell  polarized  by  a  constant  current.  He  finds  that  polar- 
ization by  hydrogen  augments  the  resistance,  while  polariza- 
tion  by  oxygen  diminishes  it.  These  variations  in  resistance, 
however,  are  so  small  that  they  may  be  neglected  in  the  major- 
ity of  experiments. 

Polarization  of  Electrodes  composed  of  Different  Metals  in 
Different  Solutions,     {Latimer  Clark.) 

Metallic  Electrodes.  Liquid.  E.  M.  F. 

Platinum  Sulphuric  acid,  6%  dilution  2.72    volts. 

Nitric  "  1.23      " 

1 .08  " 
0.723  '^ 
0.626    '' 

0453  '' 
0.162    " 


Copper 

Sulphuric 

Zinc 

t( 

Retort-carbon 

Nitric 

Zinc"'? 

Sulphuric 

Iron 

i( 

(( 
(( 
(i 
i< 
it 


Polarization  of  Mercury  Electrodes  during  Electrolysis  0) 
Mercurous  Nitrate. — Slouguinoff  (1877)  ^^s  found  that  the 
maximum  E.  M.  F.  of  polarization  of  the  anode  with  relation 
to  non-polarized  mercury  is  0.03  volt ;  that  of  the  cathode, 
0.028  volt.  The  polarization  of  the  cathode  with  relation  to 
the  anode  is  0.058  volt,  exactly  the  sum  (0.028  +  0.03)  of  the 
two  numbers  already  cited.  Concentration  of  the  solution  has 
little  influence  on  this  phenomenon,  but  the  nitrate  crystals 
which  tend  to  cover  the  anode  with  a  resisting  crust  aid  \^ 
augmenting  the  polarization. 

Remanent  Polarization. — This  term  has  been  proposed  by 
D.    Tommasi.      Whenever   a    certain    number   of   discharges. 
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rect  or  induced,  all  in  the  same  direction,  have  traversed  a 
Itmeter,  if  a  series  of  discharges  exactly  equal  to  the  preced- 
^,  but  in  opposite  direction,  be  established,  the  currents  of 
•larization  are  less  intense  in  the  second  series  of  experi- 
snts  than  in  the  first. 

Thus  two  plates  of  platinum  or  of  gold  placed  in  a  decom- 
►sable  liquid  and  which  are  polarized  several  times  in  the 
me  way  possess  a  tendency  to  become  polarized  anew  in  the 
me  direction. 

This  fact  was  first  observed  by  Saweljev  and  subsequently 
refully  studied  by  Verdet  (1848). 

On  the  Depolarization  of  Electrodes  by  Solutions, — In  order 
at  an  electrode  may  be  depolarized  it  is  necessary  that  it 
ould  be  formed  of  the  metal  which  is  contained  in  the 
lution. 


SPONTANEOUS   POLARIZATION  IN   OXIDIZING    LIQUIDS. 

(RAOULT,  1863.) 


Elements. 


sitive  Electrode.* 


opper  in  cone, 
pper  sulphate 


Same 


Same 


Same 


Same 


Negative  Electrode. 


Platinum   in    nitric    acid    (acid    i, 
water  5) 


\ 

! 
1 
) 


Gold  in  nitric  acid  (acid  i,  water  20) 


Platinum,    chloride     of     platinum 
(chloride  i,  water  1000) 


Platinum,    chromic    acid    (acid 
water  10) 


Gold,  chromic  acid  (acid  i,  water  10) 


id    i.i 

1 


Time  of 
Immer- 
sion of  ihe 
Platinum 
or  Gold. 


6  s. 
I  m. 
3  m. 
20  m. 

10  s. 

1  m. 
8  m. 

20  ni. 

2  s. 
I  m. 

5  m. 

20  s. 

I  m. 

3  m. 

20  s. 
I  m. 
I  m. 


E.M.F.'s. 


volt. 

0.68 

0.70 
0.72 

0.74 
045 

0.51 

0.57 

0.62 

0.62 
0.63 

0.64 

0.85 

0.90 
0.91 

0.86 

0.89 
0.89 


*  Raoult's  signs  reversed. 
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Thus  copper  is  the  only  metal  which  is  depohriied  is 
copper  sulphate,  while  gold,  silver,  and  platinum  become 
polarized  in  that  solution.  Inversely,  copper  polarixcs  in  sal 
phate  of  zinc,  cobalt,  etc.  A  salt  depolarizes  only  its  oro 
metal.  For  the  same  reason  a  couple  formed  of  plates  o( 
copper  and  platinum  immersed  in  copper  sulphate  famish  a 
current  but  of  short  duration  ;  the  platinum  taking,  owing  to 
polarization,  an  £.  M.  F.  equal  and  contrary  to  that  of  tk 
copper.  It  is  possible  to  go  even  further  and  to  communicate 
to  the  platinum  by  means  of  an  exterior  battery  a  higher 
electromotive  force  (y^  Daniell)  than  that  of  copper;  so  that 
thereupon  the  platinum  acts  like  a  metal  more  oxidizable  than 
copper. 


SPONTANEOUS  POLARIZATION  IN  REDUCING  UQUIDS 

(RAOULT,  1863.) 


Elemeois. 


Positive  Electrode.* 


Copper  in  copper 
sulphate 


Same 


Same 


Same 


Platinum  in  dilute 


Negative  Electrode. 


1 


Platinum,  hyposulphite  of  sodium  j 
(hypos.  I,  water  5)  j 


r 

3  Gold,  hyposulphite  of  sodium  (by- 
1         pos.  I,  water  5) 


Platinum,    cyanide    of    potassium 
(cyan,  i,  water  10) 


1  Gold,  cyanide  of  potassium  (cyan 


1 


water  10) 


sulph.  acid  satu>    -v  Copper,  copper  sulphate, 
rated  with  hydr.  <   ( 


1 


After  this,  the  E.  M.  F.  changes  direction. 

Copper  in  copper      (  Platinum,  sulph.  acid  ^^  saturated  j 
sulphate  \  with  hydrogen.  \ 


\    10  s. 

1      3  ™- 

1      6  m. 

i    '  '* 

5S. 

20  s. 

1  m. 

2  m. 


o., 

o. 

o.9C^ 


0.3 

0.13 

o.oi 


0.04 
0.09 


Raoult's  signs  reversed. 
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lar  experiments  have  been  made  by  Lippmann  (1879) 
ites  and  solutions  of  silver,  mercury,  lead,  cobalt,  and 
'he  accuracy  of  these  results,  however,  is  contested  by 
ISO,  who  claims  to  have  found  that  copper  electrodes  are 
zed  almost  as  rapidly  in  a  solution  of  pure  zinc  sulphate 
le  same  solution  to  which  a  small  quantity  of  copper 
:  is  added.  With  regard  to  cobalt  he  finds  that  the 
diarizes  in  its  own  solution  the  same  as  in  solutions  of 
metals. 


NEOUS  POLARIZATION   IN   LIQUIDS  NEITHER  OXIDIZ- 
ING  NOR   REDUCING.    (RAOULT.  1863.) 


Elements. 


'C 

le.* 


I  cop- 
>hate. 


Negative  Electrode. 


Platinum  or  gold  in  sulphuric 
acid  ^ 

Platinum   or  gold  in    sodium 
sulphate  ^ 

Platinum  or  gold  in  zinc  sul- 
phate ^ 


1 

! 

]  Platinum  or  gold  in  HCI  ^ 

\ 
I 

I 


Platinum    or    gold   in   sodium 
chloride  ^ 

Platinum  or  gold  in  zinc  chlo- 
ride ^ 

Platinum     or    gold    in    acetic 
acid  ^ 

Platinum    or  gold    in  sodium 
acetate  ^^ 

Platinum  or  gold  in  zinc  ace- 
tate iV 


Time  of 
Immer- 
sion. 

E.  M.  F. 

in  Volu. 

Platinum. 

Gold.    • 

6  s. 
I  m. 

0.57 
0.55 

0.47 
0.53 

15  s. 
3  m. 

CIS 
0.10 

0.08 
0.08 

10  s. 
5  m. 

0.26 
0.23 

0.09 
o.oi 

15  s. 
3  m. 

0.45 
0.41 

0.24 
0.28 

6  s. 
3  m. 

0.23 
0.20 

0.09 
0.14 

10  s. 
3  m. 

0.29 
0.24 

0.18 
0.17 

12  s. 
3  m. 

0.32 
0.31 

0.28 
0.30 

15  s. 
3  m. 

0.20 
0.19 

0.06 
0.07 

10  8. 

5  m. 

0.22 
0.21 

0.09 

0.12 

*  Raoult's  signs  reversed. 
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E.  M.  F/S  OF  PLATINUM-PLATINUM  AND  PLATINUM-GOLD 

ELEMENTS. 

1.  Platinunt-platinnnt. — Raoult  (1863)  has  found:  i.  That 
two  plates  of  platinum,  depolarized  and  immersed  at  the  sanu 
time  and  completely  in  a  solution  of  sulphuric  acid  form  a 
couple  without  E.  M.  F. 

2.  Two  plates  of  platinum  depolarized,  immersed  at  the 
same  time,  the  one  completely y  the  other  partially,  in  a  solution 
of  sulphuric  acid,  form  a  couple  in  which  the  partially  immersed 
plate  constitutes  the  positive  electrode. 

3.  Two  plates  of  platinum  depolarized,  immersed  completely, 
but  successively^  in  a  solution  of  sulphuric  acid,  form  a  couple  in 
whicli  the  plate  first  immersed  is  positive.  In  a  solution  of 
nitric  acid,  on  the  contrary,  the  plate  last  immersed  is  positive. 

II.  Platinum-gold, — A  plate  of  gold  and  a  plate  of  platinum 
immersed  simultaneously  in  the  same  liquid  which  does  not 
attack  them  form  a  couple  the  current  of  which  varies  in 
strength  and  intensity  according  to  the  nature  of  the  liquid. 


Exciting  Liquid. 

Pole-f 

Pole- 

E.  M.  Rafter  an 
Immersion  of 

10  sec. 

3  min. 

Concentrated  sodium  nitrate 

Platinum 
Gold 
Platinum 
Gold 

Gold 
Platinum 
Gold 
Platinum 

volts. 

0.226 

0.108 

0.129 

O.IlS 

volts 
0  216 

Silver  nitrate  in  lo  parts  of  water 

Sodium  acetate  in  10  parts  of  water 

Concentrated  silver  nitrate 

o.iiS 
o.iiS 
c  118 

In  certain  liquids  the  E.  M.  F.  of  the  platinum-gold  couple 
varies  with  the  time  of  immersion,  so  that  the  metal  which  in 
the  beginning  is  negative,  after  a  few  minutes  becomes  positive. 


Exciting  Liquid. 


Potash  in  5  parts  of  water 

Same  

Nitric  acid  in  10  parts  of  water 

Same  

Sodium  hyi)osiilphite  in  5  parts  of  water. 

Same 


Electrode 


Platinum 

Gold 

Platinum 

Gold 

Gold 

Platinum 


Electrode 

Time  of 

Immer- 

sion. 

Gold 

i 
10  s.     i 

Platinum 

10  m. 

Gold 

10  s. 

Platinum 

10  m. 

Platinum 

6  s. 

Gold 

I  m. 

E.  M.  F. 
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Polarization  by  Liquids  or  Solids. 
In  the  following  table  by  Raioult  (1863)  are  given  E.  M.  F.'s 
certain  couples  formed  of  two  nietal  plates  of  the  same  na- 
re,  A  and  B,  immersed  in  the  same  liquid,  but  of  whiGh  A 
ts  as  positive  or  negative  electrode  of  a  powerful  cell,  while 
e  other,  B,  is  perfectly  independent.* 


)pper  A,  serving  as  positive  electrode  in  con- 
centrated copper  sulphate 

)ppcr  B,  independent  (non-polarized) 

+ 
jpper  A,  serving  as  positive  electrode  in 

dilate  copper  sulphate 
5pper  B,  independent  (non-polarized) 

nc  A,  serving  as  positive  electrode  in  con- 
centrated  zinc  nitrate 

nc  B,  independent  (non-polariied) 

+ 
atinum  A,  serving  as  positive  electrode  in  ^ 

concentrated  nitric  acid  L 

latinum  B,  independent  (non-polarized)  J 

+ 
latinum  A,  serving  as  positive  electrode  in 

nitric  acid  +  5  vols,  of  water 
latinum  B,  independent  (non-polarized) 


0.027  volt. 


0.054    " 


0.302     " 


0.108    " 


0.324    " 


latinum  A,  covered  with  silver  peroxide  in  " 

concentrated  silver  nitrate 
+ 
latinum  B,  clean  (non-polarized) 


>-      0.864    " 


*  Raoalt*s  signs  reversed. 
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Platinum  A  covered  with  manganese  peroxide 

+  \'    0.129  volt 

Platinum  B,  clean  (in  ^manganese  sulphate) 


Platinum  A,  covered  with  lead,  peroxide  J. 
Platmum  B,  clean  (in  lead  nitrate) 


+  ^ \ 0756  " 


T^latinUm  A,  covered  with  silver  peroxide 
Platmum  B,  clean  (in  silver  nitrate) 


In  a  series  of  experiments  made  by  H.  J^o  (188Q  the 
primary  current  was  obtained  from  three  Bunsen  elements. 
The  electrodes  were  strong  shee'tsr  of  plalltiiim  carefully  washed. 
The  values  obtained  with  the  different  electrolytes  used  are 
given  in  the  following  table.  • 

Temperature' =  is*. 
Electrolyte.*  Polarization. 

Copper  sulphate .;..•....  1.660  volts. 

Cadmium     "       ;.  2.364  ** 

Zmc  "       2.715 

Hydrogen    "        (sulphuric  acid). .  2.388 

Potassium    "       3.1 18  " 

Sodium        "       ....•-..;  3.136  " 

Silver. nitrate 1.220  ^* 

Copper    "      1.636.    " 

Lead        " 2.143  " 

Copper  acetate 1.5 1 1  " 

Lead  '^       * 2.043  " 

Zinc  "       2.624  " 


*  One  molecule  of  salt  per  206  HjO.     For  copper  acetate"  otrljnr  solntion 
saturated  at  o"  was  used. 
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In  the  following  table  the  influence  of  heat  is  shown : 

Polarization  at  o"*.     Polarization  at  34°.       Difference. 

Copper  sulphate ....  1.660  volts.  1.546  volts.  o.i  14  volt. 

Zinc            "        ...  2.715  "  2.614  **  o.ioo 

Silver  nitrate 1.220  "  1.165  *'  0.055 

Lead         **      2.143  "  2.061  "  0.082  " 

Copper    "      .......1.636  "  1.526  "  0.110  " 

Lead  acetate. 2.043  "  1-979  "  0.064  ** 

Zinc         "     .......  2.624     "  2.615  "  0.109     " 

According  to  Beetz  (1884),  ^^e  depolarization  of  a  platinum 
electrode  polarized  by  oxygen  is  much  more  rapid  than  that  of 
an  electrode  polarized  by  hydrogen ;  for  while,  on  one  hand, 
the  latter  more  profoundly  penetrates  the  metal  and  is  absorbed 
by  the  liquid,  on  the  other  hand,  oxygen  passes  at  the  same 
time  from  the  state  of  ozone  to  the  inactive  state. 

F.  Strenitz  (1881)  has  studied  polarization  by  hydrogen 
alone,  before  any  apparent  decomposition  occurs,  with  platinum, 
gold,  silver,  and  aluminium,  using  very  dilute  sulphuric  acid. 
He  concludes  that  the  E.  M.  F.  of  polarization  by  hydrogen 
depends  essentially  on  the  nature  of  the  electrodes.  It  is 
greater  with  gold,  as  Fromme  (1881)  had  already  found,  and 
least  with  aluminium.  Gold  and  silver  lose  in  one  minute  the 
greater  part  of  their  polarization,  and  aluminium  almost  the 
whole.  From  a  certain  period  onward,  the  polarization  of  pal- 
ladium maintains  a  constant  value,  while  with  the  other  metals 
it  always  diminishes.  Aluminium  presents  one  abnormal  pecu- 
liarity, which  is  that  as  soon  as  the  cell  is  opened  a  reversal  of 
polarization  takes  place,  whatever  may  be  its  period  of  action. 
These  different  observers  have  studied  polarization  after  one 
minute  (or  several)  of  rupture  of  the  primary  current. 

Relation  between  the  Polarization  and  the  Nature  of  the 

Electrolyte.    (Krieg,  1886.) 

All  the  values  in  the  following  table  have  been  measured 
^^^^^  T^-^  ^^  irviira  ^^  ^  second,  open  circuit,     a  represents 
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the  diminution  of  current,  or  of  E.  M.  F.  referred  to  the  unit 
of  current  during  unit  time,  with  electrodes  of  unit  surface. 

I. 
Platinum  Electrodes. 

Electrolytes.  Value  of  the  Constant  a. 

Solution  of  sodium  chloride 0.42621 

"  **         "       bromide 0.19543 

"  "        "       iodide 0.04433 

"  "   potassium  chloride o.  39752 

"  "  "         bromide 0.17616 

"  "  "  iodide 0.09638 

"  "  "         sulphate 0.3 1 845 

"  "  sodium  sulphate 0.3 1 539 

"  "  copper         "        ao9230 

"  •*   iron  "        0.08157 

"  "  manganese  "        o.  1 8349 

"  "   lead  acetate 0.04971 

II. 

Potassium  Chloride. 

Electrodes.  Average  Values  of  a. 

Gold 0.00367 

Silver 0.09201 

Nickel 0.25579 

Aluminium i. 30103 

Platinum 0.39752 

Potassium  Bromide. 

Gold 0.06579 

Silver 0.05001 

Nickel o.  1 7438 

Aluminium 0.77815 

Platinum 0.17616 
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Potassium  Iodide. 

Electrodes.  Average  Values  of  a. 

Gold 0.68200 

Silver 0.04671 

Nickel o.  161 47 

Aluminium 0.90309 

Platinum 0.09638 

III. 

On  arranging  the  different  metals  in  the  order  of  rapidity 
f  polarization,  the  following  series  is  obtained : 

Potassium  Chloride. 
Aluminium,  Platinum,  Nickel,  Silver,  Gold. 

Potassium  Bromide. 
Aluminium,  Platinum,  Nickel,  Gold,  Silver. 

Potassium  Iodide. 
Aluminium,  Nickel,  Platinum,  Gold,  Silver. 

The  depolarization  is  therefore  most  rapid  with  aluminium, 
.nd  slowest  with  gold  and  silver. 

On  open  circuit,  polarization  diminishes  slowly  with  gold 
ind  silver,  and  very  rapidly  with  aluminium,  with  which  a 
:hange  in  the  direction  of  polarization  takes  place  after  y^^  to 
;f^  of  a  second  with  the  chlorides  of  sodium  and  potassium. 

Capacity  for  Polarization. — R.  Blondlot  (1881)  has  deter- 
nined  the  following  laws : 

1.  The  initial  capacity  is  independent  of  the  direction  of 
Dolarization. 

2.  The  elementary  capacity  of  an  electrode  for  a  given 
E.  M.  F.  does  not  depend  on  the  nature  of  the  electrolyte. 

Whence  the  following  propositions  :  In  order  to  change  by 
instantaneous  polarization  the  E.  M.  F.  existing  between  an 
electrode  and  an  electrolyte  of  a  value  e^  to  a  value  e^ ,  the 
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quantity  of  electricity  required  is  always  the  same,  whatever 
may  be  the  chemical  nature  of  the  electrolyte.  Corollary:  The 
energy  exerted  is  equally  invariable. 

3.  The  charge  of  the  double  electric  layer  existing  at  the 
surface  of  contact  of  an  electrode  and  an  electrofyte  does  not 
depend  on  the  nature  of  the  electrols^te,  provided  that  the 
electric  difference  remains  the  same.  Corollary  :  The  potential 
energy  of  the  double  layer  depends  only  on  its  E.  M.  F. 

table  of  initial  capacities  for  the  same  electrodl 

(r.  blondlot,  1881.) 

Platioam. 

Acidulated  v/ater  (with  sulphuric  acid) Unity. 

Solution  of  sodium  sulphate 0.96 

"         "  zinc  **       1.00 

"         **  copper         "       I.OO 

**         "  sodium  chloride I.OO 

"         "  nickel  "       MO 

"         "  copper  nitrate I.oi 

"         "  potassium  iodide I.oo 

Water  acidulated  with  sulphuric  acid  ^ 

+  .0002  chromic  acid  )    

Water  acidulated  with  sulphuric  acid  )  ^ 

,  ^      .  ^  ^    \  1.28 

+  .0002  potassium  permanganate  ) 

Soda  solution 1. 50 

Potash  solution 1.50 

Water  acidulated  with  hydrochloric  acid 0.75 

Concentrated  hydrochloric  acid i .  19 

Du  Moncel  (1873)  has  observed  that  a  solution  of  pure 
mercuric  sulphate  produces,  with  a  mercury  cathode,  a  barely 
appreciable  secondary  current ;  but  a  few  particles  of  sodium 
bicarbonate  or  zinc  sulphate  in  this  solution  suffice  to  produce 
an  energetic  secondary  current. 

When  mercury  forms  the  anode,  very  energetic  secondary 
currents  arc  equally  produced,  which  are  most  commonly  due 
to  the  oxidation  of  the  mercury  and  the  reduction  of  the  salts 
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^suiting:  therefrom  by  the  hydrogen  condenfsed  on  the  cathode, 
'hese  currents  are  much  less  durable  thari-  those  which  are 
)nned  at  the  cathode,  and  the  most  •  importaot  which  have 
een  recognized  are  those  resulting  from  solutions  of  sulphate 
F  sodium  or  iron,  or  ammonium  Chloride.  'Hughes  (l88o)  has 
bserved  that  when  an  iron  rod  has  received  its  maximum  of 
yrdro'genatipn  it  becomes  very  slightly  susceptible  of  yielding 
olarization  effects  even  on  short  circuit,  when  a  voltaic  couple 
formed  with  it.  On  comparing  the  zinc  and  hydrogenated 
on  couple  with  the  Smee  couple  there  has  been  found  while 
le  circuit  has  remained  closed  a  higher  E.  M.  F.  in  the  pro* 
ortion  of  0.56  volt  to  0.446  volt,  and  a  polarization  five  times 
reater. 

Polarization  of  Electrodes  produced  by  Alternating  Cur- 
ents. — A  polarized  electrode  may  be  likened  to  a  charged 
ondenser.  \{  E  represents  difference  of  potential  due  to 
•olarization,  and  Q  the  quantity  of  electricity  necessary  to  pro* 
luce  this  difference  of  potential  E^  we  have 

Q  =  CE. 

Overbeck  (1883)  on  using  alternating  currents  for  charging 
bund  that  the  polarization  capacity  of  the  majority  of  metals, 
md  especially  pf  the  oxidizable  ones,  varied  at  the  beginning 
)f  the  experiment.  Copper  is  notably  oxidized  by  the  effect 
)f  the  current.  The  average  polarization  capacity  per  square 
nillimetre  approaches  in  salt  water  the  following  values : 

Silver 0.60  microfarad. 

Gold. 0.30         " 

Palladium 0.27         " 

Platinum 0.18         " 

Aluminium 0.05  " 

Overbeck  calculated  from  this  the  thickness  necessary  for 
m  air-plate  condenser  of  the  same  capacity  per  unit  of  sur- 
ace,  and  found  as  follows : 
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Silver 147.  lo'"  mm. 

Gold 295. 10-"    " 

Palladium 327. 10 


.-10 


Platinum . .     491  .lo"""  mm. 
Aluminium  1768.10""*    " 


Deformation  of  Polarized  Electrodes  (Gouy,  1883).— Thb 
phenomenon  consists  in  a  flexure  which  electrodes  undergo  in 
polarizing,  when  they  are  formed  of  thin  metal  plates  having 
one  face  protected  by  a  very  light  coating  of  insulating  var- 
nish.  From  a  gold  ribbon  rolled  to  a  thickness  of  aoi5  mm. 
a  strip  2  mm.  broad  was  cut,  terminating  in  a  fine  point.  This 
strip,  varnished  on  one  face,  was  so  held  that  its  end  was  left 
free  for  a  distance  of  0.06  m.  This  extremity  was  placed 
vertically  and  entirely  immersed  in  the  solution  contained  in  a 
cell  having  parallel  sides.  The  point  was  observed  through  a 
microscope.  The  strip  was  connected  to  the  positive  terminal 
•of  a  Daniell  element ;  the  other  electrode  being  6f  copper  and 
connected  to  the  negative  terminal. 

In  these  conditions  the  gold  plate  .became  polariied, 
although  there  was  no  persistent  electrolysis  and  no  gas- 
bubbles  produced.  On  the  circuit  being  opened,  the  point 
became  displaced  and  polarization  diminished.  When  the 
circuit  was  again  closed,  the  point  returned  to  its  original  posi- 
tion. The  direction  of  displacement  showed  that  the  strip 
curved  from  the  non-varnished  side,  the  absolute  value  6f  the 
displacement  being  o.i  mm.  and  its  apparent  value  about  a02 
mm.  The  displacements  appear  more  sudden  when  a  small 
quantity  of  copper  is  deposited  on  the  gold  plate.  As  soon  as 
the  copper  is  dissolved  the  electrode  polarizes,  a  rapid  defor- 
mation  follows,  and  the  apparatus  works  as  before. 

The  deformations  accompanying  polarization  have  been 
observed  in  acidulated  water  and  various  solutions  with  gold 
and  platinum  for  positive  polarization,  and  with  the  same 
metals,  as  well  as  silver,  copper,  brass,  lead,  and  tin,  for  nega- 
tive polarization.  They  vary  in  direction  and  magnitude,  ac- 
cording to  circumstances,  within  very  extended  limits.  Gold 
polarizes  positively  in  manganese  nitrate  and  gives  enormous 
distortions,  at  least  200  times  greater  than  those  above  indi* 
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led.  The  metal  during  this  experiment  becomes  coated  with 
:  binoxide. 

Variation  of  Polarization  Currents  with  Time.— A  cur- 
rent Iraversiiig  an  electrolyte  is  interrupted,  and  after  a  very 
brief  determinate  time  the  polarization  current  is  observed  with 
a  galvanometer.  If  i  is  the  intensity  of  this  current  taken  at  a 
time  /  after  the  interruption  of  tiie  first,  the  conditions  appear 
to  be  I  =  /f-"  ;  in  reahty  the  current  diminishes  less  than  this 
formula  indicates,  If  a  be  determined  for  small  values  of  /, 
this  is  found  to  decrease  as  the  initial  polarization  is  more  en- 
eigetic ;  but  the  E.  M.  F.  e  and  the  surface  of  the  electrodes 
remaining  the  same,  a  varies  inversely  as  the  resistance.  This 
value  varies  when  the  electrolyte  changes,  and  appears  one 
half  less  for  hydrochloric  acid  than  for  sulphuric  acid.  (Bern- 
stein. [875,) 

Change  of  Direction  of  Polarization  produced  by  Al- 
ternating Currents. — The  current  from  a  Bunsen  element  is 
passed  into  a  voltameter  charged  witii  distilled  water  and  having 
as  electrodes  two  large  plates  of  platinum.  At  the  end  of  ten 
seconds  the  current-direction  is  reversed,  and  it  is  allowed  to 
pass  for  three  or  (our  seconds.  If  now  the  circuit  be  opened, 
the  polarization  current  is  at  first  directed  as  if  the  second 
current  only  had  existed;  then  it  weakens  rapidly  and  changes 
direction.  If  the  current  had  lasted  more  than  three  or  four 
seconds,  only  the  first  polarization  turrent  would  be  observ- 
able :  if  it  had  had  a  shorter  duration,  the  polarization  pro- 
duced by  the  first  current  only  would  be  observed. 

"Singular"  Polarization  of  Electrodes. — The  term  "sin- 
gular polarization"  was  applied  by  Sokoloft  (1S81)  to  the  con- 
dition when  the  depolarizing  current  is  considerably  stronger 
(six  or  eight  times)  than  the  primary  current.  "Singular" 
polarization  appears  with  acidulated  water  only  in  voltameters 
closed  and  free  from  air — never  in  open  voltameters.  The 
depolarization  current  is  the  more  intense  at  the  beginning,  as 
the  surface  of  the  electrodes  is  small  and  the  resistance  low; 
but  the  duration  of  the  phenomenon  is  inversely  as  its  intensity. 
The  "singular"  phenomenon  appears  more  or  less  rapidly  after 
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the  closing  of  the  primary  circuit ;  generally  after  from  17  to 
24  hours  it  has  considerable  development. 

The  following  experiment  is  illustrative :  A  tube  contain, 
ing  two  platinum  electrodes  is  filled  with  water  acidulated 
with  sulphuric  acid,  exhausted  of  air,  and  hiermetically  scaled. 
This  is  connected  with  a  Daniell  element.  If  the  latter  be 
allowed  to  act  for  several  hours,  a  galvanoiiieter  in  circuit 
being  observed,  and  if  the  polarized  electrodes  be  discharged 
without  alteration  of  the  resistances,  there  is  obtained  during 
the  first  moments  a  current  four  or  five  times  stronger  than 
the  polarizing  current.  In  this  experiment  the  galvanometer 
resistance  used  was  3542  ohms. 

There  exists,  however,  a  certain  limit  of  the  polarizing 
E.  M.  F.  below  which  "singular"  polarization  never  manifests 
itself.  In  the  majority  of  cases  this  was  found  to  be  a496  volt. 
A  strong  "  singular"  polarization  (though  weaker  than  that 
noted  with  closed  voltameters)  was  found  with  open  voltam- 
eters using  solutions  of  lead  nitrate,  sulphates  of  manganese, 
cobalt,  and  nickel,  and  bismuth  nitrate.  The  deposits  of  per- 
oxide,  except  in  the  case  of  the  manganese  salts,  are  not 
produced  except  in  open  voltameters.  A  certain  minimum 
E.  M.  F.  is  always  necessary  in  order  that  singular  depolariza- 
tion may  appear:  0.16  volt  for  solutions  of  manganese  sul- 
phate and  0.594  volt  for  those  of  lead  nitrate. 

No  "  singular  "  depolarfzation  has  been  observed  either  with 
silver  nitrate  or  sulphate,  although  the  formation  of  peroxide 
was  visible  even  before  electrolytic  decomposition  took  place. 
**  Singular*'  depolarization  is  always  manifested  with  the  sul- 
phates of  zinc,  cadmium,  and  aluminium  on  using  the  E.  M.  F. 
of  one  Daniell  element,  whether  the  voltameter  be  exhausted 
of  air  and  closed  or  quite  open  ;  but  in  the  first  case  it  is  more 
energetic  and  lasts  longer.  The  nitrates  and  sulphates  of  the 
alkalies  and  alkaline  earths  all  manifest  **  singular"  depolariza- 
tion ;  but  while  with  the  open  voltameter  the  galvanometer 
impulse  is  of  short  duration,  with  a  closed  voltameter  the  phe- 
nomenon continues  for  from  thirty  to  fifty  minutes  after  the 
beginning  of  the  discharge. 


ACCUMULATORS  OR   "STORAGE"'  CELLS. 

A  SECONDARY  voltaic  cell  or  voltaic  accumulator  is  one 
in  which  the  means  for  the  development  of  chemical  action  is 
normally  present,  but  is  not  active  until  so  rendered  by  a  chem- 
ical alteration  produced  by  an  electric  current  from  another 
source. 

Gas  cells  (see  p.  320)  have  already  been  considered.  The 
terra  "storage"  cell  is  a  misnomer — although  it  now  has  the 
sanction  of  long  custom — for,  as  is  obviously  the  case,  there  is 
no  "storage"  of  electricity  nor  of  anything  else  in  the  appa- 
ratus. 

The  idea  of  using  oxidizable  metals  as  electrodes  in  second- 
ary cells  to  produce  useful  currents  is  generally  attributed  to 
Sinsteden  (1854).     Plants  himself  says; 

■■  In  a  memoir  on  the  effects  of  a  magneto-electric  appa- 
ratus, Sinsteden,  having  caused  the  current  of  the  apparatus 
incidentally  to  act  on  voltameters  having  plates  of  lead,  silver, 
and  nickel,  obtained  with  these  metals  secondary  currents  suffi- 
ciently intense  to  bring  metallic  wires  to  incandescence." 

The  development  of  secondary  currents  dates,  however, 
from  the  beginning  of  the  century,  and  is  abundantly  discussed 
in  the  recorded  investigations  of  Gautherot,  Ritter,  Erman, 
V'olta.  Davy,  Becquerel,  Marianini,  and  others.  The  "  Mantie! 
du  Galvanisme "  of  Joseph  Izarn  (Paris.  1804}  contains  the 
most  complete  account  of  these  early  researches. 
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'^  Positive  "  and  ''  Negative  "  Electrodes  in  Accumula- 
tors.— The  confusion  in  the  use  of  the  words  "positive"  and 
"  negative,"  as  applied  to  the  parts  of  a  primary  cell,  has  be- 
come even  worse  confounded  in  the  application  of  these  terms 
to  the  accumulator.     Of  this  fact  any  one  may  convince  him- 
self by  placing  in  contrast  a  selection  of  the  existing  textbooks 
made  almost  at  random.     If  A  and  B  represent  the  two  elec- 
trodes in  the  cell,  and  a  current  from  an  outside  source  be  con- 
ducted to  A  so  that  it  pass  through  the  electrolyte  to  B,  and 
so  back  to  the  source,  then  A  is  the  positive  electrode  and  B  is 
the  negative  electrode.     A  is  at  the  anode  and  B  is  at  the 
cathode ;  and  this  is  the  condition  of  affairs  when  the  cell  is 
being  charged.    When,  however,  the  charging  source  is  removed 
and  the  cell,  thus  rendered  active,  delivers  its  own  current,  then 
the  current  direction  is  reversed,  and  it  proceeds  in  the  elec- 
trolyte from  B  to  A;  therefore  B  is  then  the  positive  electrode 
and  A  is  the  negative  electrode.     Just  as  in  the  case  of  the 
primary  cell,  where  the  main  confusion  arises  from  the  fact 
that  the  writers  fail  to  state  whether  they  regard  one  electrode 
as  positive  to  the  other  or  the  reverse  with  reference  to  the 
direction  of  current  outside  of  the  cell  or  to  the  direction  of 
current  through  the  electrolyte  inside  of  the  cell,  so,  in  the  case 
of  the  accumulators,  a  new  difficulty  presents  itself  when  the 
terms  "  positive  '*  and  "  negative  *'  are  used  without  any  state- 
ment as  to  whether  they  refer  to  the  condition  of  the  cell  when 
it  is  being  charged  or  when  it  is  yielding  its  own  current.    As 
a  rule,  the  electrode  B  in  the  above  illustration  is  always  called 
the  "  negative  **  electrode  ;  although,  as  a  matter  of  fact,  when 
the  cell  is  fulfilling  its  function  and  delivering  its  current,  the 
plate  B  is  not  the  negative  electrode,  but  the  positive  electrode. 
Sir  David  Salomons,  in  his  work  on  "Accumulators," says:  "It 
has  become  a  practice  among  makers  of  secondary  cells  to  call 
the  true  positive,  negative,  plates,  and  vice  versa;  therefore, 
not  to  cause  confusion,  the  manufacturers'  designations  will  be 
adhered  to  throughout.**    It  is  hardly  necessary  to  base  a  choice 
of  terms  upon  any  such  convention  as  this  if  it  be  generally  un- 
derstood that  in  all  cases  the  employment  of  the  words  refers 
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to  the  relation  of  the  electrodes  during  the  charging  operation. 
In  the  following  pages  the  words  **  positive  **  and  "  negative  ** 
are  used  in  this  sense. 

Types  of  Accumulators. 

Accumulators  are  here  considered  under  the  following  divi- 
sions : 
I.  Accumulators  of  the  Plants  type  having  lead  electrodes. 
{a)  The  electrodes  are  lead  plates,  wires,  or  granulated 

lead. 
(Jf)  The  electrodes  are  of  spongy,  porous,  or  crystallized 

lead, 
(^r)  The  electrodes  are  of  amalgamated  lead. 
11.  Accumulators  having  supports  containing  or  covered  with 

« 

non-electrolytic  lead  oxide. 

III.  Bimetallic  accumulators;  the  positive  electrode  being 
usually  of  lead,  and  the  negative  electrode  of  zinc,  cop- 
per, etc. 

IV.  Other  forms  of  accumulators. 
V.  General  practical  data,  tables,  etc. 

I.  Accumulators  of  the  Plants  Type. 

{a)    THE    ELECTRODES    ARE    LEAD    PLATES,     WIRES,    OR 

GRANULATED   LEAD. 

Plants  Accumulator  (i860). — This  consists  of  two  long  and 
broad  sheets  of  lead  rolled  in  a  spiral  and  separated  from  one 
another  by  coarse  canvas,  the  whole  being  immersed  in  a  jar 
containing  water  with  10  per  cent  sulphuric  acid.  In  1872 
Plants  changed  the  manner  of  separating  the  lead  plates,  sub- 
stituting for  the  cloth,  strips  of  rubber  about  I  cm.  in  breadth 
and  .5  cm.  in  thickness  (Fig.  135).  Fig.  136  shows  a  complete 
Plants  accumulator  of  this  type  connected  in  circuit  with  two 
Bunsen  charging  elements. 

PlatUi  Accumulator  with  Parallel  Plates  (1868).— This  con- 
sists of  several  plates  closely  approximating,  but  separated  at 
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eir  middle  portions  by  insulating  rods.  They  are  placed 
rtically  and  in  two  series,  projections  on  alternate  plates 
ing  electrically  united.  The  whole  is  contained  in  a  gutta- 
rcha  vessel  rectangular  in  form  and  having  interior  grooves 

which  the  plates  are  received  and  held  parallel.  The  liquid 
a  lo  per  cent  sulphuric  acid  solution.  In  order  to  **  form  "  his 
cumulator  Plants  proceeds  as  follows:  The  current  from  two 
jnsen  dements  is  caused  to  pass  through  the  electrodes  of 
e  accumulator  six  or  eight  times  in  alternately  opposite  direc- 
>ns  during  the  first  day.  The  time  during  which  the  cell  is 
bmitted  to  the  action  of  the  primary  current  before  reversal 

gradually  increased,  and  care  is  taken  to  discharge  the 
cumulator  before  each  change  of  current  direction.  The  foU 
mng  table  prepared  by  Tamine  shows  the  duration  and  direc* 
)n  of  the  first  twenty  charges. 

t Duration  of  Charge.  ^ 

o.  of  Charge.  Direct  Current.  Reverse  Cumnt. 

I .  . .  ; J  hour         

2  J  hour 

3 i  hour        

4 J  hour 

5 J  hour        

6 f  hour 

7 I  hour        

8 . .   I  hour 

9 i\  hours        

10 i ly  hours 

II I J  hours        

12 labours 

13 if  hours        

14 if  hours 

15 2  hours        

16 2  hours 

17 2^  hours        

18 2\  hours 

19 2 J  hours        

20 .  2 J  hours 
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it  need  seldom  exceed  0.75  ampere  per  kilogram  of  electrode. 
This  would  amount  for  6300  kg.  to  about  4,5  amperes. 

The  Separation  of  Plaint  EUctrotUs.—HL.  Plants  regarded 
this  as  of  the  greatest  importance,  and  as  the  result  of  his  ex- 
tended experience  finally  adopted  the  method  illustrated  in 
Fig.  137.    The  lead  plates  are  kept  apart  by  a  series  of  "dou- 


Plamt*  Kl«ct»odb. 


ble  buttons  "  of  gutta  percha,  as  gg',  shown  in  the  accompany- 
ing illustration :  these  are  placed  about  4  inches  apart,  but 
may  be  placed  closer  so  as  to  avoid  any  possible  contact  of  the 
plates.  In  order  to  attach  the  buttons  firmly  the  alternate 
plates  are  perforated  with  holes  about  4  inches  in  diameter, 
and  a  cube  t  small  cylinder  of  gutta  percha  is  pressed  against 
each. 

The  gutta  percha  is  first  softened  by  the  heat  of  a  candle  or 
alcohol  lamp,  and  then  a  similar  piece  is  pressed  in  from  the 
other  side  of  the  plate.  The  two  pieces  unite  at  the  joint  and 
form  the  double  button  gg',  which  adheres  firmly  to  the  platei; 
and  assures  their  insulation.  As  stated  before,  it  suffices  to 
treat  only  the  alternate  plates  in  this  manner. 

The  plates  are  suspended  by  means  of  strips  of  wooil 
attached  to  them  by  lead  wires,  the  ends  of  the  strips  resting 
against  the  sides  of  the  containing  vessel.  These  wires,  how- 
ever, must  be  placed  on  the  adjacent  plates  so  as  not  to  toucli 
one  another. 
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The  projecting  piece  of  each  plate  is  varnished  or  dipped 
in  a  resinous  mastic  and  provided  with  a  nut  of  copper  or  type- 
metal,  by  means  of  which  any  number  of  plates  can  be  con- 
nected by  bars.  The  independence  of  each  plate  is  thus 
assured,  and  any  one  of  them  can  be  lifted  out  without  inter- 
fering with  the  position  of  the  others, 

Encausse  and  Canisie  Accumulator, — The  electrodes  are  lead 
plates  rolled  in  helical  form. 

Fox  Accumulator. — Superposed  sheets  of  lead  with  inter- 
posed layers  of  sand,  asbestos  paper,  etc. 

Kabath  Accumulator. — The  commercial  form  consists  of  a 
thin  perforated  lead  chamber  packed  with  a  large  number  of 
lead  strips,  each  alternate  one  of  which  is  corrugated  or  fluted. 
A  chamber  8.5  cm.  wide  contains  about  180  of  these  strips, 
and  is  covered  on  the  faces  with  a  perforated  lead.  Each 
composite  plate  weighs  about  i  kilogram.  The  electrolyte  is 
distilled  water  to  which  -^  sulphuric  acid  is  added.  The  fol- 
lowing table  shows  the  principal  data  of  the  forming  process 
of  a  commercial  battery  containing  12  plates,  the  weight  of 
the  electrodes  being  21  kilos;  electrolyte,  etc.,  6  kilos;  box,  3 
kilos — total,  30  kilos. 


Number 

Capacity  per  Kilo  of  Lead. 

Weight  of 

Lead  per 

Horse-power 

in  Kilograms. 

Energy  stored  in 
Accumulator. 

of  Hours* 
Formation. 

Kilogram- 
metres. 

Coulombs. 

Kilogram- 
metres. 

Horse- 
power 
Hour. 

75 
150 

500 

1000 

1600 

2000 

2600 

3000 

4000 

750 
1,000 
2,000 
3»250 
4.750 
5.750 
7,250 
8.250 
10,750 

5,000 
6,250 
12,000 
i9,oco 
28,000 
34,000 
43,000 
49,000 
64,000 

360 
270 

135 

83 

57 

47 

37 
32.8 

25 

15,750 
21,000 
42,000 
88,250 

99,750 
120,750 
152,250 
172.250 
225,750 

0.058 
0.078 
0.155 
0.253 
0.369 

0.447 
0.564 

0.642 

0.836 

Parod  Accumulator. — The   plates    consist    of  copper  cores 
hermetically  enclosed  in  a  lead  covering. 
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Lead  thus  treated  is  in  a  porous  condition.  The  shape 
of  the  plates  is  shown  in  Fig.  139.  Each  is  pierced  with  1 
hole  to  receive  the  rod  of  lead  or  white  metal  (Fig.  I40)  which 
connects  them  together  and  forms  a  terminal.  The  pbtts 
are  separated  by  wooden  combs,  one  of  which  is  shown  in 
Fig,  141.     The  best  results  with  this  cell  have  been  obtained 


with  a  charging  current  density  of  10  amperes  per  square 
metre  of  active  surface  and  a  discharging  current  of  20  a 
peres.  With  a  cell  containing  2  square  metres  of  lead  surface 
D'Arsonval  has  obtained  the  following :  Useful  capacity,  4O' 
ampere-hours;  total  capacity,  62  ampere-hours;  charge,  10 
amperes  per  square  metre;  discharge,  20  amperes  per  squart 
metre;  useful  weight  of  lead,  10  kilograms. 

Arnould  and  Taminc  Accumulator,  No.  2. — The  plates  C 
sist  of  a  series  of  parallel  lead  wires  of  the  same  length  and 
having  as  many  points  as  possible.  The  cell  terminals  are 
united  by  autogenous  soldering, 

E,  Reynier  and  Simmen  Accumulator  (1885). — The  origi- 
nal Simmens  plate  consisted  of  lead  filaments  pressed  together. 
These  filaments  were  obtained  by  pouring  melted  lead  inloapr* 
viously  heated  vessel,  the  bottom  of  which  is  perforated  and  pro- 
vided at  the  perforations  with  short  tubes  (ajutages)  of  suitable 
dimensions  and  form.  The  metal  runs  in  jets  through  thesj 
tubes  and  is  quickly  cooled  in  a  basin  of  water,  to  the  boiio4 
o(  which  it  falls  in  solid  condition.     This  material  is  tei 
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lead  wool,  and  It  is  of  remarkably  fine  texture.  When  pressed 
into  blocks  and  enclosed  in  a  perforated  lead  chamber  it  olTers 
a  very  lai^e  active  surface. 

Simmen's  agglomerated  plates  did  not  prove  successful, 
owing  to  the  rapid  destruction  of  the  lead-containing  cham- 
bers. He  afterwards,  in  conjunction  with  M.  Emile  Reynier, 
materially  improved  them  by  constructing  them  of  masses  of 
lead  wire  compressed  in  a  strong  metal  frame.  The  average 
diameter  of  the  wire  of  the  positive  electrode  was  0.5  mm.  and 
of  the  negative  electrode  0.2  mm.  A  plate  140  mm.  wide.  245. 
mm.  high,  and  4  mm,  thick  weighs  700  grams,  has  a  surface  of 

\.  square  decimetres,  and  a  current  capacity  of  17  ampere- 
.,  or  per  kilogram  of  plate  a  capacity  of  7.3  ampere-hour.';. 

I  E.  Reynier  Accumulator. — The  plates  are  bent  and  encased 


in  a  frame  having  projections  wHkIi  ■^ervc-  a-;  supports  and  con- 
ductors.  Fig.  I42.  There  are  several  forms  of  this  apparatus, 
fig.  143  represents  a  battery  of  five  plates. 
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In  the  so-called  "elastic"  accumulator  of  Reynier  Ac 
plates  consist  of  very  fine  lead  wires  made  into  a  net  and  cooh 
pressed  into  shape.  They  are  separated  by  thin  porous  sheeUi 
of  silica.  The  plates  are  placed  between  rigid  end>pieces 
drawn  together  by  india-rubber  springs  which  allow  of  their 
contraction  and  expansion.  The  following  data  arc  given  o 
a  is-cell  battery:  Total  E.  M.  F.,  32  volts;  E.  M.  F.  at  termt 
na!s,  28  volts;  rate  of  discharge,  3  to  6  amperes;  avera^ 
available  energj',  150  watts;  capacity,  30  ampere-hours;  avail 
able  work,  740  watt-hours ;  total  weight  of  battery,  1 10  lbs. 

Bernados  Accumulator  (1887). — The  electrodes  consist  0 
lead  frames  in  which  are  soldered  numerous  stn'ps  of  the  sim 
metal  alternately  straight  and  corrugated.     Fig.  144  represent! 


a  plate  of  this  kind,  and  Fig.  145  a  straight  and  a  corrugated  I 
lead  strip. 

Elzvcll   and  Parkvr   Cylindrical  Accumulator. — The  clcc^ 
trodes  are  perforated  sheets  of  lead  rolled  spirally  into  tul 
and  placed  alternately  positive  and  ncfjative  in  an  carthcowail 
vessel.     A  space  of  about  i   inch  is  left  between  the  tab 
which  are  held  together  by  screw-clamps. 
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EpstHfCs  Method  of  Forming  consists  in  placing  the  plain 
?ad  plates  in  a  one  per  cent  solution  of  nitric  acid  and  water. 
'he  solution  is  then  boiled  until  the  lead  plates  become  of  a 
ull  gray  color,  when  they  are  dried  in  air.  In  forming  the 
ositive  electrodes  the  operation  is  continued  until  the  color 
lianges  to  a  dark  brown ;  and  in  forming  the  negative  elec- 
-odes  the  color  is  allowed  still  further  to  change  to  a  bluish 
ray.  The  plate  is  made  with  deep  grooves  on  both  sides, 
'he  normal  maximum  rate  of  discharge  is  given  as  30  amperes 
er  positive  plate,  and  for  short  periods  this  rate  may  be  safely 
cabled.  The  capacity  at  the  above  rate  is  from  120  to  150 
mpere-hours  per  positive  plate ;  at  half  this  rate,  from  140  to 
70  ampere-hours.  The  electrolyte  is  a  10  per  cent  solution 
f  sulphuric  acid  and  water. 

Cheswright  Accumulator, — The  electrodes  are  of  refined 
heet  lead  corrugated  into  a  series  of  raised  dovetail-shaped 
ims,  hollow,  and  divided  into  vertical  chambers  by  thin  lead 
•artitions.  During  the  formation  of  the  peroxide  plate  the 
ctive  material  forces  itself  into  and  so  becomes  locked  in  the 
ovetail  grooves,  which  are  arranged  closer  together  than  on 
he  spongy  lead  plate.  The  current  capacity  is  stated  to  be 
rom  7  to  9  ampere-hours  per  kilogram  of  plate,  depending 
pon  the  dimensions  of  the  cell.  The  working  current  effi- 
iency  is  given  as  from  80  to  90  per  cent. 


h)  THE  ELECTRODES  ARE  OF  SPONGY,  POROUS,  OR  CRYSTAL- 
LIZED LEAD. 

Sellon  and  Volckmar  Accuynulator. — The  electrodes  are  lead 
)lates  having  holes  of  different  shapes.  The  plates  are  4  mm. 
hick,  and  the  holes  are  separated  about  2  mm.  from  one 
.nother  and  filled  with  spongy  lead. 

C/iangy  Accumulator, — The  electrodes  are  granular  masses 
►f  lead  produced  by  melting  the  metal  and  then  projecting  it 
ipon  a  cooled  surface.  The  containing  vessel  is  divided  by  a 
K>rous  partition  into  two  compartments,  each   containing  a 


430  THE    VOLTAIC  CELL. 

lead  plate.    The  compartments  are  filled  with  the  granulated 
lead. 

Watts  AccumuliUor. — The  plates  are  made  of  a  sort  of  com- 
pressed  lead  powder ;  the  latter  being  produoed  by  subjecting 
a  stream  of  melted  lead  to  a  blast  of  steam  or  superheated  air. 
The  finely  divided  metal  is  condensed  in  a  cool  receptacle. 

Kabath  Accumulator^  No.  2, — The  electrodes  consist  of 
envelopes  of  perforated  lead  filled  with  spongy  lead  obtained 
by  precipitating  an  8  per  cent  solution  of  lead  acetate  by  a 
2inc  plate,  and  washing  the  metallic  deposit. 

Pfeifer  Accumulator  (1883). — Plates  of  lead  covered  with 
a  coating  of  spongy  lead  obtained  by  electro-decomposition  of 
lead  acetate. 

Fitzgerald^  Crompton^  Biggs  and  Beaumont  Accumulator 
(1882). — Electrodes  of  very  porous  lead  obtained  by  electro- 
lytic action  on  alloys  of  sodium,  zinc,  cadmium,  iron,  anti- 
mony, or  copper  formed  of  one  or  more  of  these  metak  and 
lead.  The  object  of  the  electrolysis  is  to  eliminate  the  added 
metals,  thus  leaving  the  lead  in  a  spongy  state. 

Monnier  Accumulator  (1884). — Plates  of  spongy  lead  ob- 
tained by  treating  an  alloy  of  zinc  and  lead  with  soda  and  sul- 
phuric acid.  An  accumulator  containing  19  kg.  of  plates  and 
4  kg.  of  acidulated  water  weighs  in  all  29  kg.  It  yields  23 
amperes,  with  an  E.  M.  F.  of  1.86  volts,  and  furnishes  520,000 
coulombs  (144  ampere-hours),  representing  about  J  horse- 
power-hour.    (E.   Reynier.) 

Garasseno  Accumulator  (1889). — The  plates  are  made  of 
ribbed  castings,  and  each  positive  plate  is  permanently  con- 
nected to  the  negative  of  the  next  cell  by  having  one  lug  in 
common  perforated  (Fig.  146).  The  ribs  are  on  both  sides 
of  the  plate,  with  a  thin  dividing  web.  The  recesses  are  filled 
with  precipitated  metallic  lead  in  a  perfectly  porous  state.  A 
cell  containing  fifteen  such  plates  weighs,  complete,  25  kilo- 
grams, and  is  said  to  give  an  average  capacity  of  150  ampere- 
hours,  with  a  discharge  rate  of  30  amperes. 

Schulse  Acciumilator, — In  order  to  produce  electrodes  of 
spongy  lead,  lead  plates  are  covered  with  a  paste  of  sulphur 
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and  heated  so  that  a  coating  of  lead  sulphide  is  thus  formed. 
By  the  action  of  the  current  the  sulphur  is  separated  and  the 
plates  become  spongy. 


F.  Leclerc  and  C.  Payen  Accumulator  {1885). — The  elec- 
trodes are  formed  of  porous  crystallized  lead  obtained  as  fol- 
lows :  Chloride  of  lead  to  which  from  5  to  10  per  cent  of  zinc 
chloride  is  added  is  melted  and  run  into  moulds.  After  cool- 
ing, each  plate  is  placed  between  two  zinc  plates  and  plunged 
in  a  solution  of  ammonium  chloride.  When  all  the  lead 
chloride  has  been  reduced  by  the  zinc,  the  plates  are  with- 
drawn, washed,  and  formed  in  the  usual  way. 

Dujardin  Accumulator. — The  electrodes  are  made  up  of 
corrugated  lead  plates,  the  corrugations  running  obliquely 
across  the  surface  in  opposite  directions  on  adjacent  plates. 
They  are  rendered  active  in  a  bath  of  water  10  kilograms,  sul- 
phuric  acid  2  kilograms,  and  i  kilogram  of  alkaline  nitrate  (of 
soda,  ammonia,  potash,  etc.).  By  the  passage  of  a  current 
lead  nitrate  is  formed,  which,  by  the  acid  present,  is  continu- 
ously converted,  first  into  lead  sulphate  and  then  into  lead 
peroxide.  The  positive  plates  become  covered  with  an  adher- 
ent layer  of  crystalline  peroxide. 
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Dujardin- Drake  and  Gotham  Accumulator  (known  in  Eng- 
land as  the  D.  P.  cell). — Electrodes  consist  of  narrow  strips 
of  lead  with  points  or  projections  on  their  faces  built  up 
one  above  the  other  like  the  leaves  in  a  book.  The  ends  of 
the  strips  are  lead-burned  together.  The  capacity  of  a  cell 
•weighing  65  lbs.  is  given  as  140  ampere-hours ;  of  one  weigh- 
ing 240  lbs.,  725  ampere-hours.  Formatipn  is  effected  in  the 
manner  above  described. 

Crompton-Howell  Accumulator. — The  electrodes  are  of  cr>s- 
talline  lead,  on  which  the  active  material  electrically  deposited 
forms  an  adherent  coating.  No  reversals  occur  in  forming, 
the  positive  electrode  being  directly  converted  into  lead  per- 
oxide and  the  negative  electrode  being  reduced  to  the  chemi- 
cally spongy  lead  condition.  The  plates  are  held  in  position 
by  celluloid  combs.  The  actual  energy  efficiency  is  claimed 
to  be  about  86^  per  cent. 

Woodward  Accu7nulat or. — Molten  lead  and  sodium  chloride 
are  mixed  to  form  a  plastic  mass,  then  compressed  into  moulds, 
and  finally  the  salt  is  dissolved  out. 

The  general  method  followed  by  Woodward  of  incorpo- 
rating with  lead  in  a  pasty  state  soluble  matters  which  can 
afterwards  be  washed  out,  leaving  the  lead  porous,  has  been 
foUowxd  by  many  other  inventors.  A  still  simpler  plan,  fol- 
lowed by  W.  E.  Case  and  others,  consists  in  melting  the  lead 
and  then  shaking  the  liquid  mass  in  a  receptacle  until  it 
becomes  granular  and  somewhat  pasty,  after  which  it  is  com- 
pressed in  moulds  to  form  spongy  plates. 

Chemical  Actions  produced  in  Accumulators  having 
Lead  Electrodes. — Piantd's  Theory, — Under  the  action  of 
the  primary  current  the  water  is  decomposed ;  the  oxygen 
peroxidizcs  the  positive  electrode  and  the  hydrogen  goes  to 
the  nei^ative  electrode,  which  is  always  more  or  less  oxidized 
by  the  exposure  to  the  air. 

Faurcs  77/<7>rj'.— Transportation  of  a  certain  quantity  of 
oxvcren  from  one  electrode  to  the  other  in  electro-chemical 
proportions,  and  transformation  of  Pb  into  Pb,0,  and  of  PbO, 
into  Pb,0,. 
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Theory  of  Gladstone  and  Tribe, — During  charge, 

(Electrode  +  )  SO.Pb  +  O   =  PbO,  +  SO. ; 
(Electrode  -  )  SO.Pb  +  H,  =  Pb  +  SO,H,. 

During  discharge, 

Pb  -f  2SO,  +  Aq  +  PbO,  =  SO.Pb  +  Aq  +  SO.Pb. 

During  the  charge  there  is  reduction  of  the  lead  sulphate 
at  the  negative  electrode  and  oxidation  of  the  lead  sulphate  at 
the  positive  electrode,  the  products  of  which  are  lead  peroxide 
and  sulphuric  anhydride,  which  last,  on  contact  with  water, 
is  transformed  into  ordinary  sulphuric  acid.  During  discharge 
lead  sulphate  is  produced  on  both  electrodes. 

Frankland's  Theory. — During  discharge  the  chemical  ef- 
fects are  as  follows  : 

1.  Electrolysis  of  hexabasic  sulphuric  acid,  as  during  the 
charge. 

2.  Transformation  of  sulphuric  anhydride  into  hexabasic 
sulphuric  acid. 

3.  The  chemical  action  of  the  deposit  on  the  positive  plate 
is 

PbO,  +  H,  =  PbO  +  H,0. 

The  lead  oxide  thus  formed  is  immediately  converted  into 
lead  sulphate, 

PbO  +  SO.H,  =SO,Pb  +  3H,0. 

4.  The  chemical  action  on  the  deposit  on  the  negative 
plate  is 

Pb  +  O  +  SO.H.  =  SO.Pb  +  3H.O. 
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Thus  during  discharge,  as  during  charge,  the  initial  ac^n  is 
due  to  the  electrolysis  of  hexabasic  sulphuric  acid.  The 
oxygen  eliminated  on  the  positive  plate  converts  the  reduced 
metal  in  this  plate  into  lead  oxide,  while  the  hydrogen  trans- 
forms in  the  same  oxide  the  lead  peroxide  of  the  other  plate. 
In  both  cases  this  lead  oxide  is  then  converted  into  lead  sul- 
phate by  the  free  sulphuric  acid,  both  plates  being  thus  brought 
back  to  the  normal  conditions  existing  before  the  beginning 
of  the  charge. 

Tamine's  Theory. — During  the  charge  the  sole  eflfect  of  the 
primary  current  is  to  decompose  the  water  H,0,  producing  on 
the  positive  electrode  a  layer  of  lead  peroxide  PbO,,  and  to 
reduce  to  the  state  of  Pb  on  the  negative  electrode  the  coat- 
ing of  oxide  there  formed  by  the  previous  charge. 

During  the  discharge  the  lead  peroxide,  by  reason  of  its 
great  affinity  for  H,  decomposes  solely  the  water,  and  is 
brought  to  a  lower  state  of  oxidation,  PbO,  while  the  nega- 
tive electrode  becomes  in  turn  coated  with  plumbic  oxide, 
PbO.  Such  are  the  principal  actions  produced  in  a  lead 
accumulator.  But  independently  of  these  are  produced  sec- 
ondary actions  which  result,  not  from  electrolysis  itself,  but 
from  the  combination  of  the  lead  oxide  formed  on  the  two 
electrodes  with  the  acid  of  the  liquid.  In  brief,  Tamine  agrees 
with  the  opinions  of  Plants,  and  considers  further  the  second- 
ary action  which  follows  the  first.  This  secondary  action  may 
be  formulated  thus : 

PbO  +  SO,H  =  SO.Pb  +  H.O. 

This  is  substantially  Frankland's  conclusion,  with  the  dif- 
ference that  Tamine  does  not  recur  to  the  existence  of  a  hexa- 
basic sulphuric  acid. 

Thermo-chemistry  of  Accumulators.    (Tommasi.) 

The  heat  of  formation  of  lead  peroxide  being  known 
[(Pb  +  O  =  12.14  cal.  and  Pb  +  O,  =  63.14  caL  CTscheltzow)]. 
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the  chemical  reactions  which  occur  in  the  two  plates  of  lead 
accumulators  may  be  examined. 

According  to  Tscheltzow  (1884),  the  four  possible  hypoth- 
eses are  the  following : 

{a)  PbO,  may  be  reduced  by  the  hydrogen  of  the  negative 
•electrode.     The  reaction  gives 

+  H.O  -  KPbO.O)  -  KPb.O)  =  37.20  cal. 

{b)  PbO,  nrtay  be  transformed  into  SO^Pb.  The  heat  dis- 
engagement is  then  equal  to 

+  (H.O)  +  (PbO,H,SO,Aq)  -  (PbO.O)  =  81.5  cal. 

{c)  The  negative  lead  may  be  transformed  into  sulphate^ 
and  PbO,  into  Pb. 
The  reaction  gives 

-  (H.O)  +  (PbO)  +  (PbO,H.SO,A^) 

-  i(PbO,0)  -  KPb,0)  +  (H.O)  =  44.30  caL 

{d)  There  may  be  sulphating  of  both  electrodes.  The  he^ 
disengagement  is  equal  to 

-  (H.O)  +  (PbO)  +  (PbO.H,SO,Aq)  -  (PbO,0) 
+  (H.  ,0)  +  (PbO,H.SO,Aq)  =  88.60  cal. 

According  to  the  formulas  of  W.  Thomson  and  D.  Torfl- 
tnasi,  the  reactions  should  give : 

W.  Thomson.     D.  Tommasi. 

Reaction  {a)  0.81  volt.  0.80  volt. 

"  \b) 177     "  1.76    " 

"  {c) 0.96    "  0.95     " 

"         (d) 1.93     "  1.91     " 

Direct  measurement  gives  for  the  E.  M.  F.  of  the  lead 
accumulator  from  1.9  to  2  volts.  Thus,  according  to  Tschelt- 
zow, it  may  be  regarded  as  well  established  that  in  the  Plants 
couple  the  fundamental  reaction  consists  in  the  sulphating  of 
the  two  electrodes. 
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(c)  THE   ELECTRODES  ARE   OF  AMALGAMATED  LEAD. 

Sutton  Accumulator. — Amalgamated  lead  electrodes  in 
dilute  sulphuric  acid.  According  to  Sutton,  the  amalgama- 
tion of  the  plates  causes  them,  when  used  as  anodes,  to  be 
much  more  rapidly  and  uniformly  peroxidized,  and  prevents 
local  action. 

Nezeraux  Accumulator (x^^^^. — Two  cast-lead  plates  having 
channels  on  both  faces,  in  which  channels  is  held  a  mass  of 
spongy  lead  amalgam  the  thickness  of  which  beyond  the  con- 
taining channels  is  limited  by  a  frame  projecting  around  the 
plates.  In  order  to  obtain  the  lead  amalgam  the  lead  is  melted 
in  an  iron  vessel,  and  half  its  weight  of  mercury  is  added. 
After  cooling,  the  amalgam  is  broken  up  with  the  hammer  and 
sifted.  The  powder  thus  obtained  is  applied  dry  to  the  plates 
and  compressed  thereon.  It  forms  a  solid  coating  if  wet  with 
acidulated  water  and  then  exposed  to  the  air  for  some  days. 
The  plates  are  finally  disposed  in  a  lo  per  cent  sulphuric  acid 
solution,  and  submitted  to  the  action  of  a  current  of  from  i  to 
2  amperes  per  kilogram.  "  The  industrial  storage  capacity  of 
this  accumulator,"  says  Nezeraux,  "  with  plates  containing  70 
per  cent  of  spongy  lead  and  a  withholding  {ddtente)  of  only^y 
of  the  E.  M.  F.,  may  attain  18,000  to  20,000  kilogrammetres 
per  kilogram  of  plate.*' 

Kalischer  Accumulator  (1886). — Positive,  lead;  negative, 
amalgamated  lead.  The  accumulator  is  charged  with  acidulated 
water  containing  a  little  mercuric  chloride.  The  latter  hinders 
the  deposition  of  crystalline  lead  on  the  cathode. 


CHAPTER  XXI. 

ACCUMULATORS.     (Couiinued.) 

Accumulators  having  Supports  containing  or 

COVERED   WITH   N  ON- ELECTRO  LYTIC   LeaU   OXIDE. 

»rf  Accumulator  (1881). — Lead  plates  to  the  surface  of  1 
:  is  applied  a  coating  of  minium  in  the  form  of  a  com-  J 
xl  paste.  The  plates  are  covered  with  felt  and  immersed  | 
dulated  water.  E.  M.  F.  =  2.057  to  2.165  volts.  The  J 
littee  presided  over  by  Tresca  at  the  Electrical  Exposi-  I 


'1 


Fauib-Sellom-Volckmaii 


:  1881  obtained  the  following  data  concerning  this  accu- 

Yield  in  quantity  (difference  between  the  quantity 

:tricity  in  coulombs  introduced  into  the  accumulator  and 

;Iiich  emerged  therefrom)  =  90  per  cent.     Yield  in  elec- 
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trie  work  (stored  enei^y)  =  60  per  cent.  Yield  in  mechanical 
work  (total  work)  =  40  per  cent.  D'Arsonval  has  obtained  as 
corresponding  data  8434  per  cent,  62.44  per  cent,  and  46.50 
per  cent. 

Faiire-Sdlon-Volckniar  Accumulator. — The  plates  consist  of 
lead  grids  cast  in  suitable  moulds,  Each  plate  is  composed  of 
two  grids  riveted  together  with  their  respective  openings 
flared  inwardly,  so  that  the  active  material  is  thus  locked  in 
place  (Figs.  147  and  H^)-  The  square  openings  in  the  negative 
plates  are  filled  with  a  paste  of  litharge,  and  in  the  positive 
plates  with  one  of  minium.  The  current  reduces  the  litharge 
and  pcroxidizes  the  minium. 

FaHre-SelloH'Volckmar  Accumulator  (New  System). — The 
grid  of  this  accumulator  (Fig.  149)  is  made  of  an  alloy  o£  lead 
and  antimony,  and  the  openings,  which  are  bevelled  out- 
wardly as  shown  in  Fig.  149,  are  packed  with  lead  peroxide,  as 


represented  in  Fig.  15a  The  grids  are  then  placed  in  a  I 
wooden  vessel  coated  within  with  a  substance  not  attackable  J 
by  sulphuric  acid.  The  advantages  claimed  for  the  special  I 
construction  shown  are  that  tiie  active  material  cannot  be-f 
come  detached  from  the  grids,  and  the  almost  complete  can-j 
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t  of  the  active  material  with  the  liquids  over  the  surface  of 
E  plate  reduces  resistance. 


Pkilippart  Bros,  Accumulator  (i8S8)  — The  plates  are  of  the 

Faure-Sellon-Volckmar  system,  but  their  construction  is  diiTer- 
They  are  connected  in  pairs,  as  shown  in  Fig.  151,  each 


ftir  consisting  of  a  positive  and  a  negative  plate  joined  by  a 
[e-piece  of  an  alloy  of  lead  and  antimony.  The  receiving 
icls  are  placed  side  by  side.  In  vessel  No.  r  are  disposed 
;  extreme  positive  plates  of  the  batterj-  all  joined  to  one 
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(terminal.  Alternating  with  these  are  the  negative  plate9)| 
1  are  connected  by  their  bridge-pieces  with  the  positiv^ 
s  in  receiving  vessel  No.  2.  The  negative  plates  in  vessefj 
t  are  connected  by  their  bridge-pieces  with  the  positivof 
I  of  No.  3,  and  these  last  may  be  united  to  a  commonfl 
This  arrangement  will  readily  be  understood  frorail 
t?52.  The  individual  plates  are  kept  apart  by  glass  ridersM 
ivcd  on  their  upper  edges  and  extending  down  betw 
n.  The  principal  advantages  claimed  are  the  independences 
le  plates  and  the  absence  of  joints  and  soldering, 
fulifii  Accumulator. — The  grid  electrodes  consist  of  an  I 
i"  of  lead  92  per  cent,  antimony  3.5  per  cent,  and  mcrcuryl 


r  cent.     Minium  is  compressed  in  the  openings  of  thea 
:  and  litharge  in  those  of  the  negative  electrode. 
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The  apparatus  for  filling  the  Julien  plates  is  a  hydraulic 
press  obtaining  its  pressure  from  a  pump  driven  by  a  belt  and 
pulley.  The  plate  to  be  filled  with  active  material  is  placed  la 
a  die,  which  forms  the  top  of  the  piston-plungcr  of  the  hydraulic 
press.     The  active  material,  placed  above  and  below  the  pialei 


in  the  form  of  dry  ponder,  is  then  brought  up  by  the  prq 
against  the  opposite  head,  and  the  active  material  is  thq 
forced  into  the  grid,  so  as  to  form  a  solid  and  compact  i 
This  operation  takes  place  in  less  time  than  is  required  1 
describe  it.  Thus  one  of  these  machines  with  two  boj^ 
will  fill  2CXDO  plates  per  day,  and  hence  replaces  the  work  « 
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tnirty  skilled    men,  which  would  be  required   under  the  old 
method  of  pasting  in  the  active  material  by  hand. 

The  standard  type  of  electric  lighting  and  power  cell,  known 
as  the  S  17  accumulator,  is  shown  tii  the  illustration  on  page 
441.  It  has  180  ampere-hours  capacity,  and  its  maximum 
charging  rate  is  15  amperes,  and  discharging  20  amperes. 
It  occupies  a  floor-space  7  X  8  X  10  inches  high,  and  weighs;, 
complete,  set  up  with  acid,  42  pounds. 

The  EUctrical  Accumulalor  Company's  Accumtilaior.—'X\\\s, 
is  made  of  different  sizes  and  a  variable  number  of  plates, 
according  to  the  purpose  for  which  it  is  intended.  The 
standard  type  shown.  Fig.  154,  made  by  the  Accumulator  Com- 
pany of  New  York,  has  fifteen  plates,  seven  positives  and  eight 
negatives,  those  plates  being  called  positive  which  are  con- 
nected with  the  positive  pole  in  charging  and  from  which  the 
external  current  (lows  in  discharging;  the  others  being  known 

negative.     Each  positive  plate  is  9^  in.  high,  Sj  in.  wide, 
\  in,  thick;  and  each  negative  gf  in.  high,  gj  in.  wide,  and 

in.  thick.     They  are  of  lead  cast  in  the  form  of  grids,  with. 
uare  openings  to  hold  the  paste.     (Fig.  155.) 

Each  opening  is  f  in.  square  at  the  surfaces,  but  smaller  in 
the  centre,  the  walls  being  thicker,  sloping  inward  from  each 
surface  as  shown  in  cross-section  at  B,  Fig.  155,  an  improvement 
by  Sellon  to  prevent  the  paste  from  falling  out.  These  open- 
ings are  filled  with  the  paste  of  lead  oxide 
and  sulphuric  acid  ;  minium,  Pb.O. ,  being 
used  for  the  positive  plates,  and  litharge, 
PbO,  for  the  negatives.  From  one  of 
the  upper  corners  of  each  plate  a  lead 
bar  extends  as  shown  in  Fig.  155.  It  is  \ 
in.  wide,  the  same  thickness  as  the  plate, 
and  extends  2%  in.  above  the  highest 
plates.  These  vertical  bars  on  each  set 
of  plates  are  attached  to  a  horizontal  bar  ^ 

of  the  same  width,  as  shown  in  Fig.  154,  ^"'-  'ss-f^"""- 

connecting  the  set  of  plates  together  and  keeping  them  a  given 

:ance  apart,  the  space  between  each   two  positives  being 


^Jistance  aps 
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■^  in.  and  that  between  each  two  negatives  |  in.,  each  set 
with  its  bars  being  a  single  casting.  The  horizontal  bars  are 
extended  and  the  ends  turned  in  for  convenience,  forming  lugs 
for  connecting  the  cells  into  a  battery  (see  Fig,  1 54).  When  the 
plates  are  ready  to  be  set  up,  the  seven  positives  are  passed  in 
between  the  eight  negatives,  so  that  they  alternate,  each  posi. 
tive  being  between  two  negatives  with  a  ^-in.  space  between 
them.  In  Fig.  154  the  positives  are  shown  with  their  bars  to 
the  right,  and  the  negatives  with  their  bars  to  the  left.  As 
the  outside  plates  are  negatives  and  the  outside  surfaces  in- 
active, the  same  number  of  active  surfaces,  positive  and  nega- 
tive, fourteen  in  each  set,  are  adjacent  to  each  other  within. 
In  each  negative  plate  a  number  of  openings  are  left  without 
paste,  into  which  are  drawn  plugs  of  soft  rubber,  which  project 
■^  in.  on  each  side,  resting  against  the  positives  and  holding 
the  plates  that  distance  apart.  Two  plates  of  glass  of  the 
same  size  as  the  lead  plates  are  placed  outside,  one  on  each 
side,  against  the  projecting  rubber  plugs,  to  keep  them  from 
being  pressed  out,  and  all  the  plates  are  bound  together  and 
held  in  position  by  strong  rubber  bands.  They  are  then  placed 
in  a  glass  jar  1 1  in.  long,  SJ  in.  wide,  and  13  in,  high  outside, 
and  rest  on  two  strips  of  wood  placed  in  the  bottom  to  allow 
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free  circulation  of  the  fluid.  The  average  E.  M.  F.  of  this 
cell  is  about  2  volts,  its  internal  resistance  .CXJS  ohm,  and  its 
capacity  350  ampere-hours,  its  best  working  rate  being  35 
amperes  for  10  hours.  The  cell  weighs  125  lbs.,  which  can  be 
reduced  by  using  ^in.  and  ^in.  plates,  but  it  is  not  so  durable. 
The  table  opposite  gives  the  particulars  of  standard  "  Ac- 
cumulator" cells. 

P<yrHSSch  Accumulator, — The  lead  support  is  composed 
of  a  central  rod  and  a  number  of  longitudinal  and  radial 
strips,  which  are  placed  in  a  porous  cup. 
The  spaces  between  the  strips  are  then  filled 
with  peroxide  of  lead  and  other  matei 
capable  of  producing  the  same  by  oxidation, 
which  is  mixed  with  a  little  acidulated  water. 
Other  forms  may  be  substituted  for  the 
radial  strips.  The  porous  cup  is  placed  in  a 
second  vessel  of  glass,  containing  the  nega- 
tive electrode. 

Schoop  Accumulator  (Fig.  156). — This  has 
a  gelatinous  electrolyte  made  by  adding  I 
one  volume  of  dilute  sodium  silicate  (watei 
glass),  density  1.18,  to  two  volumes  o 
dilute  sulphuric  acid  of  1.250  density.  To ''"'■ '''^,^^;^^°'' *""' 
prevent  short-circuiting  between  the  plates  by  the  material 
dislodged  in  working,  they  are  either  slung  or  rested  on  sup- 
ports which  are  so  placed  that  the  formation  of  a  layer  of  mud 
between  them  is  prevented. 

Tudor  Accumulator  (Fig.  157). — The  positive  plates  are 
first  treated  by  Plant^'s  process,  coating  them  with  a  layer 
r-tY\rTT\  °'  crystalline  electrolytic  peroxide ;  the  grooves 
^  ■  I  Ml  are  then  partially  filled  with  a  paste  of  per- 
(  .  —  .<  oxide  of  lead,  and  pressure  is  applied  to  the 
y^JMj      ridges  to  expand  them  and  partially  close  the 

mouths  of  the  grooves. 
'\lS~n.oa*.  Besides   the   improvements   in    the    pl.ilcs, 

various  devices  have  been  resorted  to  with  the  view  of  dccrca.s- 
the  resistance  of   the  lugs  and   securing   better  contact 
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between  plates  of  the  same  sign,  such  as  making  connection 
by  tinned  copper  rods  passed  through  holes  in  the  lugs.  Lead 
is  afterwards  cast  around  the  copper  so  that  it  is  screened  [n>m 
the  action  of  the  acid. 

Tommasi  MuttitubKlar  Accumulator  (Fig.  158),  invented 
by  Dr.  Donato  Tommasi,  of  Paris,  has  each  electrode  formed 
of  a  perforated  tube,  or  folded  sheet, 
closed  at  one  end  by  a  »naU  pUle 
of  insulating  materia])  into  which  is 
screwed  a  rod.  The  rod,  which  serves 
as  a  support  for  the  tube  electrode, 
is  provided  with  a  suspension-head, 
which  also  serves  as  a  contact.  In- 
stead of  cylindrical  tubes,  prismatic 
ones  may  be  employed,  as  in  Fig.  ijS, 
utilizing  the  space  to  better  advan- 
tage. In  the  annular  space  between 
the  tube  and  the  contact  conductor  of 
each  electrode  the  active  material, 
spongy  lead,  or  lead  oxide,  etc.,  is 
Fio.  i;B.-ToiiHAsi  AccuKULATOB.  paclccd,  SO  that  the  tube  serves  only  as 
a  support  for  such  matter,  and  can  be  made  of  any  substance 
■desired,  so  long  as  it  is  not  attacked  by  the  acid.  The  charg- 
ing current  varies  from  i  to  4  amperes  per  kilogram  of  plates, 
and  the  discharge  from  i  to  3  amperes.  The  available  capacity 
in  ampere-hours,  under  a  discharge  of  I  to  3  amperes  per 
kilogram,  is  20  ampere-hours  per  kilogram. 

Kornbluh  Accumulator. — Each  electrode  is  a  lead  plate 
with  openings  in  which  minium  is  compressed. 

Somzde  Accumulator  (1883). — Cellular  plates  having  pockets 
which,  when  the  plates  are  put  together,  form  a  cavity  for  the 
reception  of  lead  oxide. 

Farbackg  and  Sckenck  Accumulator. — Lead  grid  electrodes. 
The  negative  plate  is  packed  with  a  paste  of  g$%  lead  oxide 
and  5f^  pumice-stone  wet  with  a  2^%  solution  of  sulphuric 
acid.     In  the  positive  plate  is  a  paste  of  47^  lead  oxide,  4S^ 
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5%  coke  in  small  grains  wet  with  same  solution.     The  I 

are  dried  before  use. 
:A  Accumulator, — Electrodes  of  lead  having  grooves  1 
ith  electrolytic  spongy  lead,  or  with  lead  sulphate  mad«  f 
paste  with  ivater.  The  sulphate  plates  are  afterwards 
horizontally  in  a  vessel  containing  a  solution  of  any  salt 
lead  sulphate  is  soluble.  A  zinc  plate  is  suspended  in 
lution  above  each  lead  plate.  On  current  being  estab- 
the  lead  sulphate  is  reduced  to  spongy  metal,  and  the 

when  the  electrodes  arc  immersed  in  diluted  sulphuric 
the  containing  cells,  is  transformed  into  peroxide. 

tf  Accumulator  (1883). — Lead  plates  covered  with  mifi- 
a  potash  or  soda  solution.     The  solution  is  claimed  con- 

ly  to  renew  itself. 
Gadot  Accumulator  (1888). — The   plates,  as   shown    in 

59,  are  made  double,  each  with  flared  openings,  which 

to  hold  the  active  material  (lead  oxide).     The  following  I 
of  experiment  with  this  accumulator  have  been  obtained  | 
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1-afIargue,  The  battery  contained  ten  negative  and  nine  ! 
It  plates.  The  weight  of  active  material  was  7925  kg.,  I 
[  inactive  materia!  (support)  8341  kg.  The  results  were  J 
itilizable  ampere-hours,  or  13.88  utilizable  ampere-hours  I 
im  of  plates,  represented   by  the  curve  shown  on  [ 

I  experiments  made  on  the  Gadot  accumulator  by  I 
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Roux,  an  apparatus  having  1 1  plates  of  850  grams  gave  a 
quantity  efficiency  of  85.2  per  cent  and  an  energy  efficiency  of 
70.1  per  cent.  In  another  experiment,  where  the  weight  of 
plates  was  9.35  kilograms  chai^d  at  a  constant  difference  of 
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potential  of  2^8  volts  and  discharged  on  a  constant  resistance, 
a  quantity  efficiency  of  86.2  and  an  energy  efficiency  of  "^i  per 
cent  were  obtained. 

Winkler  Accumulator  (Fig.  161). — A  series  of  celluloid 
troughs  in  a  frame  of  the  same  material.  Each  trough  con- 
tains a  metallic  conducting  wire  embedded  in  active  material, 
the  wires  from  the  several  troughs  in  each  plate  being  con- 
nected to  a  solid  conductor  which  forms  an  electrode.  These 
wires  may  be  inserted  before  or  after  applying  the  active 
material.  The  open  space  between  the  bottom  of  each  trough 
and  the  active  material  of  the  trough  below  facilitates  the 
circulation  of  the  electrolyte,  and  the  escape  of  gases  from  the 
active  material  is  facilitated  by  the  V  shape  of  the  troughs. 

It  is  claimed  that  the  celluloid  supporting  plates  will  not 
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nor  become  deteriorated,  and  that  a  saving  of  from  t 
per  cent  in  the  weight  of  the  cell  is  effecteJ. 


iatit  Auiiinitlalor  [\?i%%). — Tiie  plates  are  of  hardened  I 
3.5  mm.  in  thickness,  divided  rectangularly  by 
thening  ribs  as  shown  in  Fig.  162.  The  recesses  are- 
;e-shaped  and  are  filled  with  minium  made  into  a  pastel 


»2Ci{6  solution  o(  sulphuric  .uhi,      1..ll!i 
s  and  contains  400  grams  of  mini 


load  plate  weighs! 
jm.     The  normall 
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battery  has  2g  plates  hold  between  two  wooden  supports. 
Bands  of  rubber  are  used  to  maintain  the  intervals  of  separ 
tion,  which  is  about  7.5  mm.  between  (aces  of  adjacent  plaU 


(Fig.    163).     'lilt   h(]uid   [s  a   \z^  solution  of  <;  jlphuric   icid. 
The  total  weight  of  tin    29  pldtoi  is  35  kg    nnd  the  fjalter] 


suitably  charged  gives  on  discharge  a  utilizablc  current  of  6 
watt-hours,  or  a  yield  of  more  than  y(>%. 
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Drake  and  Gorham  Accumulator  (i888j. — The  electrodes 
are  grids  of  lead  alloy  filled  with  a  mixture  of  lead  oxide  {Fig. 
164).     It  is  similar  to  the  E.  P.  S.  accumulator. 

E.  P.  S.  Accumulator. — This  cell,  made  by  the  Electrical 
Power  Storage  Company  (England),  has  been  constructed  in 
umerous  forms.     A  late  type  is  represented  in  Fig.  165, 


Hirh: 


Fie.  iei.-E.  p.  s.  t 

The  grid  is  made  of  lead    and  antimony  and  measures 

about  8J  X  9J  inches  in  area,  -^    inch    in  thickness,  and   in 

weight  about  5  lbs.     Each  battery  has  from  15  to  23  plates,  of 

hich  from  7  to   1 1  form  the  positive  electrode,  and  the  re- 

latnder  the  negative.     The  active  material  is  packed  in  the 

ids  in  the  form  of  a  paste.     The  following  table  gives  the 

particulars  of  certain  of  these  cells: 

Elwell-Parkcr  Accumulator. — The  form  of  cell  supplied 
by  Elwell-Parker  differs  in  several  details  from  the  E.  P.  S. 
pattern,  though  it  is  of  the  same  type.  The  plates  are  held  to- 
gether by  side  frames  of  wood  or  vulcanite  at  the  edges,  so  as 
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tpsules  when  inserted  in  the  holes  of  the  plate  fit  loosely  and 
reject  beyond  the  surface.  The  plate  is  then  rolled,  and  the 
ressure  "  upsets  "  the  capsules  and  compresses  them  against 
le  adjacent  metal.  The  plates  are  arranged  horizontally,  are 
Tung  on  bolts,  and  have  distance-pieces  between  them  to 
)  them  apart  and  preveiil  sliort  ciicuiting. 
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3g  lbs.  complete,  and  a  i; 


A  75-ampere-hour  cell  weighs 
hour  cell  55  lbs. 

Piimpelly  Accumulator  (Fig.  167).  This  also  has  horiiontd 
plates.  They  are  cast  of  a  composite  metal  of  the  gridinrt 
form,  and  are  perforated  to  hold  the  minium.  They  are  i* 
sulated  by  rings  of  pure  rubber,  and  between  each  pair  of  plats 
there  is  placed  a  sheet  of  asbestos  cloth.  If  any  peroxide  fall% 
it  is  caught  by  the  asbestos  cloth  and  cannot  cause  a  short  cit- 
cuit.  At  one  end  o(  each  plate  is  a  hub  covered  with  rubber, 
into  which  the  plate  of  the  same  kind  above  it  fits  snugly,  and 
through  all  of  them  is  threaded  s 
copper  conducting  rod,  which  Is 
coated  with  lead  to  protect  It 
from  the  acid.  The  standard  cell 
illustrated  is  composed  of  ll 
positive  and  12  negative  plates, 
each  6^  and  6^  inches,  placed 
in    a   vulcanite  case,  8  X  8  X  10 


c  Fic.  iif^  -Hbi.i«ii  Akuhulatoi. 

inches.      The   whole  weighs  33    pounds,   and    is   claimed  t 
have  a  working  capacity  of  240  ampere-hours,  with  an  economi^ 
discharge  rate   of   25  amperes.       The  internal    resistance   . 
discharge  is  .003  ohm. 

Hering  Accumu/ator  (Fig.    168). — In    this   form   of   ace 
mulator,  devised   by  Mr,  Carl   Hering,  the  two  outer 
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solid  blocks  of  lead  peroxide,  such  as  may  be  made  by 
:ing  lead  oxide  in  d  solution  of  salts  of  lead,  pressing  the 
lixture  in  a  mould  and  forming  it  into  the  shape  desired.  The 
iner  blocks  are  of  spongy  lead.  These  blocks  of  lead 
id  peroxide  are  not  fastened  permanently  to  any  electrode; 
ley  are  simply  held  in  contact  with  the  contact-plates  of  lead 
lead  alloy,  which  lie  against  the  flat  sides  of  the  blocks  of 
live  material  and  project  as  shown  through  the  top  of  the 
rll.  The  means  taken  to  secure  proper  contact  are  simple, 
ferforated  straps  of  non-conducting  material  pass,  as  shown, 
■cr  the  exposed  surfaces  of  both  positive  and  negative  plates, 
eping  the  plates  firmly  in  contact  with  the  removable  elec- 
ides  and  at  the  same  time  keeping  them  apart  from  each 
her. 

Fig.  169  shows  the  Atlas  cell  devised  by  Mr.  Hering,  in 
hich  the  blocks  of  oxides  and  salts  of  lead  are  disposed  hori- 
m  tally. 
Knou-lcs  Accumulator  {?\^?..  170.  171).— The  plate  is  made 
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mtimate  connection.  Between  the  plates  thus  formed  there 
is  placed  the  active  material  in  the  form  of  a  plate.  The 
active  material  is  compressed  separately  in  a  special  mould,  and 
is  made  to  fit  snugly  between  the  two  walls  of  metal  thus  pre- 
pared for  it.  The  whole  is  bound  together  by  means  of  rivets, 
which  pass  through  the  five  holes  in  llic  plates.     The  latter 
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are  perforated,  and  are  cast  of  an  inoxidizable  alloy.  When  the 
plates  and  active  material  are  assembled  they  are  held  in  posi- 
tion by  flexible  insulating  rods  passing  through  the  hooks 
cast  on  the  alternate  plates  and  pointing  in  opposite  directions. 
Eickemeycr  Accumulator  {VX^.  172), — The  cell  consists  of  a 
flat  cast-lead  plate  foundation.  A,  provided  with  a  number  of 
holes,  rt,  polygonal  in  form.  These  openings  a  are  lined  with 
the  active  material,  b,  which  is  well  packed  around  plugs,  which, 
when  removed,  leave  the  central  openings  c.  Each  plate  has  a. 
projecting  terminal,  d,  and  all  are  counterparts  cast  from  thi 
same  pattern,  so  that  when  reversed  in  position  and  piled  om 
on  another  with  the  terminals  located  alternately  on  opposJti 
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sides,  the  holes  c  register  with  corresponding  holes  in  all  the 
plates  throughout  the  pile.  Between  each  two  plates  there  is 
placed  an  insulating  plate,  B,  which  is  also  provided  with  holes, 
e.  corresponding  to  those  in  the  lead  plates. 


With  the  battery  thus  constructed  each  vertical  line  of  holes 
institutes  a.  cell  or  chamber  for  containing  the  electrolyte, 
\n6  this  is  supplied  by  means  of  a  stand-pipe  or  funnel,  /,  which 
tightly  fits  the  feed-aperture,  g',  at  the  top,  the  lower  central 
sleeved  hole,  g'.  being  meantime  stopped  by  a  rubber  plug,^'. 
As  the  liquid  falls  to  the  bottom  of  the  battery  it  is  distributed 
by  way  of  the  lower  channels  and  openings,  /'  /*,  in  the  base- 
plate Cto  the  several  cells,  in  which  it  rises  with  uniformity 
until  all  are  properly  filled. 

Reckenaaun  Aaumiilator  (Fig.  173). — The  active  material 
is  completely  formed  in  advance  of  its  application,  and  is 
so  held  in  place  that  the  expansion  of  the  plate  has  no  effect 
on  the  adhesive  property  of  the  active  material.  Small  cylin- 
ders of  peroxide  of  lead  are  prepared,  and  placed  at  short  dis- 
tances from  each  other  in  regular  lines  upon  the  lower  half  of 
the  corrugated  mould.  The  two  halves  being  fitted  together, 
the  molten  metal   is   poured   in.  forming   a   composite  plate. 
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These  cylinders  are  exposed  for  a  large  part  of  their  suKace  to 

the  direct  action  of  the  electrolyte,  being  held  only  at  the  top. 

Biit  the  enclosing  metal  is  sufficitintto  permit  theplaletobe 


bent  over  into  a  complete  circle,  without  causing  the  small 
cylinders  to  fall  out.  The  plates  are  designed  specially  fof 
street-car  and  similar  work,  where  rough  treatment  isunavojc 
able. 

Detroit    Accumulator    (Figs.    174,    175). — The    plates   i« 
made  in  the  following  way;  A  mould  of  the  requisite  size- 
say  ten  inches  high,  ten  inches  wide,  and  ten  inches  long- 
filled  with  large  crj-stals  of  common  salt.     Molten  lead  is  ihi 
poured  into  the  mould.     The  metal  will,  of  course,  readily  pet 
trate  the  spaces  between  the  crystals,  which  are  embedded 
the  molten  mass.     When  the  mass  cools  it  is  sawed  into  dish 
of  the  desired  thickness,  and  the  plates  are  placed  in  water 
dissolve  the  salt.   When  this  has  been  accomplished  the  plati 
are  full  of  irregular  cavities  of  the  form  of  the  salt  crystal 
This  appearance  of  a  portion  of  the  surface  of  the  plate 
shown  in  Fig.  175. 
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ftTlie  active  matter,  minium,  is  put  into  the  cavities.    As  the 

gular  spaces  which  had  been  occupied  by  the  salt  are  larger 


inside   than   outside,  the    active   material   cannot   drop   out. 
(ese  plates  are  formed  and  connected  in  the  usual  way,  and 
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V  positive  and  negative  electrodes  are  insulated  from  each 
r  by  hard-rubber  dividers  tn  the  shape  of  corrugated  forks. 
Tbe  closed  end  of  the  fork  is  put  at  the  bottom  :  thus  each 
plate  is  independently  supported  by  two  of  these  forks. 

Brtfsseh  Soci^W  I'EUttrique  Accumulator, — The  plates  con- 
sist of  hollow  cones  of  lead,  30  centimetres  in  diameter,  M 
centimetres  higli,  and  3  millimetres  thick.  The  external 
face  of  each  cone  carries  a  number  of  projections,  which  serve 
the  double  purpose  of  supporting  the  active  material  and 
keeping  the  cones  apart.  The  internal  surfaces  are  covered 
with  litharge  and  the  external  surfaces  with  minium,  and  thus 
each  cone  plaj-s  the  double  r^U  of  positive  and  negative  plate. 
The  cones  are  mounted  one  inside  another,  and  the  spaces  be- 
tween them  GUed  nith  sulphuric  acid,  the  projections  forming 
the  contacts. 

SorUy  AcntmulHtor  (Fig.  176). — The  plates  of  the  cell  are 


built  up  o(  lead  strips  which  are  bent  into  the  shape  showi 
and  united.  The  active  material  occu|mcs  the  interstices  Idl 
by  tbe  con\*otutions. 

Mocraeon  Actumtilator. — The   negative   plates  are  framd 
into  which   is   cast   a  fused  salt  of  lead,  forming  the  actiM 
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The  positive  plates  are  made  of  strips  of  chemically 
t  lead  which  are  "  formed  "  by  a  special  treatment  involving 
trolytic  action  in  a  bath  containing  nitrite  of  ethyl, 
i^mt  Aicumulaior . — Each  plate  consists  of  a  thin,  slotted 
of  lead  having  a  projecting  tongue  for  making  con- 
between  adjacent  plates.  This  ihin  sheet  is  then 
bunded  by  the  active  material,  which  is  held  in  place  by 
;  made  of  insulating  material  which  are  placed  on  either 
The  four  holes  shown  at  the  corners  of  the  grids  serve 
he  insertion  of  the  bolts  which  maintain  the  grids  in  posi- 
,  and,  passing  through  the  successive  elements,  bind  them 
Ito  a  solid  mass.  Fig.  177  shows  the  grids  and  lead  sheet 
n  apart. 


ford-Washbnrn  Accumulator  {Y\^.   178).- 
are  employed,  the   negative  com- 
etely  surrounding  the  positive  and  con- 
sting  of  receptacles  of  especially  prepared 
ad  perforated  to  allow  the  acid  to  perco- 
te  readily.    The  holes  are  not  sufHiciently 
rge,  however,  to  permit  any  active  mate- 
il  to  force  its  way  out.      The  positive 
desconsist  of  a  porous  pot  containing 
material  surrounding  a  conducting   \i 
n  of  perforated  lead  so  arranged  as  i' 
aensate   for   expansion   and    con-   f 

The  negative  electrodes  touch 
;her  and  are  connected  by 


Six  sets  of  elec- 


lead  strip  welded  to 
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all  of  them  at  the  bottom,  while  the  positive  electrodes  aic  siov 
ilarly  connected  at  the  top.  By  this  arrangement  an  evcniy 
distributed  discharge  of  extra  strength  is  given  to  the  battery. 
The  positive  and  negative  electrodes  are  separated  by  ihe 
porous  partition  one  eighth  of  an  inch  thick. 

Various  Grids. — In  addition  to  the  forms  of  grid 
holding  the  active  material  which  enters  into  the  constmctioB 
of  tile  accumulators  above  described,  there  are  a  lat^e  numba 
of  special  types,  which  are  the  main  characteristics  of  the  «l 
in  xv'hich  they  are  found.  In  the  Correns  Grid,  Fig.  l8o,  mudl 
used  in  Germany,  the  shape  is  tliat  of  a  double  lattice. 

This  grid  seems  to  be  cast  by  means  of  metallic  mouldy. 
using  the  trick  of  placing  the  milling  of  the  lower  part  of  the 


mould  upwards  and  that  of  the  upper  part  downwards,    Fig-I 
179  gives  an  idea  of  the  process,  and  Fig.  1 80  shows  a  grid  with  I 

soi'.ie  of  the  active  material  in  place. 


The  positive   and   negative   electrodes  seem  to  be  exactlj 
alike;  the  mode   of  connection   of  the  plates  to  a  scctionfl 
similar  to  that  observed   in   the   old-style  E.  P.  S.  cell. 
plates  are  perhaps  one  quarter  of  an  inch  thick,  longer  ll 
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,'  are  high,  and  are  provided  at  the  upper  part  with  two 
projections  for  the  purpose  of  suspension, 

A  variety  of  forms  of  grids  of  German  make  are  represented 
in  Figs.  iSi  to  186. 


Fig.  182  represents  a  grid  for  positive  or  negative  plates. 
Fig.  183  is  a  grid  for  both  positive  and  negative  electrodes 
r  higher  rates  of  charge  and  discharge  for  unit  we'^ht  of  cell. 


Fig.  184  seems  good  for  small-sized  plates,  and  for  the 
highest  possible  rates  of  current.  It  seems  especially  adapted 
to  train-lighting,  electric  launches,  and  power  purposes. 

Fig.  185  showsapieceof  grid  for  large-sized  plates,  intended 
(or  use  in  batteries  for  lighting,  and  Fig.  186  is  a  piece  of  grid 
for  largest  size  electrodes ;  this  sample  is  a  marvel  of  lead  cast- 
It  seems  to  consist  of  three  separate  grids,  connected 
1  each  other  by  numerous  cylindrical  bolts,  but  the  whole  is 
tde  in  one  cast. 

1  the  Roberls  cell,  Fig.  187,  two  grids  are  used,  pasted  on 
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the  side  and  then  united  to  form  a  plate  with  the  paste  inside 
by  vulcanite  bolts  and  nuts.  The  active  material  tn  expand- 
ing  here  pushes  the  grids  apart  without  (it  is  said)  bendii^  or 
buckling  them. 


Gardner's  Grid  is  a  series  of  superposed  horizontal  troughs 
packed  with  lead  oxide.  The Pitken and Holden" Ladder" Pkti 
also  consists  of  a  series  of  shallow  troughs  arranged  laddemise 
in  their  supports  and  filled  with  lead  oxide. 

Drake  and  Gorhatn's  Grid  is  an  ordinary  cast  metal  grid 
passed  between  rollers  and  burnished  down  on  the  outer  edges 
on  both  sides  of  the  plate.  A  sort  of  double  dovetail  is  thus 
formed  in  each  aperture, 

Hagen's  Frames  are  made  of  any  of  the  alloys  now  used  for 
holding  the  lead  salts.  They  are  constructed  in  halves  with 
ribs  crossing  at  right  angles  so  as  to  leave  square  apertures. 
Each  rib  is  in  the  form  of  a  triangular  prism  with  its  base  out- 
wards. The  halves  are  not  cast  solid  along  the  inner  angle  of 
the  rib^,  but  at  some  little  distance  apart,  and  are  merely  held 
together  where  the  ribs  cross  by  a  series  of  short  cross-bars. 

Jacquefs  Grid  is  a  plate  having  double  dovetailed  aper- 
tures placed  diagonally.  One  kilogram  of  plate  contains  622 
grams  of  active  material.  Humphrey  s  Grid  is  made  in  open 
lattice  form  by  connecting  the  sides  of  the  framework  of  each 
plate  to  bars  cither  of  a  diagonal  or  an  oval  section,  the  bars 
beinr;  arranged  like  the  slats  in  a  Venetian  blind. 

Grid  RolUng  Machine. — A  novel  machine  for  rolling 
grids  has  been  devised  by  Mr,  A.  F.  Madden.     His  process 
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consists  in  rolling  semi-fluid  lead  into  a  mould  or  "former" 
travelling  back  and  forth  under  a  roller,  the  grid  being  ejected 
at  one  end  of  the  stroke.  A  turret  contains  the  lead  and 
apparatus  for  heating.  From  below  this  the  lead  is  fed  into 
an  air-tight  retort,  closed  at  the  bottom  by  a  moving  carriage 
containing  the  "former^"  When  the  "former"  is  under  the 
retort,  its  movable  divisions  are  lowered  for  the  reception  of 
the  lead,  which  is  then  crushed  into  it  by  the  roller,  and  a 
reverse  action  at  the  other  end  of  the  stroke  lifts  the  plate 
out.  An  ingenious  device  is  also  provided  for  stacking  the 
grids  as  they  are  delivered  from  the  travelling  carriage. 

One  feature  of  Mr.  Madden's  grid  is  the  shape  of  the  per- 
forations, the  divisions  between  which,  instead  of  increasing  in 
thickness  from  their  outer  edges  inward,  have  the  same  thick- 
ness throughout  except  at  the  edges,  where  a  slight  **  burr," 
made  in  the  manner  described  above,  assists  in  holding  the 
active  pellets  in  place.  After  the  grids  leave  the  automatic 
machine  they  are  passed  through  another  machine  which  closes 
the  perforations  several  thousandths  of  an  inch  all  around  by 
a  slight  **  burr,"  and  at  the  same  time  hardens  them.  The 
machine  is  capable  of  turning  out  5000  grids  in  ten  hours,  and 
is  said  to  produce  not  only  a  grid  of  high  mechanical  perfec- 
tion, but  one  of  much  tougher  material  than  can  be  produced 
by  casting. 


CHAPTER  XXII. 

ACCU  M  U  L  ATO  RS.     {Continued.) 

III.  Bimetallic  Accumulators. 

In  this  type  the  electrodes  consist  of  two  different  metals 
in  an  electrolytic  fluid,  which  is  a  soluble  salt  of  one  of  such 
metals,  like   the  so-called  zinc-lead  accumulators,  with  elec- 
trodes of  zinc  and  lead  in  sulphate  of  zinc,  and  the  copper-lead 
accumulators,  with  electrodes  of  copper  and  lead  in  sulphate 
of  copper.     In  this  class  the  zinc  and  copper  are  alternately 
deposited  and  dissolved,  and  the  lead  oxidized  to  the  peroxide 
and  reduced  to  spongy  lead.     The  history  of  such  batteries,  in 
their  primary  form,  dates  back  many  years.     In   1826  Nobili 
deposited  peroxide  of  lead  upon  platinum  plates  by  the  elec- 
trolysis of  a  solution  of  acetate  of  lead;  and  in  1837  Professor 
Schonbcin    of    Basle   announced   that   such    plates    possessed 
hij^hly   electro-negative   qualities.     De    la    Rive    soon    after, 
acting  under  this  suggestion,  experimented  with  the  peroxides 
of  lead  and  manganese,  and  constructed  a  battery  in  which  per- 
oxide of  load  moistened  with  dilute  sulphuric  acid,  and  sur- 
rounding a  plate  of  platinum,  acted  as  the  negative  plate,  and 
zinc   in   dilute  acid   as  the  positive.     He   obtained    powerful 
results  from  this  arrangement.     Grove,  soon  after  the  invention 
of  his  gas  battery  in  1842,  also  experimented  with  the  oxides  of 
metals.     In    1843  Wheatstone  designed  a  battery  in  which  the 
negative  plate  consisted  of  platinum,  with  peroxide  of  lead  de- 
posited   upon   its  surface  (^by  the  electrolysis  of  a  solution  of 
acetate  of  lead\  and  the  positive  plate  of  potassium  amalgam. 
This  is  the  most   energetic  batter^"  ever  tried,  but  extremely 
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impracticable  and  expensive.  Joule  also  used  the  peroxide  of 
Jead  in  the  same  manner,  but  the  positive  plate  was  amalga- 
mated zinc  in  caustic  potash.  He  obtained  an  electromotive 
force  of  2.54  volts.  The  use  of  platinum  was  the  great  draw- 
back, besides  which,  as  soon  as  the  peroxide  of  lead  was  reduced, 
it  had  to  be  renewed,  as  did  also  the  zinc  when  consumed.  This 
style  of  battery  has  been  little  used,  with  the  exception  of  the 
well-known  Leclanch^  cell,  similar  in  nature  but  containing  per- 
oxide of  manganese  instead  of  peroxide  of  lead.  In  the  Plants 
forms  there  must  be  a  positive  plate  of  a  fixed  size  in  order  to  get 
the  best  results,  but  in  the  bimetallic  forms  even  a  small  stick 
•of  zinc  can  be  used,  as  it  is  alternately  dissolved  and  deposited. 
Mr.  G.  H.  Percival,  in  1869,  described  such  a  battery,  and  the 
action  was  supposed  to  be  as  follows :  Electrodes  of  zinc  and 
lead  being  in  sulphate  of  zinc,  a  current  of  electricity  is  sent 
through  the  battery,  entering  by  the  lead  plate.  The  sulphate 
of  zinc  by  electrolysis  splits  into  zinc  and  the  radical  SO^. 
The  zinc  is  deposited  upon  the  zinc  plate,  but  SO^  splits  into 
anhydrous  sulphuric  acid  (SO,)  and  oxygen  (O).  The  oxygen 
attracts  the  lead  plate  and,  the  oxide  of  lead  being  insoluble, 
peroxide  of  lead  is  formed  (SO,),  joining  with  one  molecule 
of  water  to  form  sulphuric  acid,  or  SO,  +  H,0  =  H,SO^.  This 
liberation  of  free  acid  was  the  objection  to  this  form  of  bat- 
tery, as  it  rapidly  reacted  upon  the  deposited  zinc,  even  when 
well  amalgamated,  hydrogen  gas  being  given  off,  and  there 
being  in  consequence  a  great  loss  of  energy. 

Sutton  saw  this  objection,  and  used  copper  and  lead  in 
sulphate  of  copper.  In  this  case  the  deposited  copper  was 
not  attacked  by  the  liberated  sulphuric  acid,  but  the  action 
continued  until  all  the  copper  was  taken  up  from  the  solution, 
which  was  shown  by  its  loss  of  color.  This  cell  has  a  com- 
paratively low  electromotive  force  and  varying  resistance,  there 
being  good-conducting  free  acid  at  beginning  of  discharge, 
rapidly  changing  to  the  much  more  resisting  sulphate  of 
copper.  This  varying  battery  resistance  is  found  also  in 
Percivars  battery,  as  also  in  all  single-liquid  salt  batteries. 
D'Arsonval,   in    1879,  used   carbon   plates   covered  with  the 
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peroxides  of  lead  and  manganese,  and  zinc  in  sulphate  of  zinc 
This  battery  was  open  to  the  objection  of  free  acid,  which 
would  condemn  it,  without  taking  into  consideration  the 
formation  of  sulphate  of  lead  and  disintegration  of  the  carbon 
plate.  W.  E.  Case  has  attempted  to  overcome  the  libera- 
tion  of  free  acid,  by  placing  in  the  solution  of  sulphate  of  zinc 
enough  magnesia  to  neutralize  it  as  it  is  formed  (Hogg,  1886). 
Commeliity  Des  Mazures.  and  BaiUiache  {C.  D.  B)  Accumula- 
tor.— The  positive  electrodes  are  porous  copper  plates  obtained 
by  the  compression  of  copper  dust  under  a  pressure  of  9000 
pounds  per  square  inch.  The  dust  is  obtained  by  the  electro- 
lytic reduction  of  copper  scales  in  a  bath  of  caustic  soda.  The 
plates  are  arranged  in  a  copper  frame.  The  negative 
electrodes  are  made  of  amalgamated  tinned  cloth  of  iron 
wire.  The  tin  holds  the  mercury.  The  cell  is  made  of 
tinned  sheet  steel  held  together  by  a  system  of  hooking,  and 
rendered  water-tight  before  the  tinning  so  that  no  leakage  can 
occur  through  the  attack  on  the  tin.  This  tank  is  connected 
with  the  negative  electrodes  which  rest  on  the  bottom.  The 
particles  of  electrolyzed  zinc  which  fall  down  then  again  enter 
the  circuit.  The  liquid  consists  of  water  1000  parts,  zinc 
144.67,  combined  potash  200.82,  and  free  potash  313.72.  The 
positive  electrodes  arc  enclosed  in  parchment-paper  cells  and 
are  supported  by  glass  insulating  rods.  According  to  M. 
Findt,  the  reaction  corresponding  to  the  discharge  is  as 
follows  : 

Zn  +  KO,  HOAq  +  Cu,0  =  ZnO,  KOAq  +  2Cu  +  HO. 

The  application  of  this  battery  to  a  torpedo-boat  of  the  French 
navy  in  1887-8  gave  the  following  results  : 

Weight  of  accumulators  corresponding  to  I  horse-power 
hour  work  =  37  kilograms. 

Weight  of  accumulator  corresponding  to  I  horse-power  = 
170  kilograms. 

These  experiments  showed  that  the  efficiency  of  the  alka- 
line battery  was  practically  the  same  as  that  of  a  lead  battery,. 
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-while  its  weight  could  be  easily  reduced  to  a  point  unap- 
proachable by  any  practicable  form  of  the  old  accumulator. 
The  weight  of  the  alkaline  accumulator  per  horse-power  hour 
proved  to  be  from  55  to  60  pounds,  and  there  was  nothing  like 
the  buckling  that  has  proved  so  fktal  to  the  positive  plates  of 
ordinary  storage  batteries. 

Wdddell  and  Entz  Accumulator  (Fig.  188)  is  an  improve- 
ment upon  the  C.  D.  B.  accumulator  above  described.     The 


Fig.  188.— Waddbll  and  Entz  Accumulator. 

•copper  electrode  is  made  with  a  dense  copper  core  surrounded 
by  exceedingly  porous  copper,  and  the  whole  enclosed  in  a 
textile  covering ;  the  liquid  is  potassium  zincate,  and  the 
other  electrode  is  of  iron,  permitting  the  deposition  of  the 
zinc.  As  a  matter  of  fact,  numerous  plates  are  employed  in 
each  cell,  just  as  in  the  ordinary  lead  battery,  and  the  walls  of 
the  cell  itself  are  of  iron  and  form  a  portion  of  the  negative 
pole. 

It  is  claimed  that  this  accumulator  weighs  only  about  60 
per  cent  of  a  lead  battery  of  like  capacity,  and  that  it  is  ca- 
pable of  delivering  300  amperes  without  evolution  of  gas  or 
serious  heating.  To  avoid  the  lack  of  coherence  in  pure 
^copper  oxide,  Messrs.  Entz  and  Phillips  have  modified  the 
-composition  by  combining  with  the  oxide  of  copper  a  small 
•portion  of  sulphur  and  then  heating  the  mixture.  The  sulphur 
ts  thoroughly  mixed  with  the  oxide  and  then  applied  to  the 
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woven  copper  wire.  The  whole  is  then  heated  to  burn  off  the 
sulphur,  but  in  so  doing  the  oxygen  of  the  copper  is  absorbed 
to  form  the  SO,,  leaving  the  oxide  in  a  reduced  state  on  the 
support.  The  heating  then  being  continued,  the  exposed 
portions  of  the  particles  of  the  mass  are  reoxidized,  while  the 
unexposed  portions  at  the  juncture,  being  protected  from  the 
air,  remain  metallic  and  serve  to  hold  the  mass  together.  The 
sulphur,  when  used  in  this  manner,  therefore  acts  as  a  bind- 
ing, toughening,  or  hardening  agent,  without  being  actually 
present  in  the  mass  after  the  treatment. 

Faure  Accumulator. — The  active  materials  consist  of  finely 
divided  metals,  compressed  together  and  enclosed  in  a  case  of 
asbestos  about  004  inch  thick.  This  casing  is,  however, 
prepared  before  use  by  soaking  it  in  a  solution  of  barium 
chloride  or  of  common  salt,  and  then  transferring  it  to  a 
solution  of  a  soluble  silicate,  which  forms  with  the  barium  or 
sodium  chloride  an  insoluble  compound.  The  elements,  pre- 
pared as  indicated,  are  placed  on  some  electrolyte  capable  of 
forming  on  electrolysis  an  insoluble  compound  with  one  or 
other  of  the  two  elements.  With  zinc  and  copper  electrodes 
M.  Faure  employs  potassium  phosphate  as  the  electrolyte,  and 
the  cell  is  **  formed  **  by  passing  a  current  through  it  in  such  a 
direction  that  insoluble  phosphate  of  copper  is  produced  by 
combination  with  the  copper  electrode.  This  done,  the  spent 
liquor  is  thrown  away,  and  a  fresh  supply  of  potassium  phos- 
phate substituted,  after  which  the  cell  is  ready  for  work.  On 
closini^  the  circuit,  the  phosphoric  acid  is  transferred  to  the 
zinc  ck nicnt,  the  phosphate  of  copper  being  reduced  to  metal- 
lie  copper  aj^ain,  and  zinc  phosphate  formed.  When  run 
ilow  n.  the  battery  can  be  recharged  by  a  current  in  the  op- 
posite sense,  which  will  again  produce  copper  phosphate  and 
reduce  the  zinc.  The  ** forming'*  process  could  theoretically 
he  dispenseil  with  by  employing  phosphate  of  copper  at  first 
haiui,  but  this  material  is  difficult  to  prepare  and  manipulate. 

.)/.;.'•;  A.^u'-iu'.Aicr  \i8oi). — The  positive  electrode  con- 
>i:-:s  ot  fixe  lead  plates  connected  by  a  cross-bar,  also  of 
lead..    tv>   which    terminals    are    secured    to    connect  with    the 
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negative  electrode  of  the  adjoining  cell.     Each  of  these  p'atcs 

is  made  of  a  number  of  thin  sheets  of  lead,  enclosed  between 

stout   outer  sheets.     These  are  all  perforated  simultane- 

isly  in  a  press  and  secured   together  by   numerous  leaden 

ivets.     Sometimes,  as  shown  in  the  illustration,  there  is  also 

centre  sheet  <>f  the  thicker  lead 

The  plates  built  up  in   this   manuer  are  then  "  formed  "  by 
le  prolonged  action  of  a  charging  current,  which  converts  the 


Slinner  inside  sheets  completely  into  peroxide  of  lead,  leaving 
the  thick  ones,  which  are  but  superficially  affected,  as  perma, 
nent  retaining  walls  and  supports.  The  transverse  holes  which 
remain  open  give  free  access  of  current  and  fluid  to  the  interior 
of  the  plate.  Each  plate  is  a  little  over  6  in,  square  and  is 
claimed  to  yitld  100  watt-hours  under  a  moderate  rate  of 
discharge.      The   negative   electrode  is  an    amalgam  of    zinc 

ry  deposited  clectrolytically  upon    a  copper    plate. 

r  sheets  are  of  No,  32  gauge,  but   the  deposited  zinc 
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very  little,  although,  of  course,  making  them  somewhat  thicker 
and  rougher  than  they  would  be  otherwise.  Each  copper 
sheet  has  a  number  of  large  perforations  through  it,  giving  a 
better  hold  to  the  soft  amalgam,  and  it  is  long  enough  to  bend 
into  a  U  form,  so  as  to  come  opposite  to  both  sides  of  the  lead 
plate.  These  sheet  copper  U*s  are  riveted  together  in  numbers 
corresponding  to  the  lead  plates.  A  complete  F  5  cell  is  shown 
in  Fig.  189. 

n Arsonval  Accumulator  (1880). — ^The  negative  electrode 
i?  a  plate  of  zinc ;  the  positive  electrode  is  a  plate  of  carbon 
surrounded  with  finely  granulated  lead,  and  contained  in  a 
porous  cup  immersed  in  a  concentrated  solution  of  zinc  sul- 
phate. Under  the  action  of  the  current  the  zinc  salt  is  elec- 
trolyzed,  zinc  is  deposited  on  the  zinc  plate,  and  the  oxygen 
forms  lead  peroxide  on  the  granulated  lead. 

E,  Reynier  Accumulator  {i%2>^. — The  cell  is  barrel-shaped. 
The  electrodes  are  a  plate  of  lead  of  large  surface  peroxidized 
clefctrolytically,  and  a  flexible  lead  plate  in  an  acidulated  solu- 
tion of  zinc  sulphate.  The  last-named  plate  serves  as  a  con- 
ductor, and  also  as  a  support  for  the  zinc  liberated  by  the 
charging  current.  E.  M.  F.  =  2.37  volts.  The  commercial 
form  No.  i  has  three  negative  and  four  positive  plates.  Its 
constants  are : 

Surface  of  the  four  positive  plates =  200  sq.  dcm. 

Weight"    *'       ''  "  "      =  8.200  kg. 

E  =  E.  M.  F =  2.37  volts. 

R  =  average  resistance =  0.02  ohm. 

/  =  normal  intensity  of  discharge  current  =  25  amperes. 

/    =       "  **  "  charge  **         =  5  to  10  amperes. 

Q  =  accumulating  capacity =  550,000  coulombs. 

E/ 
Total  work  per  second,  — =5-7  kgm. 

QE 
Stored-up  energy,    — =  130,000  kgm. 

The  chemical  equation  of  discharge,  according  to  Rcynicr,  is 
Zn  +  2SO,  +  Aq  +  PbO,  =  SO,Pb  +  Aq  +  SO.Zn. 
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Reynier  considers  Aq.  in  this  equation  to  indicate  the  in- 
dispensable intervention  of  water  without  prejudice  to  the 
number  of  molecules  engaged  (i,  2,  3,  .  .  .). 

The  following  are  the  constants  of  the  Reynier  commercial 
form  No.  2: 

Surface  of  positive  electrode  (lead)  ...*..  =  60  sq.  dcm. 

"        **   negative  electrodes  (zinc) =  5  sq.  dcm. 

Weight  of  positive  electrode =  2.200  kg. 

*'        '*  negative  electrodes  . . , =  0.740  kg. 

E.  M.  F =  2.37  volts. 

Average  resistance =  0.06  ohm. 

Normal  intensity  of  discharge  current. ...  =  5  to  7  amperes. 

"  "  "   charge  "      =  i  to  3 

Accumulating  (  After  100  hrs.  formation    =  ioo,coo  coulombs, 
capacity:       (       "      200    "  "  =150,000  *' 

In  another  form  of  accumulator  invented  by  Reynier  a 
solution  of  copper  sulphate  instead  of  zinc  sulphate  is  used. 
E.  M.  F.  =  1.26  volts.     The  chemical  equation  is 

Cu  +  2SO.  +  Aq  +  PbO,  =  SO.Pb  +  Aq  +  SO.Cu. 

Th^  constants  are : 

Surface  of  positive  electrode  (lead) =  60  sq.  dcm. 

**        "  negative  electrodes  (copper)..  =  5  sq.  dcm. 
Weight  of  positive  electrode =  2.200  kg. 

**        "  negative  electrodes =  0.700  kg. 

E.  M.  F =  1.26  volts. 

Average  resistance =  0.06  ohm. 

Normal  intensity  of  discharge  current. .  .  =  5  to  7  amperes. 

"  "  "    charge  **       . . . .  =  i  to  3         " 

Accumulating  (  After  100  hrs.  formation   =  100,000  coulombs. 
capacity:      1      **      200    "  "  =  150,000         " 


Boettcher  Accumulator  (1883). — Zinc,  peroxidized  lead,  zinc 
sulphate  acidulated  with  acetic  acid.     E.  M.  F.  =  2.5  volts. 
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Sutton  Accumulator  (1881). — ^Zinc,  amalgamated  lead,  zinc 
sulphate  solution.  The  inventor  considers  that  amalgamated 
lead  oxidizes  more  rapidly  and  much  more  uniformly  than 
ordinary  lead.  In  another  accumulator  devised  by  Sutton  the 
negative  electrode  is  of  reduced  copper ;  the  positive,  peroxi- 
dized  lead;  liquid,  acidulated  solution  of  copper  sulphate. 
When  this  accumulator  is  charged,  the  copper  sulphate  is 
decomposed  and  the  copper  is  deposited  on  the  surface  of  the 
receptacle  (which  is  of  copper),  while  the  ox}rgen,  passing  to 
the  lead,  combines  therewith  to  transform  the  surface  into  lead 
peroxide. 

Arnould  and  Tamine  Accumulator. — ^The  electrodes  are 
alternate  series  of  lead  and  copper  wires ;  the  liquid,  a  saturated 
and  lightly  acidulated  solution  of  copper  sulphate. 

Rousse  Accumulators. — {a)  Plate  of  thin  sheet  iron  and  lead 
in  a  concentrated  solution  of  ammonium  sulphate. 

(p)  Plates  of  palladium  and  lead  in  a  10  per  cent  solution  of 
sulphuric  acid.  Palladium  absorbs  over'nine  times  its  volume 
of  hydrogen. 

{c)  Plates  of  thin  sheet  iron  and  lead,  the  latter  coated  with 
litharge  or  lead  carbonate.  The  electrolyte  is  a  concentrated 
solution  of  ammonium  sulphate. 

Sutton  Accumulator. — Plates  of  iron  and  amalgamated  lead 
in  a  solution  of  ferrous  sulphate. 

Hogg  Accumulator. — This  is  intended  to  prevent  the  pro- 
duction of  free  acid.  It  consists  of  an  electrode  of  zinc  in 
sulphate  of  zinc  of  about  30®  Baum6,  and  a  porous  cup  contain- 
ing an  electrode  of  lead  formed  by  the  Parker-Elwell  process, 
in  dilute  sulphuric  acid.  The  action  of  the  battery  is  as  fol- 
lows: the  current  enters  by  the  lead  electrode,  the  zinc  sulphate 
is  decomposed,  zinc  is  liberated  and  deposited  upon  the  zinc 
electrode,  the  radical  SO^  is  liberated  at  the  head  electrode, 
but  splits  into  SO,  and  O,  the  oxygen  oxidizing  the  lead  plate 
to  PbO,,  and  SO,  joining  with  one  molecule  of  water  to  form 
sulphuric  acid,  or  SO,  +  H,0  =  H,SO^.  This  acid  is  retained 
by  the  porous  cup.  The  zinc  is  kept  well  amalgamated  by  a 
small  quantity  of  bisulphate  of  mercury,  and  is  but  slightly 
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acted  upon  by  the  acid,  which  in  time  slowly  leaks  from  the 
porous  cup.  Upon  discharge,  the  sulphuric  acid  leaves  the 
cup,  attacks  the  zinc,  forming  sulphate  of  zinc,  while  the  lead 
plate  is  reduced  from  the  peroxide  to  lead  oxide  or  spongy 
lead,  as  may  be  desired.  The  average  resistance  per  cell  is 
stated  to  be  0.25  ohm,  and  the  E.  M.  F.  between  2.3  and  2.0 
volts.  An  efficiency  of  something  over  60  per  cent  (under  un- 
favorable conditions)  has  been  obtained. 

Laurenl-Cely  Accumulator. — This  is  distinctive  in  the  special 
nature  of  the  lead  paste  employed,  and  in  the  manner  in  which 
It  is  applied  to  the  plates.     The  active  element  is  a  mixture  of 
cfiloride  of  lead  and  chloride  of  zinc.     The  fused  chloride  of 
)ead  has  a  density  of  5.6;  by  incorporating  chloride  of  zinc 
with  it  in  certain  proportions  the  density  is  reduced  to  4.5. 
^his  mixture,  brought  to  a  state  of  fusion,  is  run  into  cast-iron 
"loulds  in  the  form  of  small  buttons  with  rounded  edges.    After 
cooling,  the  buttons  are  washed  to  remove  the  chloride  of  zinc, 
3nd  to  thus  render  them  somewhat   porous.     Their  density 
'hen  varies  from  4.2  to  3.4,     The  buttons  which  serve  for  the 
■Manufacture  of  the  negative  plates  are  then  arranged   in  a 
'*ietallic  mould,  into  which  antimonial  lead  is  run ;   this   sur- 
''Ounds  the  buttons  with  a  frame  which  holds  them  fixed  in  their 
Positions.     The  negative  plates  are  mounted  in  cells  filled  with 
Acidulated  water  and  provided  with  zinc  electrodes.    The  com- 
posite and  zinc  plates  are  then  short-circuited.     The  hydrogen 
which  is  disengaged  upon  the  positive  electrode  reduces  the 
chloride  of  lead,  and  there  are  thus  obtained  buttons  of  spongy 
lead  of  a  density  between  2.5  and  3.1,  while  that  of  ordinary 
lead   is  11.35.     The  buttons  used   in  the  manufacture  of  the 
positive   plates  are  first   transformed   into  spongy  lead,  then 
heated  in  the  air  to  oxidize  them,  and  transformed  into  spongy 
^l^t^e.     The>'  arc  fixed,  like  the  negative  buttons,  in  a  frame 
lial  lead. 

ious  Forms  of  Accumulators. 

—Slightly  concave  plate  of  lead  filled 
'e  acidulated  with  sulphuric  acid,  oa 
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-which  IS  superposed  another  paste  of  lead  oxide  combined  with 
vinegar.     A  canvas  partition  separates  the  two  pastes. 

Aron  Accumulator  (1882). — Plates  of  metal  or  carbon  cov. 
rered  with  a  paste  formed  of  collodion  and  lead  peroxide  or 
finely  divided  lead. 

Hatch  Accumulator. — Metallic  frames  are  not  employed  for 
supporting  the  active  material,  the  lead  salts  being  contained 
within  the  corrugations  of  a  zigzag  plate  made  of  highly 
porous  and  open-grained  earthenware.  When  the  corruga- 
tions are  filled  so  as  to  present  a  flat  and  even  surface,  a  num- 
ber of  blocks  are  packed  together,  each  adjacent  pair  of  blocks 
being  separated  by  a  thin  lead  plate  which  acts  simply  as  a 
conductor.  On  forming,  the  lead  salts  are  converted  into 
active  material.  The  normal  current  efficiency  of  this  ac- 
cumulator (sometimes  termed  the  "  Cambridge**  cell)  is  given 
as  from  92  to  95  per  cent,  and  its  energy  efficiency  as  72  to  74 
per  cent. 

James  Accumulator. — The  positive  plates  are  of  lead  al- 
loyed with  one  per  cent  of  cadmium,  and  the  negative  plates 
lead  alloyed  with  two  per  cent  of  antimony.  The  active 
matter  is  packed  in  circular  holes  in  the  plates.  In  the  posi- 
tive electrode  it  consists  of  minium  litharge,  asbestos,  and 
carbon  ;  in  the  negative  electrode  of  litharge  sulphur,  asbestos, 
and  carbon. 

Barbcr-Starkey  Accumulator, — The  inventor  makes  cells  of 
the  ordinary  grid  form  mechanically  solid  by  filling  in  the 
space  between  the  plates  with  a  dry  mixture  of  sawdust  and 
plaster  of  paris  and  then  rendering  it  conductive  by  saturating 
it  with  dilute  sulphuric  acid. 

Payen  Acciwmlator  (Fig.  191). — This  has  a  porous  crystal- 
lized metal  plate,  with  the  crystalline  structure  formed  in 
columns  with  intervening  cellular  spaces. 

To  prepare  the  plate,  a  quantity  of  chloride  of  lead,  for 
instance,  is  melted  in  a  furnace,  and  a  certain  quantity  of 
asbestos,  or  analogous  material,  is  combined  with  it.  When 
the  mass  has  been  thoroughly  fused  and  mixed,  it  is  discharged 
in  a   mould,  in  which   it  crystallizes  on  cooling.     The  plates 
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formed  in  this  manner  are  then  mounted  together  with  lead 
plates  into  a  cell,  the  system  of  crystallized  chloride  plates 
being  connected  to  the  negative  pole  of  the  dynamo.  In  the 
ensuing  electrolytic  action  which  takes  place,  the  oxygen  and 
chlorine  are  separated  and  caused  to  attack  the  system  of  lead 


IT'; 
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plates,  while  the  crystallized  plates  are  reduced  to  a  metallic 
vith  the  asbestos  included  as  a  binding  material. 
Htyt  Accunmlator  (1891). — The  electrodes  are  composed 
|pl  combinations  of  plumbic,  chi-omic,  or  tungstic  acids  with 
calcium,  barium,  or  strontium.  To  increase  the  coefficient  of 
output  and  capacity,  the  inventor  uses  more  particularly  com- 
pounds of  calcium  and  lead,  for  the  reason  that  there  are  easily 
oxidizable.  The  combination  CaPbO. ,  corresponding  to  C8 
per  cent  of  peroxide  of  lead,  contains  4.56  per  cent  of  active 
oxygen.  The  other  alkaline  earths,  or  of  baryta,  or  strontium, 
furnish  analogous  compounds  applicable  to  the  purpose. 
Besides  the  advantage  resulting  from  the  chemical  nature,  the 
compound  CaPbO,  would  offer  a  further  valuable  property  in 
its  porosity;  it  might  replace  the  diaphragm  employed  to 
separate  the  elements  of  cells.  The  analogous  compounds  of 
chromium  and  tungsten  can  be  employed  in  the  same  manner, 
Kalischcr  Accumulator  (iS8g|.— Iron  and  lead  in  a  con- 
centrated solution  of  le.id  nitrate.  The  iron  anode  is  passive, 
and  with  currents  not  too  strong  becomes  coated  with  coherent 
thick  layers  of  black  peroxide  of  lead,  which  protect  the  iron 
from  contact  with  the  liquid  and  from  decomposition.  Tiie 
^—change  is  completed  when  gas  is  freely  liberated  at  the  anode. 


478  THE    VOLTAIC  CELL. 

and  the  liquid  gives  only  a  slight  precipitate  with  sulphuric 
acid.  To  prevent  lead  growths  between  anode  and  cathode, 
amalgamated  lead  in  contact  with  mercury  is  used.  In  dis- 
charging, the  peroxide  becomes  brown  and  changes  into 
monoxide,  then  into  black  peroxide.  The  electromotive  force 
is  from  2  to  2.5  volts,  but  sinks,  when  the  current  stops,  to  1.8 
volts.  From  its  solubility  in  nitric  acid  the  lead  cathode 
must  be  occasionally  replaced.  Carbon  can  be  used  instead  of 
iron. 

Carbon  Electrode  Accumulators. — According  to  Mr.  A.  V. 
Meserole,  carbon  obtained  from  vegetable  substances  such  as 
bamboo,  boxwood,  and  the  like,  may  be  used  as  an  active 
absorbent.  It  may  be  pulverized  and  mixed  with  variable 
proportions  of  graphite  and  pressed  into  porous  pots  or  bags. 
The  material  should  be  worked  into  a  paste  with  acidulated 
water,  and  then  compressed  within  the  porous  retaining- 
envelope  along  with  a  number  of  conducting  plates  or  rods 
composed  of  an  alloy  of  lead  and  antimony  amalgamated  with 
mercury.  The  usual  grid  also  may  be  filled  in  with  this 
plastic  material,  and  then  closely  wrapped  with  asbestos  tape 
or  cloth  to  prevent  washing  out. 

Carrier  e  Accumulator,  —  This  has  compressed  carbon 
plates  of  either  a  plane  or  a  corrugated,  grooved  or  recfessed 
surface,  this  surface  being  coated  with  a  layer,  from  i  to  1.5 
millimetres  in  thickness,  of  a  composition  made  by  mixing 
litharge  with  dilute  sulphuric  acid  containing  -^  of  the  strong 
acid.  The  carbon  plates  are  manufactured  by  mixing  two  parts 
of  pulverized  retort-carbon  with  one  part  of  lamp-black  or  of 
pulverized  wood-charcoal,  and  forming  these  ingredients  into 
a  paste  with  a  thin  mixture  of  barley  or  wheat  flour  and  water 
This  mixture,  after  being  moulded  by  compression,  is  dried  in 
air,  again  pressed,  subjected  for  some  time  to  a  temperature 
of  80°  C. ,  and  lastly  subjected  for  several  hours  to  a  temper- 
ature of  from  1200°  to  1300°,  when  they  are  allowed  slowly 
to  cool. 

Tribe  Accumulator  {ii%i). — Electrodes  of  compressed  lead 
peroxide. 
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Fits  Gerald  Accumulator. — Positive  plate,  wholly  of  com- 

sscd    lead    peroxide ;    negative   plate,   an   agglomerate   of 

ing>'l'aJ.    These  electrodes  are  prepared  by  mixing  litharge 

ith  chloride,  sulphate,  or  chromate  of  ammonium,     A  cement 

thus  obtained  which  after  a  short  time  becomes  firm  and 

lerent.    The   best  process  consists  iu   mixing  lead   oxide, 

pulverized  metallic  lead,  and  the  solution  of  a  salt  which  will 

gradually    decomposed     by    the    oxide — as,    for    example, 

imonium  sulphate — while  a  certain  proportion  of  lead  oxide 

'ill  be  transformed  into  lead  sulphate.     This  mass,  converted 

■lectrolysis  into  lead  peroxide,  is  termed  by  the  inventor 

lithanode."     The    plates   thus    prepared    are    immersed   in 

:idulated  water  and  submitted  to  the  current.     The  plates 

'iiich  are  connected  to  the  negative  terminal  are  reduced: 

PbO  +  H,=  Pb+H.O; 

id  these  connected  to  the  positive  terminal  are  pcroxidized  : 

PbO  +  O  =  PbO. . 

D.  Tommasi  Carbon  EUctrode  Accumulator  (1881). — The 
mtaining  vessel  is  a  wooden  box  lined  with  an  insulating 
astic,  non-attackable  by  dilute  sulphuric  acid.  The  plates 
*ot  carbon  agglomerate  containing  lead  oxide.  The  liquid 
M.per  cent  solution  of  pure  sulphuric  acid.  Charging  is  done 
Vat  ordinary  way.     The  chemical  reactions  are  : 

At  the  positive  electrode :  PbO  +  O  =  PbO,. 
"    "    negative       ■■  PbO  +  H,=  H,0  +  Pb. 

The  aJi^n'^S'^s  claimed  arc : 

(111'  same  vi.Iume,  a  weight  from   one  fifth  to  one 
■i^lators; 

ively  large  in  proportion  to  the 


\. — Equal   parts   of   powdered 
and  to  thrue  parts  of  the 
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mixture  are  added  one  part  of  calcined  magnesia*  Of  this  2 
paste  is  made  with  mother-liquor  from  salt  works,  which  paste 
is  introduced  into  the  cavities  of  the  lead  plates. 

Epstein  Accumulator. — Melted  lead  mixed  with  powdered 
manganese  peroxide  is  brayed  energetically  until  cool,  thus 
producing  a  uniform  small-grained  powder.  This  with  water 
forms  a  paste  which  is  moulded  into  shape  in  a  hydraulic  press. 
In  the  plates  thus  formed  are  made  grooves  into  which  melted 
lead  is  run  to  form  a  support. 

Barrier  and  Tourvieille  Accumulator  (1883). — Termed  by 
its  inventors  the  "  Electrodock."  Lead  tubes  threaded  inside 
and  outside  are  inserted  one  within  the  other,  so  that  an 
interval  is  left  between  them.  This  space  and  the  threads  are 
filled  with  a  special  cement.  Each  tube  is  carried  on  the 
wooden  cover  which  is  common  to  alL  The  tubes  are  alter- 
nately connected  and  arranged  in  a  vessel  of  glass  or  one 
made  from  the  staves  of  petroleum -barrels.  The  cement  used 
is  composed  of  a  mixture  of  litharge,  powdered  carbon,  and 
potash  permanganate  ground  together,  sifted,  and  combined 
with  glucose  or  sugar-sirup  to  form  a  paste,  which  is  very  solid 
and  permanent  even  after  the  formation  of  the  accumulator. 

Tainine  Accumulator, — The  plates  are  agglomerates  made 
as  follows :  5  parts  of  melted  resin  or  other  agglutinant  are 
combined  with  20  parts  of  electrolytic  lead  peroxide  and  /f 
parts  of  lead  filings  or  pieces  of  lead  in  the  shape  of  plates, 
wires,  ribbons,  etc.  The  mass  is  subjected  to  a  pressure  of 
about  3CX)  atmospheres.  The  lead  acts  as  conductor  for  the 
current  throughout  the  plate,  inserted  in  which  also  is  a  thick 
wire  of  lead  which  serves  as  a  terminal. 

Tamine  has  devised  the  following  combinations : 

Negative  Electrode.  Positive  Electrode.  EUectrolyte. 

Agglomerate  plaie,  PbOa  Agglomerate  plate,  PbOi  Dilute  sulph.  acid 

Zinc  *'  "  *'  Sol.  zinc  sulphate 

Copper  "  **  **  Sol.  copper  sulphate 

Agglomerate  plate,  PbOa  Lead  Dilute  sulph.  acid 

Carbon  Agglomerate  plate,  PbOt  Sol.  copper  sulphate 

Carbon  **  **  *'  Sol.  zinc  sulphate 

Agglomerate  plate,  PbO  Agglomerate  plate,  PbaO«  Dilute  sulph.  acid 
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In  ihis  last  combination,  if  it  be  desired  that  the  formation 
)n  the  two  electrodes  be  exactly  equal,  the  weight  of  the 
itharge,  PbO,  should  be  equal  only  to  f  of  the  weight  of  the 
ninium,  Pb.O^. 

Rousse  Accumulator, — Plate  of  thin  sheet  iron,  cylinder  of 
erro-manganese,  and  concentrated  solution  of  ammonium  sul- 
phate. 

Varley  Accumulator. — Plates  of  carbon  mercurized  and 
►lates  of  carbon  covered  with  zinc  amalgam  immersed  in  a 
aturated  solution  of  zinc  sulphate  to  which  sulphuric  acid  is 
dded.  By  the  action  of  the  current,  zinc  is  deposited  in  the 
arbon  covered  with  zinc  amalgam,  and  mercuric  sulphate  on 
he  mercurized  carbon. 

Gimi  Accumulator  (1885). — A  number  of  lead  tubes  per- 
orated with  longitudinal  slits  disposed  in  quincunx  order  and 
onnected  by  metallic  clamps.  The  tubes  are  filled  with  lead 
ulphate  and  are  immersed  in  \o%  acid  solution.  The  claimed 
Tactical  capacity  is  3000  kgm.  per  kilogram  of  lead. 

Regenerated  Cells. — All  chemical  action  reversible  by 
lectrolysis  may  produce  a  secondary  couple,  and  hence  an 
ccumulator. 

Thomson  &  Houston  Cell, — Zinc-copper,  solution  of  zinc 
ulphate.  The  zinc  is  placed  at  the  upper  and  the  copper  at  the 
lottom  of  the  containing  vessel.  A  porous  diaphragm  is  below 
he  upper  plate,  so  as  to  prevent  fragments  of  the  zinc  falling 
pon  the  copper.  On  charging  a  deposit  of  zinc  takes  place  on 
he  upper  plate,  and  a  concentrated  solution  of  copper  sulphate 
$  produced  above  the  lower  plate.  The  cell  after  charging  is 
1  reality  a  gravity  primary  cell  (Callaud  cell),  which  yields  a 
urrent  until  all  the  copper  sulphate  is  transformed  into  zinc 
ulphate. 

Maiche  Cell. — Zinc,  dilute  sulphuric  acid,  plate  of  man- 
anese  peroxide  agglomerated  with  powdered  carbon.  When 
lie  cell  is  exhausted  it  is  regenerated  by  passing  a  current 
brough  it. 

Zenger  C^//(i885). — Zinc"«^,  acidulated  water;  porous  cup, 
romine,  carbon  E.  M.  F.  =  1.95  to  2.2  volts.     The  bromine  is 
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at  the  bottom  of  the  porous  cup,  which  is  filled  with  pieces  d 
retort-carbon  (and  closed  by  a  paraffined  cover  provided  with 
a  stopper,  for  insertion  of  the  liquid  bromine)  covered  with  a 
layer  of  ferric  chloride.  The  zinc  is  placed  in  a  loj^  solution 
of  hydrochloric  acid  to  which  from  5  to  10  per  cent  of  glycer- 
ine is  added.  When  the  current  has  become  reduced  to 
about  \  intensity  the  cell  may  be  regenerated  by  a  dynamo 
current  in  a  short  time,  through  the  very  easy  reduction  of  the 
bromine. 

Dry  or  Static  Electricity  Accumulators, —Elster  and 
Geitel  have  interposed  between  the  conductors  of  a  Holtz 
machine  a  dry  Zamboni  pile  of  11,000  elements  of  i  sq.  cm. 
section.  The  copper  terminal  touches  the  positive  and  the  tin 
terminal  communicates  with  the  negative  conductor  of  the 
machine.  At  the  end  of  10  minutes  the  E.  M.  F.  of  the  pile 
became  sufficiently  high  to  cause  a  spark  between  the  terminals 
at  I  mm.  distance  in  air.  The  authors  have  also  tested  a  dry 
accumulator  of  the  Plants  type.  On  each  face  of  a  sheet  of 
lead  was  glued  a  sheet  of  silk  paper  impregnated  with  a  solu- 
tion of  silicate  of  potash  to  which  a  little  lead  oxide  was  added. 
The  sheet  was  cut  into  small  disks  of  i  sq.  cm.,  70CX)  of  which 
were  piled  together.  When  arranged  as  described  above  this 
accumulator  gave  more  powerful  effects  than  did  the  Zam- 
boni pile. 


CHAPTER  XXIII. 

ACCUMULATORS.     {Continued,) 

V.  General  Practical  Data,  Tables,  Etc. 

Capacity^ — The  capacity  of  an  accumulator  is  the  amount 
of  energy  it  is  capable  of  storing,  and  is  calculated  generally 
in  ampere-hpurs,  or  the  product  of  the  number  of  amperes  at 
Avhich  a  cell  is  able  to  discharge  into  the  number  of  hours 
through  which  the  discharge  is  maintained.  Capacity  is  also 
estimated  by  the  ratio  between  the  weight  of  the  material  and 
the  electrical  output.  Thus  the  ordinary  form  of  cells  (applied 
active  material)  yields  about  4  ampere-hours  per  pound  of 
plate  complete.  The  amount  of  surface  exposed  to  the  solu- 
tion really  determines  the  charge  which  a  cell  can  receive,  and 
is  therefore  a  measure  of  its  capacity.  Reynier  estimates  the 
capacities  of  various  types  of  cells  per  kilogram  as  follows : 

Plants  type from  2  to  17  ampere-hours. 

Lead-copper  type "     3  "     8 

Lead-zinc  type "     3  **    8 

Alkaline  zincate "     o  "  41 


Work. — The  utilizable  electrical  work  of  an  accumulator  is 
expressed  in  volt-coulombs  or  joules  by  the  formula  W^=  Qe, 
in  which  Q  is  the  voltaic  capacity  in  coulombs,  and  e  the  mean 
fall  of  potential  in  the  external  circuit.  The  quantity  Q  is 
equal  to  the  product  of  the  mean  intensity  of  the  current  C  in 
amperes  by  the  time  /  in  seconds,  or  Qe  =  Cie.  As  i  kilogram- 
metre  =  9.81  joules,  I  horse-power  hour  =  270,000  kilogram- 

4S3 
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metres,  the  external  work  of  an  accumulator  may  be  calculated 
by  the  formulae 

W  =  Qe  =■  Cte  joules, 

Qe        Cte  , ., 
=  ^  =  PI  kilogrammetres, 

Qe  Cte      . 

=  56^7^  =  l^^f^  horse-power  hours. 

(Reynier). 

Power. — The  power  of  an  accumulator  expressed  in  watts^ 
or  volt-amperes  is  given  by  the  formula 

in  which  e  is  the  fall  of  potential  in  volts,  and  C  the  current 
strength  in  amperes.  The  powers  of  i  kilogrammetre  per 
second,  I  horse-power,  and  i  kilowatt  are  respectively  equal  to 
9.81  watts,  736  watts,  and  1000  watts;  whence 

eC 
P=  ^C  watts  =  —^  kilogrammetres  per  second, 

=  — -p  metric  horse-power, 

=  — >  English  horse-power, 

kilowatts. 


1000 


/{J//nrNcj\—Thi^  is  the  ratio  of  the  energy  taken  out  of  a 
cell  as  compared  to  that  put  into  it.  The  former  cannot,  of 
comsc,  ecinal  the  latter.  The  efficiency  of  cells  of  the  ordinary 
si/is  discliargcd  to  their  proper  minimum  E.  M.  F.  ranges 
between  65  and  70  per  cent.  It  depends  very  largely  on  the 
rate  at  which  the  energy  is  discharged — that  is,  upon  the  cur- 
rent streni^th  per  unit  of  surface  or  *' current  density.*'  The 
hi«;liest  safe  rate,  4  amperes  per  positive  plate,  is  equal  to  o.ooi 
ampere  per  scjuare  miUimetre  of  surface.     The  following  experi- 
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tnent  with  a  small  cell  quoted  by  Mr.  W.  H.  Preece  shows 
how  the  efficiency  varied  with  the  rate  of  discharge  or  current 
^density,  thus: 

Current  Density.  Ampere-hours. 

0.013 44.6 

0.048 30.5 

0.090 30.2 

• 

It  may  be  stated  that  the  lower  the  density  the  greater  the  effi- 
ciency, for  with  small  cells  slowly  discharged  an  efficiency  or 
electrical  return  of  upwards  of  95  per  cent  has  been  obtained. 
With  a  cell  discharging  at  the  rate  of  5  amperes  an  efficiency 
of  90  per  cent  might  be  obtained,  but  on  increasing  the  current 
to  40  amperes  the  output  falls  to  about  50  per  cent ;  for  when 
the  rate  of  discharge  is  high  the  E.  M.  F.  is  rapidly  reduced. 

Charging  and  Maintenance  of  Accumulators. — The 
charging  current  should  be  proportional  to  the  number  of 
plates,  and  is  usually  about  4  amperes  per  positive  plate. 
When  the  current  exceeds  that  amount  it  cannot  increase  the 
reduction  of  the  lead  sulphate  in  proportion  to  the  extra  amount 
of  current,  and  the  surplus  current  is  therefore  wasted  in  the 
decomposition  of  water  and  the  premature  evolution  of  bub- 
bles of  oxygen  gas  from  the  positive  surface,  a  phenomenon 
which  is  technically  known  as  "  boiling.'*  There  is  also  a  risk 
that  the  two  powerful  currents  will  cause  bending  or  buckling 
of  the  plates,  which,  being  very  close  together,  stand  a  good 
chance  of  making  contact  one  with  the  other,  and  so  short-cir- 
-cuiting  the  cell.  Precaution  has  also  to  be  taken  that  the  elec- 
tromotive force  of  the  charging  current  should  exceed  that  of 
the  subsequent  discharging  current  by  about  10  per  cent,  or  be 
at  the  rate  of  about  2.5  volts  per  cell,  being,  however,  a  little 
lower  at  starting  than  when  approaching  the  completion  of  the 
charge.  The  charging  should  be  continued  until  the  solution 
assumes  a  milky  appearance  consequent  on  the  evolution  of 
free  oxygen,  the  positive  plates  having  then  absorbed  as  much 
•of  the  gas  as  they  can  take  up.  The  E.  M.  F.  of  a  secondary 
cell  rises,  although  not  uniformly,  with  the  continuance  of  the 
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charging  current.    In  some  impaitaat  caqpatmeiits^  performed 
by  Mef«&rs.  Drake  and  Gorham  vith  a  battexy  of  15  cells,  a  car- 
reTit  of  22  amperes  vas  exnpknncd  by  wfcich  the  E.  M.  F.  vas 
rai!«d  from  2X)2  to  2.53  v<dt5  per  cdL    After  220  ampere- 
hours  had  been  put  in,  that  is  to  sn;  aikcr  a  charging  current 
of  22  amperes  had  been  maintained  for  a  period  of  10  hours, 
the  £.  M.  F.  had  risen  giadnaSr  to  2.13  ¥oIts.     After  about 
14  hours*  charging,  when  the  E.  IL  F.  mas  2.17  volts^  a  some- 
1%'hat  fi>udden  rise  in   E.  M.  F.  vas  obsaied,  vhich  was  con- 
tinued until  2.53  volts  were  registered.   Themaadmum  E.M.F. 
usually  obtained  is  2.5  volts,  at  which  point  gases  are  freely 
evolved  and  cause  the  milky  appeannoe  abcady  referred  to  as 
^*  boiling/*     It  was  for  some  years  considered  to  be  very  inju- 
riou<>  to  charge  the  battery  to  an  E.  IL  F.  exceeding  about  2.2$ 
volts  jxrr  cell,  it  being  thought  that  diaiging  beyond  this  point, 
or  ov<'rcharging  as  it  was  called,  was  responsible  for  the  remark- 
able tendency  of  the  plates  to  buckle  or  twist  out  of  shape, 
and  so  to  loosen  and  detach  the  pellets. 

This,  it  v.as  supposed,  was  brought  about  by  the  freed 
ox\'^en  destroying  the  grid.  It  has,  however,  been  condu- 
bivtly  proved  that  overcharging  is  not  only  harmless,  but 
actually  beneficial.  The  following  practical  suggestions  are 
from  Slin^o  and  Brooker's  **  Electrical  Engineering."^ 

Solution. — The  solution,  prior  to  charging,  should  be  put 
in  the  cells  to  the  height  of  about  \  inch  above  the  negati\-e 
plates.  It  should  contain  about  20  per  cent  of  pure  sulphuric 
acid  and  have  a  specific  gravity  of  I-170  (that  is,  if  a  given  vol- 
ume of  water  weighs,  say,  one  pound,  the  weight  of  an  equal 
volume  of  the  solution  should  be  1. 170  poundsV 

During  the  discharge  the  density  of  the  solution  falls  until 
when  the  cell  is  practically  exhausted,  it  is  only  1.15a  The 
relative  densitvof  the  solution  thus  affords  an  excellent  means 
of  ascertaining  the  condition  of  the  cell. 

Color  of  the  Plates. — The  color  of  the  plates  affords  another 
i:;oo(l  indication  of  their  quality,  the  peroxidized  positive  plate 
bein;j^  of  a  brownish  or  deep  reddish  hue,  and  the  negative  or 
spongy  lead  plate  being  colored  gray  or  slate-tint.      There  is 
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thus  a  marked  distinction  in  the  coloration,  which  should 
always  be  discernible. 

Discharge. — During  the  discharge  the  E.  M.  F.  of  the  cells 
speedily  falls  to  about  two  volts  each,  the  higher  initial  elec- 
tromotive force  being  no  doubt  mainly  due  to  the  presence  of 
hydrogen  on  the  spongy  lead  plate.  When  this  has  been  oxi- 
dized there  remains  the  lead  surface,  between  which  and  the 
peroxide  plate  the  electromotive  force  falls  very  slowly  to 
^bout  1.98  volts.  The  fall  is  then  slightly  faster,  although 
after  an  output  of  400  ampere-hours,  at  the  rate  of  25  am- 
peres, the  total  drop  from  the  time  that  the  cell  settles  down 
to  steady  work  at  2.02  volts  is  only  about  ten  per  cent.  The 
rate  at  which  the  fall  of  E.  M.  F.  takes  place  was  clearly  shown 
by  the  experiments  of  Messrs.  Drake  and  Gorham,  before  re- 
ferred to.  The  discharge  was  continued,  however,  until  the 
E.  M.  F.  was  only  1.80  volts  per  cell,  which  is  a  point  about 
0.1  lower  than  it  is  practically  advisable  to  go.  With  a  fall  to 
1.90  volts  the  difference  is  only  about  5  per  cent. 

In  an  experiment  performed  to  ascertain  the  effect  upon 
the  plates  of  a  rapid  discharge,  a  battery  was  divided  into  two 
halves,  one  of  which  (A)  was  repeatedly  run  out,  but  the  other 
(B)  was  never  discharged  beyond  the  point  at  which  the 
E.  M.  F.  commenced  to  drop.  The  experiment  extended 
over  a  considerable  time,  but  gave  the  instructive  result  that, 
when  exactly  the  same  number  of  ampere-hours  had  been 
taken  out  of  each  half,  the  plates  of  (A)  showed  signs  of  ex- 
pansion or  growing,  whereas  in  those  of  (B)  no  change  could 
be  detected.  The  life  of  the  grid  was  therefore  proved  to  be 
dependent,  not  on  the  amount  of  ampere-hours  taken  out,  or 
on  the  work  done,  but  on  the  treatment  of  the  plates. 

Buckling, — This  appears  to  be  due  to  the  expansion  of  the 
paste  during  sulphating,  for  lead,  being  a  very  ductile  but  non- 
elastic  body,  does  not  reassume  its  proper  shape  when  the 
subsequent  partial  contraction  of  the  paste  takes  place ;  and  to 
this  must  also  be  attributed  the  loosening  of  the  pellets.  The 
contraction  being  but  partial,  the  positive  plates  become  grad- 
ually increased  in  size  with  continued  use. 
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Sulphating, — When  the  rate  of  discharge  is  too  great  there 
is  considerable  risk  of  causing  unequal  expansion  of  the  plates, 
resulting  sooner  or  later  in  buckling,  loosening  of  the  pellets, 
and  short-circuiting.  It  is  impossible  to  prevent  a  certain 
amount  of  the  obdurate  sulphate  forming,  and  this,  being  an 
insulator,  reduces  the  available  active  surface  and  increases 
the  resistance  of  the  cell.  As  already  indicated,  considerable 
difficulty  is  experienced  in  removing  this  sulphate,  and  under 
any  circumstances  a  certain  amount  of  disintegration  of  the 
peroxide  is  sure  to  ensue. 

But  experiments  have  been  performed  which  tend  to  show 
that,  with  a  considerable  increase  in  the  charging  E.  M.  F.,  the 
sulphate  can  be  decomposed.  Its  formation  can  be  to  some 
extent  prevented  by  the  addition  of  a  small  percentage  of 
sodium  sulphate  (Na,SOJ. 

If  the  cells  are  discharged  and  then  left  to  stand  idle  for 
any  length  of  time,  the  sulphating  takes  place  rapidly  and 
causes  premature  buckling. 

Faults  of  Lead  and  Lead  Peroxide  Accumulators.— 
Mr.  G.  H.  Robertson  (1892)  concludes,  as  the  result  of  ex- 
periment with  numerous  forms  of  accumulator,  that  from 
"  the  same  faults  appearing  in  batteries  of  such  different 
construction,  and  judging  also  from  the  results  of  the  ex- 
periments recorded  in  this  paper,  it  would  appear  that 
the  troubles  occurring  in  batteries  are  due  rather  to  causes 
arising  in  the  working  than  in  the  manufacture.  What 
is  required  is  some  substance  which  can  be  added  to  the 
acid  to  check  the  formation  of  the  oxidized  bodies  in  it 
which  cause  sulphating,  without  at  the  same  time  injuring  the 
plates  in  other  ways.  Nearly  all  the  *  forming*  baths  which 
have  been  introduced  are  baths  in  which  hydrogen  dioxide 
would  be  broken  up  as  soon  as  formed,  and,  perhaps,  in  some 
modification  of  them  the  electrolyte  of  the  future  will  be  found; 
though,  since  the  products  of  the  electrolysis  of  sulphuric  acid 
vary  with  the  strcn^ii^th  of  the  acid  and  the  current  density,  no 
hard  and  fast  rule  can  be  laid  down  for  the  treatment  of  cells. 

**  In  cells  containinf]^  acid  below  density  1.200,  in  which  the 
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proportion  of '  active  oxygen '  existing  as  hydrogen  dioxide  is 
high,  the  addition  of  i  per  cent  of  sodium  sulphate,  or  similar 
substance,  is  likely  to  prove  beneficial,  particularly  if  the  work 
of  the  cells  is  intermittent.  As  the  strength  of  the  acid  is  in- 
creased, however,  and  the  conditions  are  more  favorable  to  the 
stability  of  persulphuric  acid,  less  hydrogen  dioxide  will  be 
produced,  and  there  is  more  chance  of  the  alkali  released  from 
the  sodium  sulphate  during  electrolysis  damaging  the  plates. 

**  Also,  Dr.  Marshall  has  succeeded  in  preparing  pure  per- 
sulphuric acid,  and  has  shown  that  it  forms  salts  with  the  alka- 
lies which  are  very  stable ;  and  what  the  effect  on  a  cell  of  the 
formation  of  sodium  persulphate  in  it  would  be  is  quite  un- 
known. Although  the  formation  of  peroxides  in  the  acid  does 
not  apparently  account  for  the  great  gasing  and  sudden  loss  of 
charge  sometimes  observed,  still  we  have  seen  that  makers  are 
reverting  to  Plant^'s  process  of  manufacture,  or  modifications 
of  it,  and  we  may  find  that  in  this  case  also  he  was  right,  and 
that  it  is  to  the  electrolyte  we  must  look  if  we  wish  to  find  the 
means  of  materially  improving  the  lead  reversible  battery.*' 

The  Inherent  Defects  of  Lead  Storage  Batteries.— 
In  a  paper  on  this  subject  (Proc.  Am.  Inst.  Elec.  Engrs. 
1889)  Dr.  L.  Duncan  and  Mr.  H.  Weigand  state  the  prin- 
cipal defects  to  be  "(i)  the  comparatively  small  storage 
capacity,  (2)  the  loss  of  energy,  (3)  the  depreciation,  (4)  the 
low  discharge  rate  necessitated  by  considerations  of  effi- 
ciency and  depreciation.  The  question  of  the  loss  of  energy 
in  the  battery  was  investigated.  There  are  two  factors  which 
determine  the  extent  of  this  loss.  In  the  first  place,  the 
number  of  ampere-hours  obtained  on  the  discharge  of  the  cell  is 
less  than  the  number  put  in  ;  and  in  the  second  place,  the  poten- 
tial difference  at  the  terminals  is  greater  during  charge  than 
during  discharge.  This  loss  of  energy  exhibits  itself  in  two  ways 
— in  the  generation  of  heat,  and  in  chemical  actions  which  are 
not  reversed  on  discharge.  It  is  well  known  that  after  a  cell  has 
been  in  use  for  some  time,  especially  if  it  be  submitted  to  rapid 
charge  and  discharge,  there  will  be  found  in  the  bottom  of  the 
containing  vessel  a  white  powdery  deposit,  a  sulphate  of  lead 
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which  has  been  formed  from  the  active  material  of  the  plates 
and  which  has  not  been  afterwards  reversed.  Again,  when 
the  cell  is  charged  we  find  bubbles  of  gas  escaping  from  the 
plates  during  almost  the  whole  of  the  charge,  the  escape  be- 
coming quite  violent  towards  the  last.  The  escape  is  at  first 
principally  from  the  positive  plate,  but  afterwards  it  is  from 
both  plates.  This  escape  represents,  of  course,  a  loss  of  energy 
due  to  the  electrolysis  of  the  dilute  acid  in  the  cell,  the  prod- 
ucts being  free  hydrogen  and  Oxygen." 

The  experiments  made  by  the  authors  show  :  "  In  the  first 
place,  the  loss  that  exhibits  itself  in  heating  increases  as  the 
charge  or  discharge  goes  on,  not  being  very  great  in  the  latter 
operation  until  the  potential  difference  has  begun  to  fall.  The 
loss  is  greater  during  charge  than  during  discharge.  For  in- 
stance, take  a  discharge  at  15  amperes :  the  potential  difference 
begins  to  fall  when  60  ampere-hours  have  been  taken  out.  The 
total  rise  in  temperature  is  2.03  degrees,  while  the  rise  due  to  the 
heating  of  the  current  alone  {OR)  should  be  3°4.  In  other 
words,  there  has  been  an  absolute  lowering  of  temperature  by  all 
the  other  actions  outside  of  the  Joule  effect.  Taking  a  charge  at 
10  amperes,  the  rise  for  a  charge  of  100  ampere-hours  was  8°.9, 
with  a  loss  due  to  the  Joule  effect  corresponding  to  3°,  a  differ- 
ence of  5^.9.  The  difference  in  the  losses  for  charge  and  dis- 
charge— neglecting  OR — is  about  5°.3.  For  a  charge  of  120 
ampere-hours  at  10  amperes  the  rise  was  Ii°.i5." 

**  We  will  find  the  same  results  in  all  of  the  other  records, 
there. being  sometimes  an  absolute  fall  of  temperature  on  dis- 
charge. This  is  without  doubt  largely  due  to  the  fact  that  the 
acid  is  strengthened  on  charge,  weakened  on  discharge.  In 
changing  from  a  specific  gravity  of  1.14  to  1. 18,  the  evolution 
of  heat  is  such  as  to  raise  the  temperature  of  the  solution  about 
3°.2  :  there  will  be  a  corresponding  cooling  effect  on  discharge." 

'*  To  the  above  charge  at  10  amperes  there  was  a  discharge  at 
20  amperes,  which  gave  a  total  of  84  ampere-hours,  of  which  60 
were  at  normal  P.  D.;  the  rise  for  normal  P.  D.  was  2°.o;  total 
rise,  4°.7.  OR  =12.1  for  the  60  ampere-hours,  correspond- 
ing to  3°. 8 ;  the  total  value  of  C^R  for  the   84  ampere-hours 
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was  1 5. 1,  corresponding  to  4°./.  The  total  heat-loss  in  the 
process  of  charge  and  discharge  was  11. 15  +  4.7  =  i6°.2,  or 
about  51  watts.  The  total  loss  obtained  from  taking  the  dif- 
ference between  charge  and  discharge  energies  calculated  from 
the  ampere-hours  and  P.  D.  was  98  watts,  more  than  half  of 
which  appeared  as  heat.  Of  the  51  watts  which  appeared  as 
heat,  27  were  due  to  the  Joule  effect,  34  to  other  causes.  The 
authors  believe  that  part  of  this  loss — a  very  small  part — is  due 
to  local  action  betweeen  the  positive  material  and  the  support 
plate.  Another  part  is  due  to  local  currents  in  the  plugs  them- 
selves." Another  part  is  due  to  heat-losses  corresponding  to 
electrolysis  of  solution  into  free  O  and  H. 

"  But  there  are  47  watts  left  unaccounted  for,  which  must  be 
due  to  chemical  changes  not  reversed.  The  most  important  of 
these,  as  far  as  loss  of  energy  is  concerned,  is  doubtless  the  for- 
mation of  free  H  and  O.  Another  component  of  the  47  watts 
is  due  to  the  local  action  between  the  plugs  and  support.*'  The 
authors  state  in  conclusion :  "  We  believe  the  most  important, 
as  far  as  deterioration  is  concerned,  is  in  the  corrosion  of  the 
support  and  the  formation  of  irreversible  compounds  caused  by 
the  weakening  of  the  acid  in  the  plugs.  We  have  found  that 
the  rate  of  diffusion  in  the  plug  is  comparatively  slow,  so  that 
during  a  rapid  discharge  there  must  be  weak  acid  in  the  plug. 
Where  the  outer  layer  of  active  material  is  reduced,  the  inner 
layer  is  surrounded  by  weak  acid,  causing  a  lowering  of  the 
E.  M.  F.  and  corrosion,  as  described  by  Gladstone  and  Tribe, 
with  a  considerable  local  action  between  the  outer  and  inner 
layers.  As  the  rate  of  diffusion  is  less  with  a  partly  discharged 
than  with  a  charged  plate,  a  heavy  discharge  rate  has  a  more 
marked  effect  with  a  partly  discharged  than  with  a  fresh  cell,  as 
experience  has  shown.'* 

"  These  are,  we  believe,  the  principal  sources  of  loss  in  a 
lead  secondary  battery,  and  the  depreciation  can  be  mainly 
charged  to  them.  The  expansion  and  contraction  of  the  plugs 
in  a  grid  plate  is  another  source  of  trouble  and  cannot  be 
avoided.  Our  own  experience  has  been  that  the  losses  are  less 
with  plane  plates  coated  with  thin  layers  of  active  material 
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than  with  plates  made  of  the  grid  form.  Under  any  circur^n- 
stances,  an  increase  of  surface  for  a  given  current  rate  is  to  fcDe 
desired,  as  it  lengthens  the  time  of  charge  before  the  violexnt 
boiling  occurs.  A  plane  plate  gives  a  uniform  distribution  ^r>f 
current,  and,  therefore,  very  little  local  action/* 

Number  of  Kilogrammetres  given  per  KOognun  by 

Various  Accumulators. 

F.  Geraldy  (1883)  has  collected  the  following  results  : 

Accumulator.  Kilogrammetres. 

Plants  (experiments  of  Hospitalier  &  Geraldy) 3450 

Faure  (old  type :  experiments  of  Allard,  Joubert, 

Fresca,  and  Poitier) 3000 

Faure  (experiments  of  Ayrton  and  Perry) 3500 

Sch  ulze  (experiments  of  Hallwachs). .   3200 

(  "  "  Aron) 3400 

Kabath(  "  "       "    ) 3400 

Faure-Sellon-Volckmar   (experiments    of    Fichet,  j 

Hospitaller,  Jousselin) /    ^^'^ 

Faure-Sellon-Volckmar     (experiments    of    Monnier 

&  Guitton) 3834 

Coefficient  of  Reduction. — E.  Reynier  (1884)  applies  the 
term  coefficient  of  reduction  (coefficient  de  baisse)  to  the  rela- 
tion between  the  minimum  E.  M.  F.  of  charge  and  the  maxi- 
mum E.  M.  F.  of  discharge  of  an  accumulator.  In  the  Plants 
accumulators  the  E.  M.  F.  is  at  least  1.95  volts  during  charge 
and  at  the  most  1.85  during  discharge.* 

The  coefficient  of  reduction  is,  therefore, 

1.85  volts 

— 7—  =  0.05  volt 

1.95  volts  -^-^ 

under  the  most  favorable  conditions. 

*  These  fiijfurt's  arc  applicable  lo  all  systems  of  accumulators  derived  from 
the  Plant6,  or,  in  other  words,  those  which  consist  of  reduced  lead,  peroxidized 
lead,  and  dilute  sulphuric  acid. 
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In  copper  accumulators  the  E.  M.  F.  is  at  least  1.43  volts 
during  charge  and  at  most  1.25  volts  during  discharge.  The 
coefficient  of  reduction  is,  therefore, 

1.25  volts 

— 7-  =  0.87  volt 

1.43  volts 

under  the  most  favorable  conditions.   The  copper  accumulator 
therefore  shows  the  greater  loss. 

In  the  amalgamated  zinc  accumulator  the  E.  M.  F.  is  at 
least  2.4  volts  during  charge  and  at  most  2.36  volts  during  dis- 
charge.    The  coefficient  of  reduction  is,  therefore, 

2.36  volts 

—^ ,—  =  o  983  volt 

2.40  volts         ^  *^ 

under  the  most  favorable  conditions.     The  amalgamated  zinc 
accumulator  therefore  shows  the  least  loss. 

Testing  Storage  Batteries. — The  following  is  the  record 
of  a  test  of  three  accumulator-cells  of  similar  construction  made 
by  Drs.  L.  Duncan  and  G.  A.  Liebig,  Jr.,  at  Johns  Hopkins 
University.  The  type  of  accumulator  experimented  upon  is 
not  here  material,  the  record  being  given  to  show  the  usual  mode 
of  conducting  a  test  of  this  description.  The  quantities  to  be 
determined  were:  ist,  capacity;  2d,  internal  resistance;  3d, 
durability ;  and  4th,  efficiency — the  latter  as  far  as  possible  in 
widely  differing  conditions  of  charge  and  discharge.  The  three 
forms  of  cell  were  distinguished  by  the  marks  25  M.,  15  M., 
and  II  P.,  respectively. 

I.  Capacity,  TYPE  25  M.  These  cells  are  of  twcnty-three 
plates,  eleven  positive  and  twelve  negative.  The  weight  of  the 
plates  as  joined  up  in  the  cell  with  lead  connections  was  84  lbs. 

Dec  20  to  28.  Charge,  Table  I — Mean  current,  16  ampcrt  < ; 
mean  E.  M.  P.,  2.35  volts;  total  charge,  4.\'»  ampcrv^-hou:s. 
Discbarge — Mean  current,  17.5  amperes;  mean  E.  M.  F..  i.Ov> 
volts  ;  capacity,  409  ampere-hours  ;  efficiency,  7^"^  P^**'  ^^<^"^' 
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January  8  to  14.  Charge — ^Mean  current,  23.8  amperes; 
mean  E.  M.  F.,  2.27  volts  ;  total  charge^  4S3-^  ampere-hours. 
Discharge — Mean  current,  18  amperes;  mean  £•  M.  F.,  2.5 
volts ;  capacity,  378.2  ampere-hours;  efficiency,  75  per  cent 

Table  I.— Cell  25  M. 

CfldTge,       Time.  Current.  E.  M.  F.  Amp. -hours. 

245  A.M 16  2  — 

5  P.M 16  2.1  36 

8.45  A. M 16  2.2  — 

5  P.M 16  2.4  132 

8  A.M 16  2.4  — 

5  P.M 16  2.45         144 

8.30  A.M 18  2.55  — 

2.30  P.M 18  2.5  108-420 

Discharge, 

4  P.M 19  2.1  — 

10  A.M 19  2  342 

10.50  A.M 17  1.95  38 

12.05  P.M 17  1.85  — 

2.15  P.M 12  1.7  29-409 

Discharging  all  night. 

January  17  to  22.  Charge,  Table  II  and  Fig.  193. — Mean 
•current,  27  amperes;  mean  E.  M.  F.,  2.25  volts;  total  charge, 
431.6  ampere-hours.  Discharge — Mean  current,  60  amperes; 
mean  E.  M.  F.,  1.78  volts;  capacity,  352.4  ampere-hours ;  efiS- 
ciency,  64  per  cent. 

Type  15  M.  The  first  charge  of  this  cell  was  carried  ver}* 
much  beyond  the  necessary  limit,  in  order  to  reduce  a  con- 
siderable amount  of  sulphate  which  was  found  on  the  plate; 
weight,  67  lbs.  6  oz. 

Dec.  4  to  8.  Charge — Mean  current,  20  amperes  ;  total 
charge,  390  ampere-hours.  Discharge — Mean  current,  19.5 
amperes;  mean  E.  M.  F.,  2.5  volts;  capacity,  170  ampere- 
hours  ;  efficiency,  65  per  cent. 
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Table  II.— Cell  2S  M* 
Charge.       Time.                                  Current.       E.  M.  F.        Amp.-hours. 
12.15  P.M 28  2  — 

4  P.M 22  2.1  66.9 

10.15  A.M 30  2.15  — 

12  M 28  2.22  — 

5  P.M 28  2.25       189.5 

IIA.M 33  2.35  — 

2  P.M 27.5  2.5  — 

5  P.M 27.5         2.5  — 

5  P.M 27.5         2.6         172.2-431.6 

Discharge. 

10.40  A.M 56  1.98  — 

3  P.M 54  1-85  — 

4  P.M 26  1.6         322.5 

9.10  A.M 58  1.95  — 

9.45  A. M 38  1.60  29.9-352.4 

Dec.  26  to  28.  Charge,  Table  III — Mean  current,  18  am- 
peres; mean  E.  M.  F.,  2.35  volts;  total,  255  ampere-hours. 
Discharge — Mean  current,  10  amperes ;  mean  E.  M.  F.,  2.8 ; 
capacity,  207.5  ampere-hours ;  efficiency,  76  per  cent. 

Jan.  2  to  7.  Charge — Mean  current,  13  amperes;  mean 
E.  M.  F.,  2.33  volts ;  total,  279  ampere-hours.  Discharge — 
Mean  current,  40  amperes;  mean  E.  M.  F.,  1.95  volts;  capa- 
city, 157  ampere-hours. 

Table  III.— Cell  15  M. 

Charge.      Time.  Current.      E.  M.  F.  Amp.-hours. 

9.30  A. M 17  2.1  — 

2.15  P.M 17  2.1  81 

8.45  A. M 17  2.2  — 

4.15  P.M 19  2.3  142.25 

8  A.M 20  245  — 

10.30  A.M 10  2.55  32-255.25 
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Disc/targe. 

3.55  P.M 10  2.1  — 

lOA.M 10  1.98  160 

10.30  A.M 15  1.95  — 

12.30  P.M 10  1.85  — 

2  P.M 10  1.6  47.5-207.5 

Discharging  during  the  entire  night. 

Jan.  8  to  14.  Charge,  Table  IV — Mean  current,  14  amperes; 
mean  E.  M.  F.,  2.35  volts;  total  charge,  238.8  ampere-hours. 
Discharge — Mean  current,  15  amperes;  mean  E.  M.  F.,  2.6 
volts;  capacity,  216  ampere-hours;  efficiency,  83  per  cent. 

Jan.  21.  Charge — Mean  current,  25  amperes ;  mean  E.M.F., 
1.6  volts;  total  charge,  250.2  ampere-hours.  Discharge- 
Short  circuit,  mean  current,  250  amperes;  capacity,  83  ampere- 
hours.  This  cell  was  charged  and  discharged  at  very  high 
rates:  charging  rates,  75  to  85  amperes;  discharge  rates,  25a 
amperes.     This  was  done  repeatedly. 

Table  IV. — Cell  15  M. 

Charge,       Time.                                   Current.  E.  M.  F.  Amp   hours. 

10.45  A.M ^3  2.15  78.6 

2  P.M 12.5  2.15  — 

5  P.M 12  2.15  — 

10.15  A.M 12.5  2.23  — 

3-30  P.M 16.5  2.45  83.2 

II  A.M 16  2.45  — 

4i^M 15  2.55  77-238.8 

Discharge, 

9.40  A.M 15  2.18  — 

,2.15  P.M 15  2  — 

4.20  P.M 15  2  100 

9  A.M 15  2.15  — 

1.30  P.M 14.5  2  — 

4  P.M 13.8  2  102.6 

9  P.M 14  2.05  — 

10.30  P.M 4  I  13.5-216.1 
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Type  ii  P.     Weight  of  plate  and  connections,  23  lbs.  5  oz. 
Dec.   12  to  17.     Chaise,  Table  V — Mean  current,  84  am. 
peres ;  mean  E.  M.  F.,  2,21  volts ;  total  charge,  1 12.65  ampere- 
hours.    Dischat^e — Mean  current,  9.6  amperes ;  mean  E.M.F., 
1,95  volts;  ca{>acity,  95.9ampere-hours;  efficiency,  75  per  cent. 

'  Tablb  v.— Cell  11  P. 
Charge.       Time.  Cutrem.     E.  M.  F.        Amp.-hours. 

9  A.M 10  2.1  — 

S  P-M 9-5 

9  A.M 6.6 

12   M 9.5 

12.40  P.M 9 

Discharge. 

II  A.M 9.5 

2  P.M 9.7 

4.20  P.M g.6 

10.20  A.M 10 

2.10  P.M 9 

3.20  A.M 7.3 

The  accompanying  diagrams,  Figs.  191  to  196,  exhibit  gra- 
phically the  operation  of  the  cells  during  the  tests. 


Z2S 

78 

2-35 

— 

2-S 

2S.65 

2.S5 

6-112.65 

3.0s 

_ 

1-95 

— 

1. 85 

51.2 

2.0s 

— 

1.95 

— 

1.6 

44.7^5-9 

"  — 

r 

~ 

_^ 

,4- 

p 

— 

— 

— 

— 

n 

-^ 

- 

- 

vt  = 

~ 

~ 

K5 

w 

= 

- 

- 

^ 

= 

= 

-J 

■ 

M 

... 

~. 

.^.., 

imrt 

~" 

„. 

p 

ur 

t 

n 

' — 

-•L 

- 

[^ 

( 

^ 

— 

J. 

— 

— 

: 

II.  Internal  Resistance.     Tvpe  2;  M.— For  mean  current, 
.0036  ohm. 

Type  15  M._For  mean  current,  .0064  ohm. 
Type  ii  p. — For  mean  current,  .0085  ohm. 
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III.  Durability,     As  far   as  can    be  seen,  the  cells  are  in 
excellent  condition,  and  no  signs  of  deterioration  are  as  yet 
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evident.  The  cell  15  M,  whose  normal  discharge  rate  is  20-25 
amperes,  was  short-circuited  a  number  of  times  through  about 
four  feet  of  No.  8  copper  wire,  its  resistance  being  about  .0028 
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ohm.  (Fig.  196.)  The  discharge  rate  in  the  cell  was  very 
high,  being  more  than  250  amperes  ;  the  cell,  however,  seems 
to  have  suffered  nothing  by  the  treatment.  The  plates  have 
not  "  buckled,*'  nor  have  we  found  parts  of  the  active  material 
iorced  out  from  the  pores." 
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IV.  Efficiency. — "  The  values  of  the  efficiency  vary  with  the 
rate  of  charge  and  discharge.  For  the  normal  rates  of  dis- 
charge the  efficiency  of  the  different  types  of  cell  examined  is 
between  75  and  80  per  cent  In  some  cases  the  values  are 
low ;  this  is  due  to  the  cell  having  been  previously  run  down 
below  the  ordinary  limit.*' 


Calculating  Storage-battery  Plants. 

The  following  diagram  (Fig.  197)  gives  a  convenient  short 
cut  to  computing  the  number  of  accumulators  necessary  to 
run  any  given  number  of  incandescent  lamps.  It  has  been 
devised  by  the  Consolidated  Electric  Storage  Company  with 
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Special  reference  to  a  standard  type  of  cell  (S  17),  which  has  a 
nominal  capacity  of  180  ampere-hours  at  a  lo-ampere  dischai^e 
rate.     Its  maximum  rate  of  charge   is   15  amperes;  its  maxi* 


mum  rate  of  discharge,  20  amperes.  It  occupies  floor-space 
7X8  inclics,  is  10  inches  high,  and  weighs,  complete,  42 
pounds  in  a  glass  jar  or  35  pounds  in  a  lighter  rubber  jar. 
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[The  tables  give  a  rough  approximation  to  the  number  of 
bcumulators  required,  whatever  the  make,  provided  the  type 
is  equivalent  to  the  one  just  described.  The  upper  half  of  tlie 
diagram  enables  one  to  tell  at  a  glance  the  number  of  accumu- 
lators rtquired  to  operate  any  number  of  lamps  up  to  200  any 
number  of  hours  from  one  to  twelve.  For  example  :  Suppose 
we  want  to  run  120  lamps  nine  hours  per  night.  Glance  along 
the  list  of  hours  and  follow  the  circle  marked  "g"  around  until 
it  cuts  the  radius  corresponding  to  the  number  of  lamps;  we 
see  that  180  accumulators  are  required.  But  how  shall  they 
be  arranged?  This  evidently  depends  on  the  voltage  of  the 
lamp.  A  55-volt  lamp  would  require  only  half  as  many  accu- 
mulators in  series  as  a  no-volt  lamp.  The  lower  half  of  the 
diagram.  No.  2,  gives  an  instantaneous  means  for  ascertaining 
this.  It  shows  the  number  of  series  which  must  be  placed  in 
parallel  to  make  up  the  total  number  of  accumulators.  Vox 
example:  Suppose  the  120  lamps  just  mentioned  were  to  be 
I  lo-voli  lamps.  Follow  the  voltage  circle  corresponding  to  1 10 
around  until  it  cuts  the  radius  corresponding  to  I20  lamps,  and 
we  find  figure  3.  This  means  that  we  are  to  have  three  series 
of  accumulators  in  parallel,  and  since  180  cells  were  required 
in  all  we  shall  have  60  accumulators  in  series,  and  three  such 
series  coupled  in  parallel. 

It  should  be  understood  that  in  case  No.  2  of  the  diagram 
should  give  a  number  of  series  which  does  not  contain  the 
integral  a  number  of  times  in  the  total  number  of  accumulators, 
euough  should  be  added  to  fill  the  requisite  number  of  series 
up  to  the  even  amount.  In  other  words,  if  there  should  be  a 
remainder  on  dividing,  enough  accumulators  should  be  added 
to  bring  this  remainder  up  to  the  same  amount  as  the  other 
series. 

»  Indicator  for  Accumulators. — One  of  the  indications  by 
ich  the  condition  of  the  secondary  cell  can  be  determined 
(hat  of  the  density  or  specific  gravity  of  the  electrolyte, 
which  varies  with  the  charge  of  the  cell.  An  ingenious  appa- 
r.itus  has  been  devised  for  this  purpose  by  Mr.  J.  S.  Sellon, 
idition  of  the  cell  is  shown  at  all  times. 
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Figs.  198  and  199  show  the  apparatus  in  section  and  in 
elevation,  ^  is  a  platinum  or  glass  bulb  or  float  which  is  in 
the  cell.  Attached  to  this  is  a  fine  wire  of  glass  or  of  platinum, 
to  which  is  joined  a  silk  thread.     This  silk  thread  passes  over 


wheel  B.  ending  with  a  cup.  C,  adjusted  to  the  desired  weight. 
This  arrangement  is  similar  to  the  action  of  a  wheel  barometer. 
Under  ordinary  conditions  of  working,  lo  degrees  of 
density  maj'  be  taken  as  rejirescnting  ico  ampere-hours,  which 
givi;s  considerable  motion   to  the  bulb  or' float.      It  is  obvious 
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that  the  wheel  B  can  be  made  of  such  a  size  as  to  give  large 
or  small  readings. 

Fig.  200  shows  an  automatic  current  manipulator  or  charg- 
ing switch,  whereby  any  number  of  sets  of  cells  may  be  brought 
in  or  cut  out  of  the  charging  circuit,  through  the  rise  and  fall 


of  the  density  of  the  electrolyte.  A  is  an  acidometer  hydrom- 
eter, the  motion  up  and  down  of  which  causes  wires  i  and  2 
to  make  contact  with  the  mercury  in  cups  B  and  CC.  On  the 
fall  of  the  acidometer  through  the  discharge  of  the  cell,  con- 
tact is  made  by  wire  2  2  with  mercury  cups  CC;  this  connects 
up  one  or  two  cells  with  magnet  D.  This  magnet,  by  attract- 
ing its  keeper,  E,  opens  the  circuit  at  F F F\  this  causes  the 
charging  current,  if  acting,  to  pass  through  the  wire  of  solenoid 
H,  which,  by  attracting  its  core,  /,  switches  in  resistance,  short- 
circuits  the  same,  and  finally  connects  up  the  cells  with  the 
charging  main.  Contact  springs, //,  break  the  connection  of 
magnets  D  and  M,  opening  the  one  which  has  operated,  clos- 
ing the  other  ready  for  the  next  operation.  This  prevents 
waste  of  current  which  would  take  place,  as  the  contacts  at  i 
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and  B  and  2  and  C  remain  closed  until  an  alteraticm  of  tiie 
specific  gravity  occurs. 

The  opposite  action  takes  place  on  completion  of  duiging 
contacts  being  made  at  wires  i  i  with  mercury  cup  B.  This 
actuates  magnet  M^  which,  by  attracting  its  keeper,  N^  causes 
the  end  of  the  keeper  E  to  spring  in  and  lock  at  FFF,  thereby 
short-circuiting  solenoid  /f,  which  releases  its  core,  /,  spring  K 
in  dash-pot  L^  switching  in  resistance,  connecting  up,  and 
thereby  disconnecting  the  set  of  cells  from  the  charging  main. 

By  this  arrangement  sets  of  accumulators  can  be  readily 
switched  in  and  out  of  the  charging  circuit  at  any  desired  point 
of  charge  or  discharge. 


WEIGHTS  OF  CELLS  RESPECTIVELY  CORRESPONDING  TO  THE 
POWER  OF  1  H.  P.  AND  TO  THE  WORK  OF  1  HORSE-POWER 
HOUR.    (REYNIER.) 


Type  of  CeU. 


Weight  cor- 
responding to 
the  power  of  i 
horse-power. 

kilograms. 


Plants    spiral    pattern,  very  well 

formed •    200 

Voltameter  regulator,  Plant6   pat- 
tern, Ville  de  Paris  model no 

Reynier  light  plate  pattern 208 

Denis  Monnier  lighting. 525 

Faure,  1881 540 

Faure-Sellon-Volckmar  lighting 408 

"  «*  "  tramcar....  260 
Faure-Sellon-Volckmar     e  x  p  e  r  i- 

mental 200 

Fitzgerald 200 

Reynier  lead  zinc 163 

C.  D.  B.  potash  zincate  (laboratory 

experiment) 204 

C.  D.  B.  potash  zincate  (individual 

experiment) 170 


Weight  cor- 
responding to 
the  work  of  i 

horse-power. 

kilograms. 
180 

180 

63 

85 
108 

62 

43 

25-5 

31.5 
80 

23.8 
37 
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WEIGHT  PER  HORSE-POWER   HOUR  CAPACITY  OF  VARIOUS 

SECONDARY   CELLS. 


Name  of  Cell. 


Plants 

Faure < 

•'    (old  model) 

'*    (new  model) 

E.  P.  S.  L  plates V 

S       "     \ 

n  (  Zinc,  DOS 

Reynier  ^  p,,„\J'fon„. . . 

Lithanode  (old  form). . . . 
("  Union"  cell) 


Blements  only. 

Cell  complete. 

Lbs. 

KilM. 

Lbs. 

Kilos. 

„„^ 

,^_ 

396 

180 

88 

40 

165 

75 

— 

— 

198 

90 

— 

— 

134 

61 

— 

— 

133 

60.4 

— 

— 

no 

50 

66 

30 

135 

61.3 

50.6 

23 

117. 5 

53  4 

105 

47.6 

— 

— 

42 

19. 1 

76 

34.5 

42 

19 

70 

31.5 

Authority. 


Reynier 

Faure 

Sir  W.  Thomson 

j-  Reynier 

Prospectus 
Reckenzaun 
Fitzgerald 
R.  Tamine 

Fitzgerald 
G.  Forbes 
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Name  of  CtU. 


Plant<^ 

Faure 

E.  P.  S.  L  plates 

R      "      

£.  P.  S.  S,  nominal  22- 
Ib.  cell 

Elwell-Parkcr  (old  form). 

Lithanode  battery  (old 
form). .    

Lithanode  battery  ("  Un- 
ion" cell). . .' 


Per  Pound  of  Pb. 


Foot-pound  t. 


12,000 
18,000 
48,000  (?) 
36,080 

31.800 
6,633 

39.728 

47,170 


Watt- 
houts. 


4-52 

6.78 
i8.09(?) 
13-6 

12 
2.5 

15 
17.8 


Per  Kilo  of  Pb. 


Kilogram- 
metres. 


3.664 

5.495 
14,600  (?) 

11,010 

9.540 
2,018 

12,110 
14.671 


Watt- 
hours. 


10 

15 
39-8(?) 


26 

5-5 


33 
39.16 


Authority. 


Howard 
Hospitalier 

Fitzgerald 
Prospectus 

Fitzgerald 

G.  Forbes 
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CHAPTER  XXIV. 
VARIOUS  SOURCES  OF  ELECTRICITY. 

Production  of  Electricity  by  Pressure. — Certain  mineral 
substances  possess  the  property  of  becoming  electric  to  a  simple 
pressure  between  the  fingers.  Hauy  (i8i6)  placed  the  bodies 
upon  which  he  wished  to  experiment  on  a  piece  of  marble, 
with  their  rubbed  faces  underneath.  He  took  them,  from 
time  to  time,  with  his  fingers  or  with  a  pincers,  and  presented 
them  to  the  needle  of  his  apparatus.  He  obtained  the  follow- 
ing  results: 

The  cut  topaz  of  the  clear,  Brazilian  variety  conserved  its 
electricity  for  32  hours.  The  electric  state  of  hyaline  co- 
rundum, emerald,  spinel,  and  other  stones  used  as  gems  lasted 
from  5  to  6  hours,  but  terminated  in  the  cases  of  diamond  and 
rock  crystal  after  15  or  20  minutes.  Colored  glass  has  vcMy 
little  power  for  retaining  its  electric  condition.  Thr  prcHsnir 
of  a  metallic  disk  against  a  piece  of  taffeta  coatrd  with  i'la»iic 
resin  develops  electridty ;  the  disk  bccomin^j  ni*^;;t!ivc  ly 
charged.  If,  however,  the  disk  is  also  rubbfd  while  iindt  r 
pressure,  it  takes  positive  electricity  (lAhrH^ 

Quartz  also  possesses  this  property,  and  th<'  fhuf  liinaiy, 
horizontal  axes  are  the  directions  in  which  thr  chctili  nhini 
festations  are  maxima.  If  a  crystal  br  i  cMnprthhcd  in  t  In- 
direction of  one  of  its  horizontal  uxn^,  tin*  hitif  on  whiih  the 
hemihedral  faces  are  found  brcionit^s  pohitjvtiy  i  hcii^td  hy 
pressure  and  negatively  by  tract jrjn.  Tin-  ilinitimj  of  the 
disengagement  of  the  clcctiicity  in  Uu\ti\)c\u\c\\\  ot  the  direc- 
tion of  rotatory  power,    Th<:  <|iiiintity  of  elect riiity  produced 
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by  quartz  under  a  pressure  of  I  kg.  exerted  in  the  direction  of 
a  binary  axis  is  equal  to  0.068  C  G.  S.  electrostatic  units. 
It  is  capable  of  raising  a  sphere  of  16.8  cm.  diameter  to  the 
potential  of  a  Daniell  couple. 

Zazareff^s  Pressure  Cell. — The  production  of  electricity  in 
this  cell  is  due  to  the  passage  of  a  glycerine  solution  under 
pressure  through  a  mixture  of  coke  and  anthracite. 

Electricity  produced  by  Vibrations. — By  vibrating  a  wire 
formed  of  two  consecutive  parts,  one  of  brass  and  the  other  of 
iron,  a  feeble  current  is  obtained,  according  to  Sullivan,  which 
ceases  with  vibration.  With  a  bar  of  antimony  soldered  to 
a  bar  of  bismuth  the  effect  is  much  more  pronounced.  It 
suffices  simply  to  set  the  bar  in  vibration  and  to  strike  it  with 
a  piece  of  iron.  A  current  is  also  obtained  by  vibrating  a 
bar  of  iron  of  which  one  portion  is  hard  and  crystallized  and 
the  other  soft  and  fibrous.  If  an  ordinary  tuning-fork  or  any 
body  emitting  sonorous  vibrations  be  placed  in  contact  with  a 
thermopile  connected  to  a  very  sensitive  galvanometer,  the 
needle  will  be  deflected  (Dolbear,  1874). 

Electrostatic  Polarity  by  Vibrations  (Volpicelli.) — When 
nxls  of  glass,  gum-lac,  or  sulphur  are  slid  to  and  fro  in  one 
or  more  metal  rings,  insulated  or  not,  it  is  found  that  the  rods 
present  at  their  ends  contrary  electricities  separated  by  a 
nciitnil  line.  The  extremity  thus  in  advance  during  the  sliding 
is  positive  with  glass  or  negative  with  the  resins  or  sulphur. 

Electric  Currents  obtained  by  the  Bending  of  Metals 
(\'olpicclli,  1872).— The  least  flexure  produced  in  an  elongated 
))ii'vx*  of  metal  produces  an  electric  current  when  the  metal 
lorins  part  of  a  closed  conducting  circuit.  This  current  is 
ohi.iitKHl  with  all  metals,  even  with  those  totally  inelastic; 
«.iu  h,  for  example,  as  lead.  Of  the  metals  examined,  copper 
;;i\rs  llic  stion^^cst  Current.  If  the  bending  be  done  by  separat- 
ing; one  from  the  other  the  two  ends  of  the  elongated  piece  of 
ini't.il.  a  cuntMit  is  obtained  in  the  opposite  direction  to  that 
winch  i^  manifoslod  when  the  same  ends  are  brought  together, 
i'lu'so  cunrnts.  while  opposite  in  direction,  are  equal  in  inten- 
sity,    \\>lpicolli  calls  the  first  **  current  of  opening,**  and  the 
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second  "  current  of  closing.'*  Equal  elongated  pieces  of  metal 
superposed  one  on  the  other  produce  a  flexure  current  less 
intense  than  that  which  is  yielded  by  a  single  piece  of  metal. 
Other  things  being  equal,  by  increasing  the  number  of  folds  in 
the  elongated  piece  the  intensity  of  the  flexure  current  is 
diminished,  so  that  maximum  intensity  is  obtained  when  there 
are  no  folds.  An  elongated  piece  formed  of  different  metals 
soldered  together,  other  things  being  equal,  produces  a  flexure 
current  less  intense  than  that  which  is  yielded  by  the  same 
length  formed  of  a  single  metal.  By  connecting  together  the 
terminals  of  a  galvanometer,  no  matter  how  short  they  may 
be,  and  then  subjecting  them  to  the  least  flexure,  a  perceptible 
deviation  of  the  needle  is  obtained.  It  follows,  therefore,  in 
using  such  instruments,  especially  delicate  ones,  that  the  ter. 
minals  should  not  be  subjected  to  any  bending. 

Electricity  produced  by  Cleavage. — When  a  body  which 
is  a  bad  conductor  of  electricity,  such  as  mica,  is  cloven,  it  is 
found  that  each  of  the  separate  faces  possesses  an  excess  of 
contrary  electricity,  the  intensity  of  which  is  greater  in  propor- 
tion to  the  rapidity  of  separation.  When  a  crystal  which  is  a 
conductor  of  electricity,  such  as  galena  or  pyrites,  is  cloven,  no 
sign  of  electricity  is  manifest. 

Electricity  produced  by  Destruction  of  Molecular  At- 
traction between  two  Heterogeneous  Substances.— If  fused 
sulphur  be  poured  into  a  conical  glass  previously  warmed,  and 
if  there  be  immersed  therein,  before  cooling,  a  glass  tube  for 
the  purpose  of  drawing  the  sulphur  from  the  glass  receiver,  it 
is  found  that  when  the  cone  of  sulphur  is  withdrawn  after 
solidification,  the  glass  possesses  an  excess  of  negative,  and  the 
sulphur  an  excess  of  positive,  electricity.  Mercurous  chloride, 
sublimated  and  condensed  in  the  neck  of  a  glass  retort,  also 
becomes  electrified  when  mechanically  separated  (Wilke). 

Electricity  produced  by  the  Friction  of  a  Solid  and  a 
Liquid. — ^AU  inoxidizable  bodies  become  negatively  electrified 
on  movement,  whether  they  ^e  in  contact  with  distilled  water  or 
other  more  conducting  liquids.    If  powdered  carbon  be  mixed 
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with  the  water,  the  plate  which  is  moved  takes  positive  elec- 
tricity (E.  Becquerel). 

Electricity  produced  by  the  Friction  of  certain  badly- 
conducting:  Bodies  against  Mercury. — According  to  Bet- 
querel,  electricity  may  be  produced  by  friction  against  mercurj- 
by  plunging  therein,  while  dry,  bodies  either  suddenly  o; 
slowly,  or  even  by  immersing  them  in  mercury  and  allowing 
them  to  remain  there  for  some  time.  The  production  of  elec- 
tricity takes  place  between  certain  limits  of  temperature  which 
vary  for  every  body.  Thus,  amber  begins  to  become  electric 
from  11°  C;  Spanish  wax  from  15":  glass  from  20°:  the 
temperature  of  the  mercury  being  the  same  as  that  of  the 
introduced  bodies,  A  high  temperature,  like  a  low  one. 
prevents  bodies  from  becoming  electrolyzed  by  friction  against 
mercury  and  the  bodies  immersed  therein.  The  latter  be- 
comes electric.  There  are,  however,  exceptions  to  this.  Thus, 
glass  heated  to  100°  is  not  electric  when  plunged  in  mercury 
at  15°  :  and  the  same  is  true  on  operating  inversely. 

Paper,  wool,  cotton,  etc.,  are  very  electric  from  10"  up  to 
80°,  even  to  equality  of  temperature  with  the  mercury. 

Buff  (i860)  has  found  that  writing-paper, white  and  flexible, 
becomes  negative  by  friction  with  zinc  and  copper,  and  ren- 
ders the  surface  of  the  metal  positive.  With  platinum  it 
becomes  positive,  and  the  platinum  is  chained  with  negative 
electricity. 

Electricity  produced  by  the  Motion  of  Liquids  through 
Capillary  Spaces  (Quincke,  1859). — As  soon  as  the  flow  be- 
gins, an  electric  current  is  generated,  the  direction  of  which 
is  the  same  as  that  of  the  liquid  which  traverses  the  porous 
medium,  and  which  ceases  when  the  liquid  level  is  reestab- 
lished. At  the  moment  that  the  water  ceases  to  pass,  an 
instantaneous  and  opposite  current  is  produced  due  to  the 
polarization  of  the  electrodes.  The  effects  are  the  same  when 
fresh-baked  clay,  silk,  canvas,  ivory,  etc.,  are  substituted. 

By  adding  to  the  water  a  small  quantity  of  acid  or  alkali, 
or  of  a  saline  solution,  the  current  diminishes  and  ends  by 
almost   disappearing.     On   the   other   hand,  the   addition  of 
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alcohol  or  soap  increases  the  intensity.  The  direction  of  the 
current  is  independent  of  the  nature  of  the  liquid  employed. 

The  quantity  of  water  transported  and  the  intensity  of  the 
current  are  proportional  to  the  pressure  which  produced  the 
flow  of  water. 

Neither  the  thickness  nor  the  section  of  the  porous  medium 
changes  the  magnitude  of  the  electromotive  force. 

With  distilled  water  the  E.  M.  F.  is  about  0.3  volt  for  a 
pressure  of  one  atmosphere. 

Quincke  has  found  it  advantageous  to  replace  the  porous 
earth  with  a  diaphragm  of  flowers  of  sulphur ;  under  which 
conditions  a  current  may  be  recognized  even  when  very  weak 
pressures  are  employed. 

The  following  table  shows  the  values  determined  for  the 
E.  M.  F.'s,  that  of  the  Daniell  element  being  taken  as  100. 

Substances.  E.  M.  F.'s. 

Sulphur 977 

Quartz  sand 620 

Gum  lac 330 

Silk ^ 1 1.5 

Terra  cotta 36 

Asbestos 22 

Porcelain 20 

Ivory 3 

Animal  membrane 1.5 

The  E.  M.  F.'s  which  are  obtained  with  sulphur  and  sand 
are,  as  apparent,  very  considerable  ;  but  the  low  intensity  of 
the  currents  observed  is  due  to  the  high  resistance  of  distilled 
water. 

Electricity  produced  by  the  Flow  of  Liquids  under  High 
Pressure  in  Capillary  Tubes  (Krouchkoll,  1885).— When  a 
conducting  liquid  is  driven  through  a  metallic  capillary  tube 
under  a  pressure  below  15  atmospheres,  no  production  of  elec- 
tricity is  observed  ;  but  when  the  pressure  is  increased,  the 
production  of  electricity  becomes  perceptible. 
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With  platinum  under  pressures  varying  from  zero  to  200 
atmospheres,  an  E.  M.  F.  of  from  zero  to  0.06  volt  is  observed. 

With  copper,  an  E.  M.  F.  from  o  to  0.063  volt  has  been  noted 
under  pressures  included  between  zero  and  250  atmospheres. 

The  E.  M.  F.  produced  under  these  conditions  between  the 
tube  and  the  plate  is  analogous  to  the  E.  M.  F.  of  polarization. 
It  does  not  appear  when  a  solution  of  the  salt  of  the  metal 
which  forms  the  tube  is  driven  through  the  latter.  Thus,  a 
solution  of  copper  sulphate  produces  no  effect  in  a  copper 
tube,  whatever  may  be  the  pressure  under  which  the  liquid 
flows.  The  same  is  true  of  a  solution  of  zinc  sulphate  travers- 
ing a  zinc  tube. 

Development  of  Electricity  in  the  Filtration  of  Mercury 
(J.  Dechant,  1884). — Pfaundler*s  apparatus  consists  of  an  iron 
tube  45  cm.  in  length,  provided  at  its  upper  surface  with  a  glass 
funnel,  and  closed  at  its  lower  end  with  a  piece  of  chamois 
skin  which  serves  as  the  filtering  medium.  When  mercur>^  is 
driven  through  the  chamois,  it  becomes  positively  electrified. 
By  using  different  skins  of  more  or  less  porosity,  Dechant  has 
observed  that  the  quantities  of  electricity  developed  increase 
with  the  fineness  of  the  skin. 

Production  of  Electricity  based  on  Capillarity. — The 
below-described  apparatus,  devised  by  Dcbrun  (1880),  is  based 
on  the  following  principle,  discovered  by  Lippmann : 

If,  by  mechanical  means,  the  surface  of  mercury  is  deformed, 
a  production  of  electricity  is  caused  which  tends  to  stop  the 
movement  of  the  mercury. 

Mercury  is  made  to  flow  through  a  capillary  tube,  drop  by 
drop,  and  a  supply  of  acidulated  water  is  arranged  so  that  the 
liquid  is  interposed  between  each  globule  of  mercury.  The 
n^ercLiry  drops  which  form  the  first  and  last  of  the  series  arc 
connected  with  platinum  wires  to  serve  as  terminals.  The 
tube  is  2.5  mm.  in  diameter  at  its  upper  portion  and  i  mm.  in 
diameter  at  its  lower  portion.  It  is  30  cm.  in  length  and  con- 
tains not  less  than  20  or  more  than  35  mercury  globules. 
E  M.  F..  equals  1.4  volts. 
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Production  of  Electricity  by  Water-jets.— Elster  has 
observed  that  if  a  jet  of  water  is  directed  against  a  non-con- 
ducting body,  the  resulting  friction  may  develop  an  E.  M.  F. 
like  that  which  is  produced  by  the  flow  of  water  or  other  liquids 
through  capillary  tubes. 

According  to  Edlund,  an  electric  current  is  also  obtainable 
through  the  friction  of  two  water-jets  upon  one  another. 

Production  of  Electricity  by  Watery  Vapor  or  Steam. 
— W.  Patterson  (1840)  observed  that  when  the  finger  was  gently 
approached  to  the  lever  of  a  steam-valve  while  the  jet  of  steam 
was  directed  against  the  other  hand,  a  spark  appeared  between 
the  finger  and  the  lever.  This  occurred  whenever  the  finger 
was  brought  near  any  part  of  the  boiler,  so  long  as  the  escap- 
ing steam  therefrom  met  some  portion  of  the  body. 

Armstrong's  machine  (1841),  which  is  based  on  this  prin- 
ciple, consists  of  an  insulated  boiler  having  a  stuffing-box  filled 
with  packing  wet  with  cold  water,  on  which  are  fixed  cylinders 
of  box-wood  from  which  the  steam  escapes.  The  electricity  is 
collected  by  presenting  to  the  steam-jet  a  metal  comb  sup- 
ported on  a  glass  column. 

The  steam  pressure  used  is  from  8  to  10  atmospheres,  and 
the  electricity  seems  to  be  due  to  the  friction  of  the  water- 
drops,  inasmuch  as  dry  steam  gives  no  current.  Neither  is 
there  any  production  of  electricity  unless  the  water  is  pure  ; 
the  presence  of  a  small  quantity  of  salt  or  acid  being  an  ob- 
stacle. The  steam  is  charged  with  positive  electricity,  while 
the  boiler  is  negatively  electrified.  If  turpentine  be  added  to 
the  water,  inverse  electric  effects  are  obtained ;  that  is  to  say, 
the  steam  is  negative. 

Production  of  Electricity  by  Friction  of  Carbonic  Acid. 
— In  producing  carbonic  acid  in  the  form  of  snow,  according 
to  the  experiment  of  Cailletet,  Ducretet  has  found  that  if  a 
new  apparatus  made  of  ebonite  be  used,  the  particles  of  car- 
bonic acid  striking  against  its  sides  disengage  a  quantity  of 
electricity  sufficient  to  produce  a  continued  jet  of  sparks  more 
than  I  cm.  in  length,  which  pass  between  the  metallic  mount- 
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ing  tube  and  the  nozzle  fixed  on  the  receiver  containing  the 
carbonic  acid. 

Production  of  Electricity  by  Friction  of  Air. — A  current 
of  moist  air,  under  certain  pressure,  produces  electricity  by  its 
friction  against  the  sides  of  a  tube.  This  is  not  true  of  dry 
air.  When  dry  powders  are  mixed  with  the  air,  there  is  a^soa 
production  of  electricity,  the  nature  of  which  depends  upon 
the  character  of  the  powders  (Faraday). 

When  air  is  allowed  to  escape  from  a  receiver  in  which  it 
has  been  compressed,  the  latter  is  electrified  negatively ;  in 
certain  cases,  however,  it  may  also  become  positively  electri- 
fied. With  perfectly  dry  air,  there  is  no  production  of  elec- 
tricity (Armstrong). 

Current  produced  by  the  Movement  of  a  Metal  in  a 
Liquid  (Krouchkoll,  1883). — The  current  produced  by  immer- 
sion is  in  opposite  direction  to  that  which  produces  the  move- 
ment ;  the  current  of  emersion  is  in  the  same  direction  as  the 
current  of  movement. 

Thus,  when  a  platinum  wire,  thoroughly  depolarized,  is 
plunged  in  acidulated  water,  the  wire  becomes  electrified  posi- 
tively at  the  moment  of  immersion ;  it  becomes  negative  dur- 
ing its  movement  in  the  liquid,  and  again  becomes  negative  at 
the  instant  when  it  is  withdrawn  from  the  liquid. 

The  same  platinum  wire  is  electrified  negatively  at  the  in- 
stant when  it  is  plunged  into  water  containing  a  solution  of 
sodium  chloride  (^)  ;  it  becomes  positive  during  its  movement 
in  the  liquid,  and  again  becomes  positive  at  the  moment  when 
it  is  withdrawn.  The  same  effects  are  obtained  with  pure 
gold. 

A  silver  wire,  freshly  amalgamated,  gives  in  acidulated 
water  the  same  effects,  in  point  of  direction  of  current,  as 
platinum  and  gold,  but  with  greater  intensity. 

In  salt  water  amalgamated  silver  acts  as  in  acidulated 
water,  contrariwise  to  the  behavior  of  platinum  and  gold. 

The  E.  M.  F.  produced  by  movement  is  analogous  to  the 
E.  M.  F.  of  polarization.  It  is  immediately  destroyed  in  solu- 
tions of  salts  of  the  same  metals  as  those  used.     Thus,  electro- 
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lytic  zinc  gives  no  movement  of  the  current  in  a  slightly  con- 
<:entrated  solution  of  zinc  sulphate.  In  a  dilute  solution  of 
the  same  salt  the  effects  are  very  weak,  and  depolarization  sets 
in  as  soon  as  the  metal  is  left  at  rest.  The  same  is  true  for 
platinum  in  platinum  chloride,  copper  in  a  salt  of  coppe»-,  and 
silver  in  silver  nitrate. 

Electric  Currents  produced  by  the  Successive  Immer- 
sion of  two  Mercury  Electrodes  in  a  Liquid. — Quincke 
(1874)  has  reached  the  following  results : 

1.  If  two  mercury  electrodes  connecting  with  a  galvan- 
ometer are  plunged  successively  in  an  indifferent  conducting 
liquid  (water,  alcohol,  glycerine,  saHne  solutions,  hydrochloric 
acid,  etc.),  an  electric  current  is  observed  which  travels  from 
the  freshly-moistened  electrode  to  that  which  has  been  wet 
<or  some  time. 

2.  The  intensity  of  the  current  decreases  in  proportion  as 
the  resistance  of  the  liquid  column  which  separates  the  two 
electrodes  augments. 

3.  The  E.  M.  F.  developed  varies  according  to  the  nature 
and  concentration  of  the  different  liquids.  It  diminishes  when 
the  concentration  of  the  sahne  solution  augments,  and  may 
reach  0.06,  the  E.  M.  F.  of  a  Daniell  element. 

4.  This  E.  M.  F.  is  greater  as  the  contact  is  quicker  between 
the  liquid  and  the  electrode  last  immersed  therein.  It  thus 
tends  towards  a  maximum  which  is  very  quickly  reached  with 
viscous  liquids,  such  as  glycerine. 

5.  The  E.  M.  F.  produced  does  not  depend  absolutely  on 
the  magnitude  of  the  constant  of  capillarity  of  the  contact 
surface  between  the  mercury  and  the  surrounding  liquid. 

6.  The  origin  of  these  currents  is  probably  due  to  a  modi- 
fication in  its  molecular  state  (concentration)  which  the  liquid 
gradually  undergoes  at  its  plane  of  contact  with  the  mercury. 

7.  By  successive  immersion  of  two  solid  metal  electrodes 
in  water  or  other  liquids  there  is  also  produced  an  electric 
current  with  mercury,  and  for  the  same  reason. 

8.  Currents  produced  by  the  successive  immersion  of  two 
mercury  electrodes  in  sulphuric  acid,  nitric  acid,  etc.,  are  due 
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to  the  bodies  developed  by  the  chemical  action  produced  on 
the  mercury.  They  are  therefore  secondary  phenomena  or 
polarization  currents. 

Production  of  Electricity  by  Contact  of  two  Metals.— 

Thomson  arranges  a  copper  funnel  in  proximity  to  a  zinc 
cylinder,  so  that  the  end  of  the  funnel  will  be  located  at  a 
point  at  about  the  middle  of  the  height  of  the  cylinder. 
Copper  filings  are  poured  into  the  funnel  and  allowed  to  escape 
so  that  they  flow  past  the  cylinder  surface  without  touching 
it. 

It  is  found  that  at  the  place  of  contact  of  the  copper  and 
the  zinc  a  difference  of  potential  is  produced,  the  copper  being 
at  a  lower  potential  than  the  zinc. 

Electricity  produced  between  the  Surfaces  of  Mercury, 
and  Movements  produced  in  Mercury  by  Deoxidation  of 
that  Metal. — In  1809  Ermann  discovered  that  a  globule  of 
mercury  in  a  tube  of  small  diameter  placed  in  contact  with  an 
electrolytic  liquid  became  displaced  when  a  current  traversed 
the  apparatus. 

Lippmann  attributed  the  electricity  generated  at  a  mercury 
surface  in  contact  with  acidulated  water  to  a  change  in  the 
capillary  constant. 

According  to  R.  Sabine,  this  electricity  may  be  explained 
by  different  states  of  oxidation  of  the  ascending  and  descend- 
ing surface. 

Thus,  electricity  disengaged  between  surfaces  of  pure  mer- 
cury which  arc  not  submitted  to  the  action  of  hydrogen  is  due 
to  different  conditions  of  oxidation. 

The  movements  observed  in  mercury  electrodes  under 
water  or  under  dilute  sulphuric  acid  are  attributable  to  dis- 
placements of  the  surface  corresponding  to  different  atomic 
volumes  of  the  metal  and  of  its  oxide.  The  author  believes 
that  capillary  attraction  is  not  an  electric  phenomenon. 

Production  of  Electricity  on  Contact  of  Different 
Metals. — According  to  Exner  (1880),  the  developing  cause 
(loc>  not  reside  in  the  contact  itself,  but  on  the  chemical 
influences  exerted  on  the  metals  by  the  surrounding  medium. 
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On  theoretical  considerations,  he  reaches  the  following  con- 
clusion, namely  \  \{  hy  A  the  calorific  equivalent  of  i  Daniell 
be  represented,  and  if  by  B  be  represented  the  heat  of  oxida- 
tion of  zinc,  for  example,  (referred  to  its  atomic  weight,)  the 
difference  of  potential  between   the  zinc  and  an  inoxidizable 

metal  (platinum)  in  air  will  be  equal  to  — -. 

If  the  metal  connected  to  the  zinc  is  itself  oxidized  by  air, 
the  difference  of  potential  between  the  two  metals  will  always 
be  measured  by  half  the  difference  of  their  heats  of  combus- 
tion. 

The  following  results  have  been  obtained,  taking  the 
Daniell  element  as  unity: 

E.  M.  F.  developed  by  E.  M.  F. 

the  contact  of  two  calculated  by 

metals  determined  ,^^^  ,^   B^ 
by  experiment.  ^A 

Zn,  Pt 0.881  0.879 

Cu,  Pt 0.367  0.383 

Fe,  Pt 0.704  0.701 

Aq,  Pt 0.083  0.062 

Electromotive  Forces  developed  at  the  Contact  of 
Metals  and  Inactive  Liquids  (Gaugain,  1872). —  i.  A  plate 
of  dry  platinum  plunged  in  distilled  water  is  negative  with  rela- 
tion to  a  second  plate  already  in  the  water. 

2.  A  plate  that  is  dry  and  hardened  by  rubbing  is  negative 
to  another  plate  which  is  dry  but  softened  by  annealing.  This 
may  be  considered  as  a  consequence  of  the  foregoing,  since  the 
hardened  plate  does  not  become  so  easily  wet  as  the  annealed 
plate. 

Magneto-chemical  Cell.  —  Balsamo  (1867)  placed  two 
magnetized  bars  of  like  surface  and  weight  in  a  solution  of 
oxalic  acid,  one  having  its  N.  pole  immersed  and  the  other  its 
S.  pole.  The  first  acted  like  the  zinc,  the  second  like  the 
copper  electrode  in  the  ordinary  voltaic  cell,  and  a  current  was 
produced. 
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Disengagement  of  Electricity  on  Contact  of  Gases  and 
of  Incandescent  Bodies  (J.  Elster  and  H.  Geitel,  1883).— 
When  air,  or  any  other  gas,  is  passed  over  incandescent 
platinum,  the  gas  becomes  charged  with  positive  electricity 
and  the  platinum  becomes  negative. 

The  current  produced  may  have  an  E.  M.  F.  of  0.95  volt,  and 
is  more  intense  as  the  incandescence  is  higher.  Below  redness 
there  is  no  current. 

If  dry  air  be  replaced  by  moist  air,  by  carbonic  acid,  by 
oxygen,  or  by  illuminating  gas,  the  polarity  of  the  disengaged 
electricity  does  not  change,  and  even  the  potential  difference 
remains  constant  and  independent  of  the  nature  of  the  gas 
employed. 

The  nature  of  the  cold  electrode  is  not  material.  Only,  if, 
in  place  of  a  dry  metal,  a  plate  of  wet  metal  be  employed,  the 
difference  of  potential  which  takes  place  between  the  metal 
and  the  liquid  must  be  added  to  that  which  is  examined,  and 
will  increase  or  diminish  the  deviation  of  the  electrometer. 

If  the  metal  used  is  oxidizable,  the  E.  M.  F.  between  the 
metal  and  the  oxide  intervenes.  In  case  the  gas  employed  is 
illuminating  gas,  there  is  gradually  produced  on  the  incandes- 
cent sphere  a  uniform  deposit  of  carbon  which  diminishes  the 
observed  deviations.  The  electrometer  deviates  the  more 
rapidly  as  the  hot  gas  or  air  current  is  more  rapid.  According 
to  Elster  and  Geitel,  the  gas  electrified  at  the  contact  of  the 
incandescent  metal  just  as  the  plate  of  an  electric  machine 
electrifies  at  contact  with  the  rubbers,  and  the  cold  electrode 
takes  the  place  of  the  comb.. 

Does  the  Evaporation  of  a  Liquid  produce  Electricity? 
— S.  H.  Freeman  (1882)  has  evaporated  different  liquids — dis- 
tilled, water  alcohol,  ether,  solution  of  sea-salt,  copper  sulphate, 
etc.,  in  metallic  vessels.  No  electricity  was  recognized  by 
means  capable  of  indicating  a  difference  of  potential  of  -^ 
Danicll  cell.     L.  J.  Blake  (1883)  reached  a  like  conclusion. 

When  the  Surface  of  Water  is  electrified,  is  the  Vapor 
emitted  charged  with  like  Electricity  ? — Blake  has  strongly 
electrified  water  contained  in  a  porcelain  capsule,  using  a  bat- 
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tery  of  480  zinc-copper  elements,  one  pole  of  which  entered 
the  water,  the  other  pole  being  connected  to  earth  or  to 
the  conductor  of  an  electric  machine.  No  electric  signs  ap- 
peared either  with  pure  water,  saline  solutions,  or  mercury  at 
temperatures  up  to  100°  C. 

Is  the  Condensation  of  Watery  Vapor  a  Source  of 
Electricity? — Volta  (1799)  observed  by  means  of  his  elec- 
troscope that  the  condensation  of  watery  vapor  carried  to  the 
temperature  of  from  80°  to  88°  yielded  a  small  trace  of  elec- 
tricity. Saussiere  and  Reich  (1846),  on  condensing  watery 
vapor  while  avoiding  all  friction,  could  not  recognize  any  dis- 
engagement of  electricity.  Palmieri  (1862)  was  able  by  means 
of  a  condensing  electroscope  to  recognize  positive  electricity 
of  weak  tension  in  the  vapor  of  water  condensed  at  high  tem- 
perature above  a  platinum  vessel.  Kalischer  (1883)  resumed 
the  same  researches  with  more  modern  instruments,  and  even 
under  more  favorable  conditions  found  no  production  of  elec- 
tricity. Kalischer  remarks,  however,  that  during  his  experi- 
ment the  needle  of  the  Thomson  electrometer  did  not  rest  at 
zero,  but  moved  to  and  fro  irregularly.  Palmieri  in  1883 
reached  the  same  results  obtained  by  him  in  1862  ;  but  F. 
Magrini  (1886),  repeating  his  experiments,  concluded  that  the 
positive  electricity  observed  by  Palmieri  was  probably  fric- 
tional  electricity,  and  that  there  was  no  perceptible  disengage- 
ment of  electricity  through  the  condensation  of  the  watery 
vapor. 

Production  of  Electricity  during  Congelation  of  Water. 
— Grotthus  (1825)  noted  that  if  water  is  very  rapidly  congealed 
in  a  Leyden  jar  the  exterior  coating  of  which  is  not  insu- 
lated, a  weak  charge  of  electricity  results :  the  interior  of  the 
jar  is  positive  and  the  exterior  negative.  When  ice  is  rapidly 
melted  the  inverse  effects  are  observed,  the  exterior  of  the  jar 
then  being  positively  electrified. 

Production  of  Electricity  by  the  Occlusion  of  Hydrogen. 
— Kendall  (1884)  constructed  a  voltaic  couple  as  follows:  A 
platinum  tube  closed  at  one  end  and  forming  one  electrode 
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has  attached  to  it  a  glass  tube  which  conveys  into  it  hydrogen. 
The  platinum  tube  is  held  in  the  middle  of  an  ordinary  plati- 
num crucible  which  forms  the  other  electrode.  In  the  crucible 
various  substances  are  melted  at  a  red  heat. 

Melted  borate  of  calcium  gave  an  E.  M.  F.  of  0.34  volt, 
and  Berlin  porcelain  an  E.  M.  F.  of  0.65  volt.  A  current, 
though  weaker,  was  obtained  with  phosphoric  acid,  and  the 
chlorides  of  potassium,  sodium,  lithium,  magnesium,  calcium, 
barium,  and  strontium.  The  majority  of  oxidizing  salts  melted 
at  red  heat  gave  no  current.  The  quantity  of  electricity  pro- 
duced, variable  according  to  the  substances  employed,  is  pro- 
portional to  the  heated  surfaces,  and  increases  with  the  degree 
of  temperature.  A  couple  formed  by  a  rod  of  metal  (platinum 
or  iron,  for  example)  covered  with  melted  glass  on  which  a  plat- 
inum  plate  is  applied  being  heated  in  a  flame  yields  a  current. 
This  is  due  to  the  extraction  of  the  occluded  hydrogen  of  the 
inner  metallic  wire  by  the  oxidizing  flame  of  the  lamp  on  the 
exterior  sheet  of  platinum.  An  inverse  current  is  equally  pro- 
duc-d  afterwards  by  submitting  the  platinum  leaf  to  a  reducing 
flame,  the  hydrogen  being  anew  occluded  by  the  interior  metal. 

Production  of  Electricity  by  the  Decomposition  of  the 
Molecules    of   Combined   Water. — According    to    Pouillet 
(1827),  when  water  contains  strontia  or  other  bases  the  plati- 
num  capsule  containing  the   solution   becomes  charged  with 
an  excess  of  positive  electricity  and  the  vapor  becomes  nega- 
tive.    On  using  water  containing  ammonia  the  vessel  is  nega- 
tive, and  the  water  which  is  vaporized  with  the  ammonia  is 
positive.     If  the  water  holds  in  solution  I  per  cent  or  even  less 
of  sulphuric  acid,  the  vessel    is    negative.     With  saline  solu- 
tions there  is  likewise  a   production  of  electricity.     The  ap- 
paratus is  always  negative  whether  the  salts  be  in   a   neutral, 
a  basic,  or  an   acid  state.     The  vapor  of  water  is  constantly 
positive.     It    is  to    be    noted,  however,  that    by  evaporation 
only  of  distilled  water  no  electric  signs  are  obtained. 
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Influence  of  the  Dissolved  Substance  on  the  Sign  of  the 
Electricity  developed.    (Gaugain,  1854.) 

Charge  transmitted  by  the 
Dissolved  Substance.  Platinum  Crucible  to  the 

Electroscope. 

Potash , Strongly  positive. 

Soda 

Baryta 

Strontia " 

Lime Weakly  positive. 

Ammonia "        negative. 

Sulphuric  acid,  concentrated None. 

"  **      dilute Weakly  negative. 

Acetic  acid,  concentrated  or  dilute...None. 

Nitric  acid,  concentrated None. 

**         "      dilute Weakly  negative. 

Hydrochloric  acid,  cone,  or  dilute...       **  " 

Boric  acid Strongly      ** 

Phosphoric  acid "  ** 

Sodium  chloride **  ** 

Barium  chloride **  " 

Potassium  sulphate Weakly  positive. 

Sodium **        negative. 

Magnesium _        "  " 

Sodium  phosphate Strongly 

borate Weakly 

Potassium  nitrate **  " 

Sodium  "       Strongly      " 

Barium  "       , *«  " 

Strontium       **       «*  «< 

Potassium  carbonate **        positive. 

chlorate Weakly  negative. 

According  to  Gaugain,  the  electricity  which  is  manifested 
during  the  evaporation  of  aqueous  solutions  is  due  cxclusivdy 
to  the  friction  between  the  water  and  the  sides  of  the  vessel,  or 
between  the  water  and  the  deposits  lining  the  water,  or  between 
the  vessel  and  dust  projected  thereon  from  without.     Those 
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\uA\(  A.U*tU%  arc  in  electrometer  degrees ;  5'^  representing  the 
\',  M,  \\  of  \.t/f  volts. 

Hfoffiine -r   400" 

|/;lMie —     90' 

I',! hyl  \ixnm\t\ii Hardly  perceptible. 

M<f  hyl  ioHIHr,  ■\-  in  several  experiments;  —  in  3  experiments 

Mrii/jne    No  effect. 

I'Jiiyl  valrrianatr No  effect. 

iMhyl  oxiilr  (ordinary  cllicr) Very  weak,  doubtful. 

(  lilniolnrni —  if  the  plate  is  hot;  +  '^  it  is  cold. 

Aininnnla -00° 

Alu.linl -       10° 

Mill  III  V    —     75 

(  liliHltlr  mI  Miilplnir —    100* 

hi  .lillrl  w.itfi  r«»ntainin^^  a  trace  of  carbonic  acid  .    —      80' 

K  miumiIhIimI  •.oliition  of  potassium  carbonate —    310' 

••  "  v.uistic  soclt\ —      40*^ 

|M\ii.    MOtnioti  *»l  V  MUsiiv*  soila  . , .    —      25 

I  s^\\y  y\\\\A\xK\  '.ohitjon  of  v\uistic  potasli   +    150' 
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Concentrated  nitric  acid +        j°,^. 

Nitric  acid  (i  part  acid,  4  water) —      35° 

Concentrated  hydrochloric  acid —    160° 

Dihite  "  "     —      50° 

Concentrated  sulphuric  acid +      '5° 

Concentrated  solution  of  sodium  chloride —    400° 

"  "  **  potassium  iodide —      80° 

"  "  "  copper  sulphate —  iooo°.2 

Sol.  double  oxal.  chromium  and  potass...  .Hardly  perceptible. 

Concentrated  solution  of  iron  chloride Negative  effect. 

Monohydrated  acetic  acid +        3" 

Anhydrous  "        "     —        9' 


.0 
.0 


Production  of  Electricity  by  Immersion  in  Liquids  of 
Metals  unequally  heated  (Gore,  1857). — If  two  plates  of 
similar  metal  be  placed  in  a  liquid  conductor,  a  current  is 
obtained  when  the  two  parts  of  the  liquid  which  wet  the 
plates  are  at  different  temperatures,  or  when  one  plate  is  kept 
at  a  temperature  higher  than  that  of  the  other. 

By  using  two  platinum  plates,  Gore  has  found  that  hot 
platinum  is  positive  relatively  to  cold  platinum  in  acid  liquids, 
and  that  it  is  negative  in  alkaline  liquids.  The  sole  exceptions 
are  the  following:  in  aqua  regia  and  hydrocyanic  acid  the  hot 
platinum  is  negative,  which  is  explained  by  a  preponderating 
chemical  action;  hot  platinum  is  slightly  positive  in  neutral 
sulphate  of  soda ;  it  is  easily  negative  in  bitartrate  of  soda, 
which  gives,  however,  an  acid  reaction. 

The  other  metals  act  like  platinum,  provided  the  chemical 
action  be  eHminated  or  sufficiently  diminished  ;  and  in  all 
cases  this  chemical  action  acts  in  inverse  direction  to  the  other 
action,  depending  on  the  difference  of  temperature.  The  cur- 
rent does  not  further  result  in  a  thermo-electric  action  of  the 
different  metallic  parts  of  the  circuit. 

Production  of  Electricity  by  the  Action  of  Acids  and 
Saline  Solutions  on  Metals. — Becquerel  has  determined  th.c 
following  laws : 
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molecule  of  iron  sulphate  of  the  developer.     The  result  of  the 
electrolysis  is  a  deposit  of  silver  on  the  metallic  n^olecule. 

Disengagement  of  Electricity  by  Immersion  of  Carbon 
in  a  Saline  Solution  (Moride). — If,  in  a  solution  of  copper 
nitrate  or  sulphate,  or  silver  nitrate  or  sulphate,  a  piece  of 
carbon,  either  incandescent  or  previously  extinguished  in 
water,  be  immersed,  the  carbon  will  become  covered  with 
copper  or  silver.  It  will  be  electrified  negatively  and  the 
liquid  positively. 

Disengagement  of  Electricity  produced  on  the  Contact 
of  Earths  and  Saline  Waters. — Salt  water  acts,  with  regard 
to  the  earth,  like  soft  water ;  that  is  to  say,  the  water  is  nega- 
tive relatively  to  the  earth.     Whatever  may  be  its  areometric 
degree,  the  presence  of  salt  in  the  earth  causes  it  to  lose  its 
positive  character.     (Becquerel.) 

Production  of  Electricity  in  Chemical  Decompositions. 
— ^Sodium  bicarbonate  placed  in  a  red-hot  capsule  decomposes 
^ith  production  of  carbonic  acid.  The  capsule  is  electrified 
positively,  while  the  acid  carries  with  it  negative  electricity. 

On  heating  a  platinum  plate  of  silver  oxalate  this  salt  de- 
composes rapidly,  leaving  silver  behind  which  becomes  posi- 
tively electrified. 

According  to  Peltier,  there  is  required  the  oxidation  of 
^ne  hundred  and  fifty-one  billionths  of  a  milligram  of  zinc 
(O0000CX)Oi5i  mg.)  in  order  to  produce  dynamic  electricity 
capable  of  causing  a  deviation  of  i°  of  the  needle  of  a  sensi- 
tive galvanometer,  and  the  oxidation  of  a  tenth  of  two  thou- 
sand one  hundred  and  thirty-six  quadrillionths  of  a  milligram 
of  zinc  (o.OCXXXXX)00002i36  mg.)  in  order  to  produce  static 
electricity  capable  of  causing  a  divergence  of  i°  of  the  needle 
of  his  electrometer. 

According  to  Faraday  and  Becquerel,  in  order  to  decom- 
pose I  milligram  of  water  there  are  required  20,000  discharges 
of  a  battery  having  a  surface  of  one  metre  square,  or  the  dis- 
charge of  a  condenser  having  two  hectares  of  surface. 

Electricity  produced  by  the  Disengagement  of  Gases. 
—Lavoisier,  Laplace,  and  Volta  (1781)  were  the  first  to  observe. 
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1.  When  an  acid  reacts  on  a  metal  the  acid  takes  positive 
and  the  metal  negative  electricity. 

2.  The  unattacked  metal  is  always  positive. 

3.  If  both  metals  are  attacked  by  the  liquid,  that  which  is 
most  attacked  takes  negative  electricity. 

According  to  Becquerel  and  Matteucci,  there  will  be  dis- 
engagement of  electricity  during  chemical  action  only  to  the 
extent  that  the  two  bodies  in  presence  of  one  another  are 
electrical  conductors  ;  thus  in  the  combination  of  a  metal  with 
oxygen,  iodine,  or  a  dry  bromine  there  is  no  production  of 
electricity. 

L.  Palmieri  has,  however,  observed  that  the  combination 
of  two  simple  bodies  (metal  with  metalloid,  or  two  metalloids, 
like  phosphorus  and  iodine)  disengages  electricity. 

There  are  several  exceptions  to  Becquerel's  second  law: 
If  two  vessels  filled  with  a  solution  of  copper  nitrate  be  con- 
nected by  means  of  a  cotton  wick,  and  if  in  each  of  them  the 
end  of  a  copper  plate  be  plunged,  no  current  will  be  observed ; 
but  if  a  drop  of  nitric  acid  be  placed  in  one  of  the  vessels,  the 
copper  therein  becomes  negative. 

Tin  and  its  sulphate,  iron  and  its  chloride,  lead,  antimony, 
and  bismuth,  behave  the  same  as  copper  in  regard  to  their 
solutions  when  a  few  drops  of  acid  are  added  thereto.  The 
same  is  true  of  zinc  or  iron  with  solutions  of  their  nitrate. 
The  metal  takes  positive  electricity  in  conformity  to  the  gen- 
eral law ;  but  with  solutions  of  their  sulphates  these  two  last- 
named  metals  sometimes  produce  inverse  effects  ;  the  metal 
becoming  positive  as  soon  as  a  few  drops  of  sulphuric  acid  are 
added.     (Becquerel.) 

On  the  other  hand,  if  the  cell  be  formed  in  the  following 
manner  :  zinc,  solution  of  zinc  sulphate  ;  porous  cup,  aqua 
rcgia  (i  part  nitric  acid  and  4  parts  hydrochloric  acid),  the  sin- 
gular fact  is  observed,  which  appears  to  be  in  contradiction  to 
the  electro-chemical  theory  of  the  cell,  namely,  that  the  zinc 
which  enters  the  solution  of  zinc  sulphate,  and  which,  conse- 
quently, is  hardly  attacked  at  all,  is  negative  in  relation  to  the 
zinc   immersed  in  the  aqua  regia,  which,  on  the  contrar>%  is 
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Strongly  attacked.  In  other  words,  the  zinc  which  is  immersed 
in  its  sulphate  behaves  the  same  as  the  zinc  of  the  Bunsen  ele- 
ment, while  the  zinc  which  is  immersed  in  aqua  regia  acts  like 
the  carbon.     (Mauri,  1881.) 

Production  of  Electricity  due  to  the  Mutual  Actions 
of  Solutions. — Becquerel  has  formulated  the  following  prin- 
ciples : 

1.  In  the  mixture  of  acids  with  water,  or  in  their  combina- 
tion with  it,  the  water  acts  like  a  base,  while  it  acts  like  an 
acid  with  regard  to  their  alkaline  solutions. 

2.  Concentrated  solutions  of  neutral  salt  act,  with  regard  to 
water  and  with  respect  to  the  electric  effects  produced,  like 
the  acids  in  relation  to  the  bases. 

3.  Aci  Is  in  their  combination  or  mixture  with  other  acids 
behave  in  such  a  way  that  the  more  oxidizing  acids  are  the 
most  electro-positive.  Acids  in  their  combinations  with 
bases  appear  to  keep  the  same  property,  so  that  in  the  reac- 
tion or  the  mixture  of  two  saturated  solutions  of  neutral  salt, 
the  nitrate  is  positive  with  regard  to  the  sulphate,  the  sulphate 
with  regard  to  the  phosphate,  etc. 

4.  When  several  solutions,  acid,  neutral,  or  alkaline,  are 
placed  one  beside  the  other,  so  that  they  mingle  very  slowly, 
the  electric  effects  produced  are  the  resultants  of  the  individual 
effects  which  take  place  at  each  surface  of  contact. 

5.  Contrary  to  the  opinion  of  Volta,  an  electric  chain,  or 
rather  a  closed  circuit,  can  be  formed  of  liquids  only  in  which 
a  current  circulates,  and  whence  result  phenomena  of  decom- 
position and  recomposition  if  bodies  which  are  conductors  of 
electricity  exist  in  the  circuit. 

Volta  showed  that  when  several  substances,  solid  or  liq- 
uid, are  in  contact  one  with  the  other,  the  electric  effects  arc 
the  same  as  if  the  extreme  substances  were  in  immediate  con- 
tact. 

Disengagement  of  Electricity  by  the  Oxidation  of 
Metals  by  the  Action  of  Heat  (HecqucnlV— The  followinir 
systems  have  been  found  to  produce  electricity: 

I.  Crucible  containing  a  mixture  of  dried  sodium  carbonate 
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and  crushed  glass,  the  whole  heated  to  a  temperature  of  fu^on. 
Electrodes  are  respectively  copper  and  iron. 

2.  An  iron  tube  containing  a  glass  tube  in  which  is  a  cop- 
per cylinder.  After  all  the  interstices  of  the  apparatus  are 
filled  with  crushed  glass,  it  is  highly  heated. 

Disengagement  of  Electricity  produced  by  the  Action 
of  Water  on  a  Saline  Solution  (Becquerel  and  Bucholz).— 
A  metallic  solution,  as  neutral  as  possible,  such,  for  example, 
as  copper  nitrate  or  sulphate,  was  placed  in  a  test-tube.  Dis- 
tilled  water  or  acidulated  water  was  then  poured  in  very  care- 
fully, so  that  the  two  liquids  remained  separated  by  their 
gravity.  The  copper  plate  then  being  inserted,  it  was  found, 
some  hours  afterwards,  that  the  end  plate  which  was  in  contact 
with  the  metallic  solution  became  covered  with  the  copper 
deposit. 

Other  metals,  such  as  zinc,  iron,  and  tin,  with  a  solution  of 
their  respective  sulphates  and  water,  showed  the  contrary 
effect ;  the  end  which  was  plunged  in  the  metallic  solution  be- 
coming the  positive  pole  and  oxidized  instead  of  being  cov- 
ered with  metallic  deposit. 

On  using  a  concentrated  solution  of  these  metals  and  a  so- 
lution which  is  not  concentrated,  the  deposit  is  formed  on  that 
part  of  the  metal  which  enters  the  solution  last  named. 

Examples:  i.  Solution  of  stannous  chloride,  water,  tin 
plate.  The  metallic  deposit  is  formed  on  that  part  of  the 
plate  which  enters  the  water. 

2.  Solution  of  cuprous  chloride  in  hydrochloric  acid,  water, 
copper  plate.  The  metal  deposit  is  produced  on  that  part  of 
the  plate  which  enters  the  water  instead  of  on  the  lower  por- 
tion, as  in  the  case  of  the  nitrate  or  sulphate. 

Electromotive  Forces  of  Molecular  Voltaic  Couples 
which  produce  the  Development  of  Wet  Collodion  Photo- 
graphic Proofs. — In  1877  Lermantoff  demonstrated  by  ex- 
periment that  the  development  of  photographic  proofs  on 
moist  collodion  is  an  electrolytic  process,  each  molecule  of 
metallic  silver  produced  by  light  on  the  sensitive  surface  form- 
ing a  voltaic  element  with  a  molecule  of  silver  nitrate  and  a 
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molecule  of  iron  sulphate  of  the  developer.     The  result  of  the 
electrolysis  is  a  deposit  of  silver  on  the  metallic  molecule. 

Disengagement  of  Electricity  by  Immersion  of  Carbon 
in  a  Saline  Solution  (Moride). — If,  in  a  solution  of  copper 
nitrate  or  sulphate,  or  silver  nitrate  or  sulphate,  a  piece  of 
carbon,  either  incandescent  or  previously  extin<}[uished  in 
water,  be  immersed,  the  carbon  will  become  covered  with 
copper  or  silver.  It  will  be  electrified  negatively  and  the 
liquid  positively. 

Disengagement  of  Electricity  produced  on  the  Contact 
of  Earths  and  Saline  Waters. — Salt  water  acts,  with  regard 
to  the  earth,  like  soft  water ;  that  is  to  say,  the  water  is  nega- 
tive relatively  to  the  earth.  Whatever  may  be  its  areometric 
degree,  the  presence  of  salt  in  the  earth  causes  it  to  lose  its 
positive  character.     (Becquerel.) 

Production  of  Electricity  in  Chemical  Decompositions. 
— Sodium  bicarbonate  placed  in  a  red-hot  capsule  decomposes 
with  production  of  carbonic  acid.  The  capsule  is  electrified 
positively,  while  the  acid  carries  with  it  negative  electricit\'. 

On  heating  a  platinum  plate  of  silver  oxalate  this  salt  de- 
composes rapidly,  leaving  silver  behind  which  becomes  posi- 
tively electrified. 

According  to  Peltier,  there  is  required  the  oxidation  of 
one  hundred  and  fifty-one  billionths  of  a  milligram  of  zinc 
(0000000015 1  mg.)  in  order  to  produce  dynamic  electricity 
capable  of  causing  a  deviation  of  i**  of  the  needle  of  a  sensi- 
tive galvanometer,  and  the  oxidation  of  a  tenth  of  two  thou- 
sand one  hundred  and  thirty-six  quadrillionths  of  a  milligram 
of  zinc  (0.000000000002136  mg.)  in  order  to  produce  static 
electricity  capable  of  causing  a  divergence  of  1°  of  the  needle 
of  his  electrometer. 

According  to  Faraday  and  Becquerel,  in  order  to  decom- 
pose I  milligram  of  water  there  are  required  20,000  discharges 
of  a  battery  having  a  surface  of  one  metre  square,  or  the  dis- 
charge of  a  condenser  having  two  hectares  of  surface. 

Electricity  produced  by  the  Disengagement  of  Gases. 
—Lavoisier,  Laplace,  and  Volta  (1781)  were  the  first  to  observe. 
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by  means  of  Volta*s  condensing  electrometer,  a  disengagement 
of  electricity  during  the  production  of  hydrogen  by  the  action 
of  dilute  sulphuric  acid  on  iron  filings. 

Henkel  (1884)  has  observed,  using  a  gold-leaf  electrometer, 
that— 

1.  "When  dilute  acid  (sulphuric  or  hydrochloric)  is  poured 
on  zinc  or  iron,  the  disengaged  hydrogen  carries  with  it 
positive  electricity,  while  the  liquid  shows  an  excess  of  nega- 
tive electricity. 

2.  If  the  hydrogen-bubbles,  instead  of  being  rapidly  dis- 
engaged, remain  in  the  acid  liquid,  they  yield  to  it  their 
positive  charge,  and  then,  on  becoming  free  therefrom,  take 
away  negative  electricity  from  the  liquid,  leaving  the  latter 
more  positive  than  before. 

3.  When  the  attack  has  lasted  a  certain  number  of  min- 
utes,  zinc  being  used,  the  metal  becomes  covered  with  a 
blackish  coating,  which  forms  the  positive  pole  of  a  local 
couple  of  which  the  zinc  is  the  negative  element.  In  this  case 
the  gas  which  is  given  ofif  takes  negative  electricity  and  the 
liquid  becomes  positive. 

4.  With  iron  the  attack  is  slower  and  the  effects  weaker 
than  with  zinc.  Otherwise  the  same  peculiarities  are  pre- 
sented. 

5.  When  calcium  carbonate  is  attacked  by  hydrochloric 
acid,  negative  electricity  is  given  off ;  but  here  also  the  electric 
phenomenon  ordinarily  ends  with  a  change  of  sign  after  some 
time." 

Production  of  Electricity  by  Combustion. — By  placing 
vertically  a  cone  of  carbon  in  communication  with  earth  below 
the  lower  plate  of  a  condensing  electroscope  and  on  lighting 
the  upper  part,  positive  electricity  is  collected  from  the  car- 
bonic acid  gas.  The  same  result  can  be  obtained  by  combus- 
tion of  carbon  in  pure  oxygen  so  long  as  the  gas  is  not  dry. 

During  the  combustion  of  bodies  oxygen  takes  positive, 
and  the  combustible  negative,  electricity.  In  order  to  observe 
ihe  phenomenon  it  is  necessary  that  the  bodies  should  be  con- 
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ductors.     Thus  the  production    of   electricity  may  be  noted 
with  carbon,  but  not  with  sulphur.     (Pouillet.) 

According  to  Matteucci  (1845),  there  are  no  signs  of  tension 
nor  of  electric  current  in  the  combination  of  tUo  different 
elementary  molecules,  nor  in  the  separation  of  these  molecules 
combined.  In  order  that  these  signs  may  appear,  the  chemi- 
cal action  of  one  elementary  molecule  on  a  combination  of 
two  others  is  necessary.  In  this  action  one  of  the  latter  tends 
to  separate  itself,  or  actually  separates  and  becomes  free,  while 
the  other  tends  to  combine,  or  actually  combines,  with  the 
first. 

The  electric  signs  thus  obtained  are  at  their  maximum  if 
the  two  elements  of  the  combination  or  of  the  electricity  are 
in  presence  of  two  elements,  not  combined  together,  which 
tend  to  seize  upon  the  elements  of  the  electrolyte. 

If,  in  the  combustion  of  carbon,  electricity  is  disengaged,  as 
Pouillet  has  observed,  this  is  due  to  the  fact  that  ordinary 
carbon  always  contains  hydrogen,  which  bums  with  the  carbon 
and  forms  water.  Now,  burning  carbon  decomposes  at  this 
temperature  water  which  it  finds  thus  formed  by  the  combus- 
tion of  the  carbon  itself,  and  the  chemical  action  resulting 
therefrom  produces  the  current. 

"  If,"  says  Matteucci,  "  graphite  or  diamond  could  be 
burned  in  oxygen  entirely  deprived  of  water,  no  sign  of 
electricity  would  be  observed.** 

Palmieri  has  found  that  with  bisulphide  of  carbon,  benzine, 
petroleum,  and  the  vegetable  oils,  a  flame  from  these  bodies 
shows  positive  electricity  when  the  capsule  in  which  the  burn- 
ing occurs  is  connected  to  the  earth,  or  that  the  capsule  shows 
negative  electricity  when  connected  to  a  condenser  if  there  is 
placed  in  the  flame  a  plate  or  wire  of  platinum  in  communica- 
tion with  the  earth. 

With  liquids  the  flames  of  which  form  on  platinum  a 
carbon  deposit,  less  electricity  and  very  often  inversions  of 
direction  are  observed. 

But  if  simple  bodies  or  compmnui  bodies  be  burned,  such 
as    sulphur,    phosphorus,     ma^ncsiunu     paper,    and    starch, 
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operating  in  the  same  way,  contrary  effects  are  noted ;  that  is 
to  say,  the  flame  shows  positive  electricity  and  the  com- 
bustible, as  well  as  the  platinum  capsule  which  it  contains, 
gives  negative  electricity.  Thus  in  the  combustion  of  a 
simple  solid  body,  the  flame  is  positive  and  the  combustible 
negative. 

Palmieri  has  examined  the  conditions  of  combustion  of  a 
simple  gas,  hydrogen. 

Before  lighting  the  gas,  he  directed  a  jet  of  it  against  a 
plate  of  platinum  connected  to  a  condenser,  and  after  having 
observed  that  no  electrical  sign  then  appeared,  he  lit  the  gas 
The  flame  then  showed  negative  electricity,  and  when  for  the 
plate  a  bent  wire  drawn  to  a  point  was  substituted,  it  was 
possible  to  collect  positive  electricity  constantly  at  the  point. 

It  appears  to  be  demonstrated  that  in  the  combustion  of  all 
bodies  two  different  electric  states  are  developed.  When  these 
last  exist  simultaneously,  they  neutralize  One  another,  and 
hence  they  generally  cannot  be  found ;  but  if  arrangements  be 
made  so  that  one  of  the  electricities  is  caused  to  disappear, 
the  other  is  set  at  liberty. 

Electromotive  Force  of  Combustion  (H.  Pellat,  1885).— 
The  end  of  a  Bunsen  burner  was  placed  inside  of  a  large 
hollow  metal  cylinder  closed  above  by  a  plate  of  the  same 
metal  so  that  no  draught  opening  was  left.  Pellat  calls  this 
cyllindcr  an  **  inductor,"  and  the  apparatus  acts  exactly  like  a 
voltaic  couple.  If  to  the  inductor  and  to  the  burner  two 
wires  of  the  same  metal  be  connected,  a  constant  difference  of 
potential  in  a  state  of  electric  equilibrium  may  be  noted 
between  them,  which  is  rapidly  re-established  whenever  dis- 
turbed, thus  producing  an  electromotive  force  of  the  element. 

These  cells  may  be  connected  in  the  ordinary  way  like 
electro-chemical  cells. 

The  E.  M.  F.  depends  on  the  nature  of  the  gas  which  is 
burned,  on  the  nature  of  the  metal  which  constitutes  the 
burner,  and  on  the  nature  of  the  internal  surface  of  the  con- 
ductor. 


VARIOUS  SOURCES  OF  ELECTRICITY,  533 

The  following  figures  have  been  obtained  for  several 
couples : 

Hydrogen   gas,  brass  burner,  copper  inductor. 0.30  volt. 

"              "  "  "  ziijc  "  0.58  ** 

**              "  zinc  "  copper  "  0.09  " 

"  platinum  "           "  "  0.45  " 

"              **  "  "  platinum  "  0.10  *' 

Illuminating "  "  "             "  "  0.94  " 

"            "  "  **  copper  "  1.72  " 

The  burner  is  positive  and  the  inductor  is  negative. 

Electricity  of  Flame  (Elster  and  Geitel,  1882).— The 
E.  M.  F.  is  independent  of  the  size  of  the  flame. 

It  depends  on  the  nature  of  the  metal  which  forms  the 
electrodes  and  the  nature  of  the  gases  in  combustion.  Flames 
may  be  connected  in  series  like  the  cells  of  a  battery. 

According  to  Elster  and  Geitel,  the  theory  of  the  electric 
properties  of  flames  is,  briefly,  as  follows:  The  gases  of  the 
flame  and  of  the  air  which  immediately  surround  it  act  like 
•electrolytes  with  regard  to  electrodes  immersed  therein; 
and  to  this  source  of  electricity  is  to  be  added  the  thermo- 
electric effects  due  to  the  incandescent  states  of  the  electrodes. 

Electricity  developed  in  an  Alcohol  Flame  submitted 
to  the  Action  of  a  Blow-pipe  (Grove,  1854).— The  electrodes 
are  fonned  of  two  platinum  spirals,  one  of  which  is  placed  in 
the  lower  and  the  other  in  the  upper  part  of  the  flame. 
Chemical  action  begins  at  the  lower  spiral,  which  takes  the 
place  of  the  zinc  in  the  cell,  and  the  upper  spiral  acts  like  the 
conducting  metal. 

The  electricity  then  developed  is  not  due  to  a  thermo- 
electric current,  but  rather  to  the  chemical  action  produced  by 
the  combustion  of  the  alcohol.  In  fact,  the  thermo-electric 
current  which  would  be  caused  under  these  circumstances 
would  move  in  opposite  direction  to  the  current  developed  by 
combustion. 

Electricity  of  Plants.— Buff  (1854)  has  deduced  from  his 
observations  the  following  general  rule : 
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Roots,  as  well  as  all  portions  of  the  interior  of  plants  con- 
taining sap,  are  constantly  in  a  state  of  negative  electricity, 
while  the  moistened  surface  of  green  branches,  as  well  as  that 
of  leaves,  flowers,  fruits,  are,  on  the  contrary,  permanently 
positively  electrified.  * 

The  electroscopic  indications  produced  by  the  electricity 
of  plants  are,  however,  very  weak ;  and  even  with  the  most 
delicate  instruments  it  is  difficult  to  obtain  sufficient  charges 
to  prove  with  certainty  that  they  are  due  to  the  plant  itself. 
Buff,  by  forming  a  compound  circuit  of  plants,  connecting  them 
in  series,  succeeded  in  obtaining  more  perceptible  effects. 
Every  healthy  leaf  with  its  extremity  cut  off  acts,  so  to  speak, 
like  a  voltaic  element,  and  a  compound  circuit  may  be  formed 
by  arranging  a  number  of  these  in  series.  Buff  claims  to  have 
produced  with  a  battery  of  twelve  leaves  an  E.  M.  F.  a  little 
greater  than  half  of  that  developed  by  a  single  couple  of  zinc 
and  copper  immersed  in  pure  water. 

Bacon io,  in  1807,  constructed  a  cell  of  disks  of  walnut- 
wood  and  disks  of  beet-root,  using  for  an  exciter  a  leaf  of 
cochlearia,  and  obtained  effects  sufficient  to  influence  a  frog-leg 
electroscope. 

The  wooden  disks  were  deprived  of  their  resinous  principle 
by  a  prolonged  digestion  in  a  mixture  of  vinegar  and  cream 
of  tartar. 

Electricity  of  Fish. — The  extraordinary  modification  of 
the  peripheral  extremities  of  nerves  by  which  electricity  is 
generated  and  discharged  is  found  in  four  genera  of  fishes,  as 
follows:  (i)  The  Torpedo.  This  is  the  generic  and  popular 
name  of  the  electric  rays  or  skates  of  the  family  torpediiuz. 
The  electrical  apparatus  is  arranged  in  two  masses,  one  on  each 
side  of  the  skull,  between  this  and  the  base  of  the  pectorals. 
It  is  composed  of  a  multitude  of  perpendicular  gelatinous 
columns  or  hexagonal  prisms,  separated  by  membranous  par- 
titions containing  a  fluid  freely  supplied  with  blood  and  receiv- 
ing very  numerous  nervous  filaments  from  the  par  vagum  and 
trifacial  nerves.  There  are  about  twenty  species  of  torpedo, 
arranged  in  seven  genera,  in  the  seas  of  all  parts  of  the  world. 
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Actual  contact  with  the  torpedo  is  not  essential.  The  shock 
is  felt  through  water,  even  when  dashed  on  the  fish,  circuit 
being  completed  through  the  earth  to  the  ventral  surface. 
The  dorsal  surface  is  positive,  and  the  ventral  negative. 

(2)  The  electric  eel  {gymnotus  electricus,  Linn.)  is  an  inhab- 
itant of  the  rivers  of  the  northern  parts  of  South  America.  The 
electric  apparatus  consists  of  four  organs,  two  on  each  side, 
composed  of  an  assemblage  -of  membranous  horizontal  plates 
nearly  parallel  and  intersected  by  delicate  vertical  plates. 
There  are  about  240  cells  thus  formed  to  the  square  inch, 
filled  with  gelatinous  matter.  The  electric  eel  seems  to  be  a 
mere  appendage  to  the  anterior  part  of  its  battery  for  moving 
it  about,  all  of  the  other  organs  being  confined  in  a  very  small 
space.  The  shock  of  the  gymnotus,  according  to  Faraday,  is 
equal  to  that  of  15CX)  Leyden  jars  of  3500  square  inches  of 
surface. 

(3)  A  fish  of  the  family  silurida  and  genus  malaptcrurus 
(Lac^p.),  found  in  the  Nile  and  elsewhere  in  Africa.  Its 
electrical  organ  is  a  combination  of  the  structures  of  the  tor- 
pedo and  the  gymnotus.  The  shock  is  comparatively  feeble. 
(4)  A  fish  of  the  order  plectognathi,  family  diodontida,  and 
genus  tetraodon  (Cuv.),  found  in  the  lagoons  of  the  Pacific,  the 
electric  power  of  which  is  also  weak. 

In  all  these  fishes  the  generation  of  the  current  is  appa- 
rently due  to  nervous  action.  It  behaves  like  electricity  from 
any  other  source,  energizing  magnets,  producing  the  spark,  etc. 
The  electric  like  the  muscular  power  is  exhausted  by  exercise 
and  restored  by  rest.  Late  investigations  on  electric  fishes  arc 
wanting.  These  creatures  are  of  the  highest  scientific  interest 
inasmuch  as  they  are  strictly  natural  machines  for  the  direct 
conversion  of  chemical  energy  or  chemical  and  heat  energy 
combined  into  electrical  energy — just  as  the  glowworm  is  a 
machine  for  the  direct  conversion  of  chemical  energy  into 
light  without  heat. 


CHAPTER  XXV. 
THE  BIBLIOGRAPHY  OF  THE  VOLTAIC  CELL. 

The  following  list,  compiled  from  the  indexes  of  the  "  Park 
Benjamin  Electrical  Library,**  contains  the  principal  works 
relating  to  the  voltaic  cell  It  is  by  no  means  a  complete 
bibliography  of  the  subject,  for  such — including  as  it  does  an 
immense  number  of  papers,  reports,  etc.,  read  before  learned 
societies  the  world  over — would  occupy  far  more  space  than  can 
here  be  afforded.  Most  of  these  publications  are,  however, 
referred  to  in  the  works  below  named — especially  in  the  elabo- 
rate lists  given  by  Becquerel,  De  la  Rive  and  Du  Moncel — 
so  that  for  any  ordinary  "  state  of  the  art  **  examination  the 
student  has  here  sufficient  data  properly  to  direct  him.  For 
closer  lines  of  investigation  reference  may  be  had  to  Poggen- 
dorff's  admirable  BiograpJiisch-Litcrarischcs  Handworterbuch 
zur  Geschichtc  dcr  Exact  en  Wissenschafteii  (Leipsic,  1863  et  seq,) ; 
to  the  Catalogue  of  the  Ronalds  Library  (London,  1880),  which, 
however,  contains  many  inaccuracies ;  to  A  Bibliography  of 
Electricity  and  Magnetism^  i860  to  1883,  by  G.  May  (London 
and  Leipsic,  1884),  which  supplements  the  Ronalds  catalogue; 
to  P.  F.  Mottclay*s  Chronological  History  of  Electricity  (**  Elec- 
trical World,"  N.  Y.,  and  **  Engineering/'  London,  1892);  and 
to  the  Bibliografia  Italia na  di  Elletricitd  e  Magnet isvio  (Padua, 
1 881),  which  is  ver>'  valuable  for  its  references  to  little-known 
Italian  works.  Of  course,  all  the  general  treatises  and  text- 
books on  electricity  contain  chapters  on  the  voltaic  cell,  so  that 
it  is  needless  to  name  them  ;  those  which  the  author  has  found 
especially   useful   are,    however,    noted.      Special   indexes  to 
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the  electrical  patents  are  now  published  by  the  United  States 
Patent  Office,  and  these  supplemented  by  the  British  Patent 
Office  Abridgments  and  Fournier's  Digest  of  French  Patents 
(named  below)  will  greatly  assist  in  researches  in  the  archives 
of  the  three  principal  patent  offices  of  the  world.  The  most 
complete  information  concerning  early  researches  on  accumu- 
lators (** storage"  cells)  will  be  found  in  the  printed  records  of 
the  various  patent  litigations  in  the  United  States  courts  be- 
tween the  Julien  Electric  Company,  the  Electrical  Accumulator 
Company,  and  the  Brush  Electric  Company,  which  continued 
for  nearly  a  decade  prior  to  1892. 


I.    Books  and  Papers. 

Aldini,  J.    An  Account  of  Late  Improvements  in  Galvanism.    London 
1803. 

Essai.  Theor.  et  exp.  sur  le  galvanisme.     Paris,  1804. 

Anonymous.    Galvanism,  published  under  the  superintendence  of  the 

Society  for  Diffusion  of  Useful  Knowledge.     London,  1829. 
Ayrton  and  Perry.     The  Contact  Theory  of  Voltaic  Action.     Proc. 
Roy.  Soc.,  No.  108.     London. 

Practical  Electricity.     London  and  New  York,  1887. 

Balsamo.    L'unipolarit6  du  fer  dans  les  liquides  revelees  par  nouvelles 

combinations  voltaiqnes.     Paris,  1867. 
Becquerel,  a.  C.     Elements  d'61ectrochimie.     Paris,  1864. 

Trait6  experimental  de  Telectricit^  et  du  magn^tisme.     Paris, 

1834  to  1840. 

Becquerel,  A.  C.  and  E.     Trait6  de  relectricit6  et  de  magnetisme. 

Paris.  1855. 
Becquerel,  E.      Des  effets  chimiques  et    61ectriques  produits  sous 

I'influence  de  la  lumiere  solaire.     Paris,  1840. 
Berzelius,  J.  J.     Essai  sur  la  theorie  des  proportions  chimiques  et  sur 

I'influence  chimique  de  1  electricite.     Paris,  1819. 
Biot.  J.  B.    Precis.  E16mentaire  de  physique.    3d  ed.     Paris,  1824. 
Bird,  G.    Lectures  on  Electricity  and  Galvanism.    London,  1849. 
BOSTOCK,  J.     The  History  and  Present  State  of  Galvanism.     London, 

1818. 
Bourgoin,  E.     Electro-chimie.     Nouvelles  recherches.     Paris.  1868. 
BOUTY,   E.     Ph6nom.  thermo-elec.  et  electro-ther.   au   contact  d  un 

m^tal  et  d'un  liquide.     Paris,  1880. 
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Callaud.  a.    Essai  sur  les  piles.    Paris,  1874. 

Carhart,  H.     Primary  Batteries.    Boston,  1891. 

Carpue,  J.  C.    An  Introduction  to  Electricity  and  Galvanism.   London, 

1803. 
Cazin,  a.    Traite  th6orique  et  pratique  des  piles  ^lectriques.    Paris, 

1881. 
Gumming,  J.     On  the  Connection  of  Galvanism  and  Magnetism.    Cam- 
bridge, 1 82 1. 
CuTHBERTSON,  J.     Practical  Electricity  and  Galvanism.    London,  1807. 
Dal  Negro,  S.     Dell  elettricismo  idro-metallico.    Padua,  1803.    (And 

various  later  papers  on  Volta's  cell — see  Ronalds  Catalogue  for 

list.) 
Daniell,  J.  E.     An  Introduction  to  the  Study  of  Chemical  Philosophy. 

London,  1843.     (Full  discussion  of  Daniell  cell.) 
De  la  Rive,  A.     Recherches  sur  la  cause   de    r61ectricit6  voltaiquc 

Geneva,  1828. 

Treatise  on  Electricity.     London,  1853.     (See  his  list  of  authori- 
ties on  cells.) 

De  la  Rue  and  Muller.    Exp.  Researches  on  the  Elec.  Discharge  of 

the  Chloride  of  Silver  Battery.     Proc.  Roy.  Soc.     London.    Nos. 

70,  73.  and  1 10. 
De  Luc,  J.  A.     Trait6  616mentaire  sur  le  fluide  61ectrico-galvanique. 

Paris,  Milan,  1804. 
De  Monferrand.    Manuel  d'61ectricit6dynaniique.    Paris,  1823.  Trans. 

by  L.  Cumming;  Cambridge,  1827. 
Du  MoNCEL,  Th.     Recherches  sur  les  constants  des  piles  voltaiques. 

Cherbourg,  1861. 

Effets  produits  dans  les  piles  a  bichromate  de  potasse.     Paris, 

1872. 

Expos6  des  applications  de  T^lectricitfe.     3d  ed.     Paris,  1872. 

Dureau,  a.     Etude  sur  les  poissons  61ectriques.     Paris,  1868. 
Eccher,  a.     Sulle  forze  clletroniotrici  svillupate  dalle  soluzioni  saline 

Florence,  1879. 
Edlund,  E.     Demonstration  exp.  que  la  resistance  galvanique  depend 
du  mouvement  du  conductcur.     Stockholm,  1875. 

Recherches    sur    la    force   electromotrice   dans   le  contact  des 

metaux  et  sur  la  modification  de  cette  force  par  la  chaleur.    Stock- 
holm, 1871. 

Untersuchung  iiber  die  Wanmeerscheinungen  in  der  galv.  Safile. 

Stockholm,  1876.      (And  various  other  papers.) 

English  Patents,  Abrid^^emcnts  of.  Xo.  15.  Electricity  and  Mag- 
netism, their  Generation  and  Application.  Part  L  1766  to  1857 
et  seq. 
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ChardinCell,  94,  115,  349 
Charging  Accumulators.  485 
Chemical  Theory  of  Voltaic  Cell,  7 
Cheswright  Accumulator,  429 
Chcval  Vapeur,  19 
Chevreusse's  Carbon  Electrodes,  92 
Chlorides  as  Depolarizers,  187 
Chlorine, 

Depolarizer,  262 

E.    M.    F.   of   Metals    with    (Table), 

.»• 

Polarization  by,  591 
Chlorochromic  Cell,  16? 
Chuiaux  Cell,  122 
Clamond  Cell.  246 

C,  *    —~r- 

ani  Niuirhead  Cell,  239 
Cc::.  E.  M.  F.  a:  Various  Tem^ra- 
icrcs.  252  .,    . 
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Coatings,  4 

Electric,  Potential  Differences  (Table), 
380,  382 
Coefficient  of  Reduction,  492 
Coflferdam  Dry  Cell,  311 
Coiffier  Cell,  104 
Correns  Grid,  462 
Coleman  Cell,  191 

Colletet,  Method  of  Amalgamation,  349 
Collodion, 

as  Porous  Diaphragm,  352 

Photographic    Proofs,    E.    M.    F.   of 
Voltaic   Couples   producing  Devel- 
opment of,  528 
Color  of  Plates  in  Accumulators,  4S6 
Combustion,  Electricity  by,  530 
Commelin,  D.  and  B.  Accumulator,  468 
Concentration, 

of  Solution,  Effect  of  (Table),  145 

Solutions  (Table),  334 
Condensation  of  Vapor,  Electricity  by, 

521 
Conjunctive  Wire,  16 
Connector,  Henry's  Definition  of,  16 
Constant  Cell,  12 
Contact, 

Differences  of  Potential  (Table),  378 

Electricity  of  Exner,  381 

E.  M.  F.  due  to,  of  Liquids  and  Solids 

in  Motion,  371 
E.  M.  F.  of,  377 
E.  M.  F.  of  Carbon  and  Metals  with 

Distilled  Water,  362 
E.  M.  F.  of  Liquids  in,  369 
of  Earth  and  Saline  Water,  Electricity 

by,  529 
of  Gases,  Electricily  by,  520 
of  Metals  and  Liquids,  Electricity  by, 

519 
of  Metal    and    Liquid,   E.    M.    F.   of, 

(Table,)  295 

Potential  Differences  at  (Table),  3S3 

Theory  of  Voltaic  Cell,  7 
Copper 

Sulphate,  Thermo-elec.    Power  of,  (Ta- 
ble,) 298 

Corrosion  of,  in  Gravity  Cells,  225 

Liquids  acting  like,  in  Cell,  268 

Oxide,  Depolarizer,  241 

Sulphate  Cell,  227 

Sulphate  Solution  in  Voltameter.  70 

Weight  of,  precepitaied  by  i  ampere, 
70 
Coronat,  Minotio  Cell,  21 3 
Coulomb,  the,  2J 
Couple,  defined,  9 
Couronne  des  Tasses,  87 
Cox  Dry  Cell,  312 


Crorker, 

Efficiency  of  Cells,  72,  2S6 

Table  of  Various  Cells  using  Zinc,  77 

Croissant,  Bunsen  Cell,  160 

Crompton- Howell  Accumulator,  432 

Crova, 
and  Delhaumuceau  Cell,  93 
Temperature  Effect  in   Daniell  Cell. 
198 

Crowdus  Cell.  180 

Crowfoot  Cell,  223 

Cruikshank  Cell,  88 

Crum  Heat  Cell,  288 

Crystals,  Effect  of  light  on,  303 

Cupric  Chloride  Cell,  221 

Current, 
defined, 9 

Direction  of,  in  Cells  (Table),  133 
of  opening,  510 
Path  of,  in  Cell,  12 
Strength  in  Voltameter,  71 
Strength,  Measuring,  46,  47 
Unit  of,  20 

Damien, 

Effect  of  Concentration  of   Solutior 

^Table),  145 
E.     M.    F.'s    of    Single-liquid     Cel 

(Table),  140-3 
Zinc -copper,  Mag.  Sulph.  Cell  (Tabic 

144 
Daniell  Cell,  1S7,  195,  197,  226 

Amalgamation  in,  201 

Caustic  Potash  and  Bromine  in,  201 

Chemical  Reactions  in,  197 

Constancy  of,  202 

Effect  of  Condition  of  Metals  in,  20 

Effect  of  Dilution  in,  2fX) 

Effect  of  Light  on,  199 

Effect  of  Liquid  between  Saline  Soli 

tions  in,  202 

Effect  of  Porous  Diaphragms,  202 

Endosmose  of,  197 

Gravity  from,  218 

Incrustation  of  Porous  Cup.  19S 

Influence  of  Temperature,  198.  354 

Measurement  of  E.  M.  F.  of.  31 

Peukert  on  Efficiency  of,  286 

Sand,  218 

Standard,  202 

Thermo-electricity  of,  (Table,)  298 

D'Arsonval 

Accumulator,  472 

Cell,  167,  172,  18S,  1S9,  214.  262 

Collodion  Diaphragms,  352 

Minotio  Cell,  21S 

Nitric  Acid  in  Bunsen  Cell,  157 

on  Bunsen  Cell,  156 
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silgamation  of  Zinc,  346 
lectricity  by  Capillarity,  514 
Electricity    by    Filtration    of 

ry,  514 

tion.    Chemical,    Electricity 

) 

Accumulators,  4S8 

r,  15.  89 

!  and  Humbert  Cell,  109 

}n   of   Polarized    Electrodes, 

nvity  Cell,  222 

nation  of  Zinc,  347 

ic  Accumulator,  466 

n  of  Element,  13 

5,  322 

roxide  Cell,  229 

;se  Peroxide.  231 

sion  of  Current  in  Cells,  132 

:ion,  327 

:er  Cell,  258 

:e  of  Temperature    in  Elec- 

.  301 

Cell,  104,  123,  171,  173.  266 

Battery,  310 
IS  Accumulator,  424 
.  241 
tion 

mentary  Bodies,  262 
odes  by  Solutions,  401 

r, 

jy  Light,  303 

.  265 

5,  187 

,  262 

nd,  260 

)xide,  241 

12 

Acids,  163 
y  of,  80 

of,  (Table,)  274 
icide,  246 
orite,  1 89 
ird  Cell,  250 

65 
ioride.  258 

ide,  246 

•oxide,  228 

phatc,  256 

52,  267 

rse  Peroxide,  229 

as  Chloride,  257 
js  Sulphate,  250 
cids,  164 

cids  and  Salts,  169 
189 


Depolarizer —  Continued, 

Nitric  Acid,  152 

Oxygen,  266 

Potassium  Bichromate,  173 

Potassium  Permanganate,  iqo 

Silver  Chloride,  258 

Solid,  229,  269 

Sulphates,  190 

Sulphates  of  Mercury,  247 

Sulphur,  266 

Various,  260 
Depolarizing,  defined,  12 
Dering  Cell,  169 
Deroy  Cell,  189 
Desbordeaux  Cell,  109 
Desormes  and  Hachette  Dry  Battery, 

309 
Detroit  Accumulator,  458 

De  Viribus  EUctricitatis,  3 

Devos  Cell,  100 

Diagram  for  calculating  Accumulators, 

499 
Diaphragm, 

E.  M.  F.  of  Liquids  separated  by,  369 

Paper,  in  Cells,  209 

Porous,  in  Daniell  Cell,  202 

Porous,  Influence  of,  352 
Diffusion  Cell,  Kousmine,  183 
Dilution, 

Effect  of,  on  Daniell  Cell,  200 

Influence  of,  on  E.  M.  F.,  351 

of  Salt  Solutions,  Effect  of,  194 
D'Infreville  Wasteless  Zinc,  223 
Discharge  of  Accumulators,  487 
*'  Disque  **  Leclanch6  Cell,  229 
Divers,  Researches  on  Leclanch6  Cell, 

223 
Doat  Cell,  265 
Dolbear,  Production   of   Electricity  by 

Vibrations,  510 
Drake  and  Gorham 

Accumulator,  451 

Grid,  464 
Dry  Accumulator,  482 
Dry  Cell,  309 

Behrens,  -310 

Bidwell,  310 

Biot,  309 

Buff,  310 

Cofferdam,  311 

Composition  for,  314 

Cox  Gelatine,  312 

Desormes  and  Hachette,  309 

Efficiency  of,  315 

Gassner,  314 

Leclanch6,  238 

Mehner.  313 

Nowoiny,  313 
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Dry  Cell — Continued. 

Ocrlikon,  313 

Renault,  313 

Waikin,  310 

Zamboni,  310 
Duchemin  Cell,  loi,  167,  187 
Ducreiet, 

Electricity   by   Friction   of  Carbonic 
Acid,  515 

Windlass  Battery,  120 
Dujardin 

Accumulator,  431 

D.  and  G.  Accumulator,  432 
Du  Moncel 

Cell,  102 

Karth  Battery,  317 
Effect  of  Electrode  Surface,  201 
Effect  of  Sulphuric  Acid  in   Bichro- 
mate Solutions  (Table),  128 

E.  M.  F.  and  R.  of  Bichromate  Cells 
(Table),  128 

Globe  Cell,  206 

on  Sulphate  of  Mercury  Cells,  256 
Polarization  Current,  410 
Pulverized  Carbon  around  Electrodes, 

351 
Duncan  &  Liebig,  Tests  of  Accumula- 
tors, 4Q3 
Duncan  &  Weigand,  Faults  of  Accumu- 
lators, 489 
Dun  Cell,  112,  190 
Dupr6  Cell,  172,  191 

Experiments  on  Copper  Salts,  70 
Dyne,  17 

Earth  Battery,  317 

Hog6  and  Pigott,  319 

Levoir,  319 
Earth,    Electrical    Relations   of   Water 

and, 318 
Edison  Heat  Cell,  288 
Edison-Lalande  Cell,  244 
Efficiency  of 

Accumulators,  484 

Cells,  72,  386 

Depolarizer,  So 
Eickemeyer  Accumulator,  456 
EiscnU)rh  Cell,  207 
Eisenman  Cell,  109 
Electric  Accumulator  Co.  Accumulator, 

482 
Electricity,  Influence  of  Dissolved  Sub- 
stances on  Sign,  (Table,)  523 
Electricity,  Sources  of, 

Action  of  Acids  and  Saline  Solution 
on  Metals,  525  I 

Action  of  Solutions,  527  j 

Action  of  Water  on  Saline  Solution,  52S  ' 


Electricity,  Sources  of — Coniinued. 
Air  Friction,  516 
Bending  Metals,  510 
Capillarity,  514 
Carbon  in  Saline  Solution,  529 
Chemical  Decomposition,  529 
Cleavage,  511 

Combination  of  Simple  Bodies,  526 
Combustion,  530 
Condensation  of  Vapor,  521 
Congelation,  521 
Contact  of  Earth  and  Saline  Water 

529 
Contact  of  Gases  and  Incandesce 

Bodies,  520 
Contact  of  Metals  and  Liquids,  519 
Decomposition  of  Water,  522 
Destruction  of  Molecular  Attractic 

511 

Disengagement  of  Gases,  529 

Evaporation,  520,  524 

Filtration  of  Mercury,  514 

Fish,  534 

Flame.  533 

Friction,  511,  512 

Friction  of  Carbonic  Acid,  515 

Immersion  of  Mercury  Electrodes,  \ 

Immersion     of      Unequally     Hea 
Metals,  525 

Liquid  Motion,  512,  513 

Metallic  Contact,  518 

Occlusion  of  Hydrogen,  521 

Ox.daiion  of  Metals  by  Heat,  527 

Planis,  533 

Pressure,  509 

Steam,  515 

Surfaces  of  Mercury,  518 

Vibrations,  510 

Water  Jets,  515 
Electro-chemical  Equivalents,  24 
Electrode, 

defined,  10 

Double  Platinum,  281 

Floating,  249 

Movable,  in  Cells,  93 

Negative,  Influence  of,  94-5 

Negative,  Liquid,  268 

Polarization  of,  397 

Positive,  Liquid,  267 

Surface,  Effect  in  Daniell  Cell,  201 

Two-carbon,  Cell,  269 
Electrodes, 

Agitation  of.  in  Two-liquid  Cells,  2 

Ceils  having  Difi^erent,  152 

Color  of,  in  Accumulators,  4S6 

Deformation  of  Polarized,  412 

Distinction     between     Positive    ai 
Negative,  15 
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es — Continued. 

:al  (Table).  267,  28e 

g,  371-2,  374 

>  of.  in  Accumulators,  416 

ve,  Various,  in  Bunsen  Cell,  160 

.  Separation  of,  422 

3n  of  Surfaces  of,  in  Plants  Ac- 

ulator,  421 

jr  Lead  in  Accumulators,  429 

lal,  398 

ally  Heated,  292 

ock,  480 

rte.  Concentration  of,  in   Two- 

d  Cells,  279 

1.  12 

,  286 

umulators,  486 

3n  of,  to  Polarization,  407 

n  Chloride,  loi 

3ells,  E.  M.  F.  of,  (Table,)  273 

rtes, 

ne,  96 

,  96 

is  Salts,  102 

lotive  Force,  defined,  9 

legative  Materials  in  Cells,  82 

)Ositive      Materials      in    Cells 

>le),  77 

ary  Bodies,  Depolarization  by, 

,  Electrical,  defined,  9,  13,  14 

Electricity  by  Water  Jets,  515 

id  Geitel 

lulator,  482 

icity  by  Contact  of  Gases  and 

mdescent  Bodies,  520 

icity  of  Flame,  533 

ind    Parker  Accumulator,  428, 

of  Cells 
ited  from  Heat  of  Comb,  and 
eriment  compared  (Table),  76 
metric  Method  of  finding,  30-3 
arison  of,  43 
nination  by  Thermic  Constants, 

irement  by  Standard  Cell,  68 
irement  by  Weston  Voltmeter, 

d  of  Elec.-chem.  Equivs.,  33,  34 

ds  of  finding,  30 

lie  Constant  Method,  31-33,  35 

.  of  Different  Metals  subs,  for 

:  in  Daniell's  Cell  (Table),  76 

.  of  Metals 

fied,  330 

Bromine  in    Various   Solutions 

>le).  75 


E.  M.  F.  of  Metals— Gwf/fiitt<f</. 
with  Chlorine    in  Various   Solutions 

(Table),  74 
with    Iodine    in    Various    Solutions 
(Table).  75 
E.  M.  F.,  Unit  of,  20 
Encausse  and  Can^sie  Accumulator,  423 
Endosmose  of  Daniell  Cells,  197 
Energy,  Chemical, 

Percentage  of,  utilized,  80 
Relation  between  E.M.F.  and,  355, 358 
Energy,  Electrical,  Relation  to  Heat  of 

Combination,  285 
Energy,  Measurement  of,  22 
E.  P.  S.  Accumulator,  451 
Epstein  Accumulator,  429,  480 
Equivalents,  Electro-chem.  (Table),  24 
Erckmann  Cell,  93 
Erg,  17 
Erhard,  Exps.  on  Two-metal,  Two-salt 

Cells,  193 
Erman,  Electricity  between  Surfaces  of 
Mercury,  518 
Secondary  Cells,  320 
Evaporation,  Electricity  by,  520,  524 
Exner, 
Electricity  on  Contact  of  Two  Differ- 
ent Metals,  381,  518 
Polarization,  398 

Fabingi  and  Farkas  Heat  Cell,  291 

Fabre  de  Lagrange  Cell,  92 

Favrc,  Table  of  Calories  transmissible 

to  Circuit,  356 
Fabri  and  Ravaglia  Cell,  96 
Fabroni, 

Discovery  of,  5 

Theory  of,  5 
Farad,  the,  22 
Faraday 

and  Becquerel,  Electricity  by  Chem- 
ical Decomposition,  529 

and  Schenck  Aocumulator,  446 

Definition  of  Current,  9 

Electricity  by  Fric;^ion  of  Air,  516 

Influence  of  Heat  on  E.  M.  F.,  352 

on    Direction    of    Current    in    Cells 
(Table),  133 

on  Inversion  of  Current  in  Cells,  132 

Theories  of,  7 
Faults  of  Accumulators,  488 
Faure 

Accumulator,  437,  470 

Bunsen  Cell,  160 

Carbonate  of  Iron  Cell,  125 

Cell,  164,  182 

ScUon-Volckmar  Accumulator,  438 

Theory  of  Accumulators,  432 
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Hydrochloric   Acid,  E.  M.  F.  of  Cells 
using.  (Tabic,)  135 

Hydrogen, 
Occlusion  of,  Electricity  by,  521 
Polarization  by,  91,  96,  97,  388,  407 

Hypochlorite  as  Depolarizer,  189 

Impulsion  Cell,  Photo-electric,  306 
Indicator  for  Accumulators,  501 
Iodine 

Depolarizer,  265 

E.  M.  F.  of  Metals  with  (Table),  75 
Internal    Resistance  of  Cells,  Measur- 
ing, 54 
Iron, 

Amalgamated,  349 

in  Grove  Cell,  154 

Passive,  in  Grove  Cell,  154 
Izarn,  Secondary  Cells,  415 

{ablochkoff  Cell,  105 
acobi  Cell,  190 
Jacobini  Cell,  218 

Jacquet  Grid,  464 
ahn. 
Experiments  on  Two-metal,  Two-salt 

Cells,  193 
Influence  of  Dilution  on  E.  M.  F.,  352 
Polarization  by  Liquids  and   Solids, 

406 
Relation   between  Chemical  Energy, 
and  E.  M.  F.,  356 

Jarriant  Accumulator,  449 
arriant  Goldner  Cell,  174 
Jedlick  and  Csapo 
Cell,  161 

Paper  Diaphragms,  209 
Joule,  18 
Cell    22Q 
E.  MfF.  of  Two-liquid  Cells  (Table), 

275 
Peroxide  of  Lead  Experiments,  467 
Jourdan  Cell,  103 
Julien  Accumulator,  441 

Kabath  Accumulator,  (Table),  423,  430 
Kalischer 

Accumulator  436,  477 
Electricity  by  Condensation  of  Vapor, 
521 
Kemp,  Sea- water  Battery,  317 
Kendall,    Electricity    by    Occlusion    of 

Hydrogen,  521 
Kilogrammetre,  id 

Kilogrammctres,    given    by    Accumula- 
tors, 4(;2 
Killler, 

Daniel  Cell.  200 


Difference  of    Potential    between  a 
Metal  and  Liquids  of  Different  Coo- 
centration,  281 
Knowles  Accumulator,  455 
Kohlfurst  Cell,  217 
Kohlrausch  and  Thomson,  E.  M.  F.  oi 
Contact,  377 
Polarization,  326,  400 
Koosen  Cell,  171,  200,  265 
Kombluh  Accumulator,  446 
Koumine  Cell,  183 
Kramer  Cell,  216 
Krieg,    Relation   between    Polarizatiot 

and  Electrolyte,  407 
Kroucbkoli, 
Electricity  by  Movement  of  Metil  ii 

Liquid,  516 
Polarization  by  Hydrogen,  396 
Krttger  Gravity  Cell,  221 
Kukla  Cell,  164,  173 

Laborde  Cell,  92 

Lacombe  Cell,  170 

Ladder  Plate,  Pitken  and  Holden,  4^ 

Lalande  and  Chaperon  Cell,  241 

Lambron,  Electrical  Relations  of  Wat 

and  Earth,  318 
Lamp,  Electric,  Friedlander's,  126 
Langhaus  Heat  Cell,  289 
Laurent-Cely  Accumulator,  475 
Laurie 

Cell,  109,  no 

Experiment   on   Two-metal,    two-s 
Cells,  193 
Lavalette  and  Delaurier  Cell,  104 
Law  Cell,  99 
Lead 

and  Silver  Couple,  2 

Chloride,  Depolarizer,  258 

Oxide,  Depolarizer,  246 

Peroxide,  Depolarizer,  228 

Sulphate,  Depolarizer,  256 
Leblanc  Cell,  163 
Leclanch6  Barbier  Cell,  235,238 
Leclanche  Cell,  229,  234 

and  Clark  Cell,  Comparative  Pol 
zation,  235 

Dry,  238 

Gonda  Form,  235 

Immobilized  Liquid  in,  238 

Modifications  of,  235 

Reactions  in,  232 

Restoring,  240 

with  Copper  Sulphate,  227 
Leclaiichc,    Pulverized   Carbon   aroi 

Klectrodes,  351 
Lcclerc  and  Payen  Accumulator,  431 
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«cyre      Method     of     Amalgamation. 

349 
«ndig.  Temperature  Variation  in  Cells, 

284 
«ngth.  Unit  of,  17 
renz  and  Saweljev,  Polarization,  326 
by  Hydrogen,  390 
«nz  and    Saweljev  Porous   Partition, 

326 
«nz.  Influence  of  Heat  on  E.  M.  F., 

354 
.ermantofif,    £.    M.    F.    of    Molecular 

Couples  producing  Development  of 

Collodion  Proofs,  528 
je  Roux  Cell,  164,  262 
eucbs  Cell,  239 
«uchtenberg  Cell,  92 
«vison,  Bunsen  Cell,  160 
evoir  Earth  Battery.  319 
iais  and  Fleury. 
Bunsen  Cell,  160 

CelU  161 
ibes.    Production    of     Electricity    by 

Pressure,  509 
ight  Cell,  302 

Bergmann,  303 

Bid  well,  304 

Miochin.  306 

Saur,  303 
ight,  eflfcci  of, 

on  £.  M.  F.  of  Daniel!  Cell,  X'/y 

on  Fiuor  Spar.  303 

on  Selenium,  3'j4 
igfat,  I*roduciioii  of  jE-ieciricr.y  by  A'- 

tion  of.  302 
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INDEX, 


■Mcrscrole 

Accumulator,  478 

Composition  for  Dry  Cells,  314 
Mercury, 

Electricity  by  Filtration  of,  514 

Electricity    produced     between    Sur- 
faces of,  513 

Electrodes,  Electricity  by  Immersion 

of,  517 
Electrodes,  Polarization  of,  400 
Sulphates,  Depolarized,  247 

Miergues,  Bunsen  Cell,  160 

Metals 

and  Liquids,  E.  M.  F.,  (Table,)  136 
E.M.F.  of  Contact  of,  with  Water,  362 
Influence      of      Amalgamation       on 

E.  M.  F.  of.  348 
Influence  of  Condition  of,  on  E.M.F., 

354 
Replaced  by  Solutions  in  Cell,  361 

Meylan, 

Bunsen  Cell,  156 

Reactions  in  Sosnowski  Cell,  165 

Researches  on  Potassium  Bichromate 
Cell,  184 
Minchin  Photo-electric  Cell,  306 
Mineral  Gelatine,  313 
Minotto  Cell,  218 
Moist  Cell,  215 
Molecular    Attraction,     Electricity     by 

Rupture  of,   511 
Monnier  Accumulator,  430 
Montaud  Accumulator,  425 
Morgan  Cell,  246 
Moride,    Electricity    by    Immersion    of 

Carbon  in  Saline  Solution,   529 
Morley  Gas  Cells,  322 
Moser,  Meidingcr  Cell,  219 
Mouthiers  Cell,  105,  109 
Muirhead, 

Mode  of  Preparing  Clark  Cell.  250 

Standard  Cell,  251 

Trough  Battery,  216 
Multiple-arc  Grouping  of  Cells,  65 
Miinch  Cell,  89 
Munnich  Cell,  91 

Napoleon  III.  Cell,  268 
Napoli  Cell.  92 
Negative  Electrode, 

defined,  12 

Influence  of,  94,  95 
Negative  Terminal,  12 
Ney  Cell,  260 

Nczeraux  Accumulator.  436 
Nitrates  as  Depolarizer,  1S9 
Nitric  Acid 

and  Water  Cells.  E.  M    F.  of,  139 


Nitric  Acid — Continued, 

Depolarizer,  151 

E.  M.  F.  due  to  Action  of  Water  oa 
(Table),  366 

E.  M.  F.  of  Cells  using  (Table),  i}t 

in  Bunsen  Cell,  157 

in  Callan  and  Uelsmann  Cells,  155 
Nitric    Paper    Diaphragm    in   Buoseo 

Cell,  161 
Nobli,  Peroxide  Electrodes,  466 
Nolf  Accumulator,  447 
Norman  Gravity  Cell,  221 
Nowotny  Dry  Cell,  313 
Nystrom  Cell,  182 

Oerlikon  Dry  Cell,  313 

Offershaus  Cell,  89 

Ohm's  Law,  20 

Ohm,  the,  21 

Oil  in  Bunsen  Cell,  160 

Oissel  Bridge,  Earth  Battery  at,  318 

O'Keenan  Cell.  211,  229 

Olfers,  Passive  Iron  in  Grove  Cell,  I54 

Omeganck.  Bunsen  Cell.  160 

One-liquid  Cells,  Classification  of,  S7 

Open-circuit  Cell.  13 

Organic  Liquids,  E.  M.  F.  of,  376 

Ovcrbeck,   Polarization   by  Alternating 

Currents,  411 
Oxalic  Acid  in  Grove  Cell,  154 
Oxidation  by  Heal,  Electricity  by,  5^7 
Oxide  of  Copper  Depolarizer,  241 
Oxygen, 

Depolarization  by  Oxygen  from,  87 

Depolarizer,  266 

Effect  of,  on  Cells,  (Adie.)  107:  ^^^ 
Marum),  106 

Polarization  by,  393 
Oxygenated  Gas  Cell  (Becquerel),  267 
Ozone,  Polarization  by,  396 

Pabsi  Cell,  104 

Pacinotti  Thermo-chemical  Cell,  294 

Pair,  defined,  9 

Palagi 

Cell,  loi 

Earth  Battery,  318 
Palladium,  E.  M.  F.  of,  139,  324 
Palmieri, 

Electricity   by  Combination  of  Two 
Simple  Bodies,  526 

Electricity  by  Combustion.  532 

Elec'y  by  Condensation  of  Vapor,  52^ 
Papasogli  Cell.  104 
Paper  Diaphragms.  209,  227 
Parclle  and  Verite  Cell,  206 
Parod  Accumulator,  423 
Pariz  Cell,  122,  162 


I  Pujijeiidorff— f^'M/in«rt^. 
I      E.  M.  F.  of  Grove  Cell  (Table),  274 
ML'thoil  lit  measuring  Rcsislance,  44 
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Potassium  Bichromate 
Cells,  173 

Cells,  E.  M.  F.  of,  (Table.)  135 
Cells,  Meylan  on,  1S4 
Test  of,  123 
Potassium  Bromide,  E.  M.  F.  of  Metals 

in,  Gore,  (Table,)  336 
Potassium  Carbonate,  E.  M.  F.  of  Cells 

using,  (Table,)  135 
Potassium  Chlorate  and  Sulphuric  Acid 

in  Ceils,  170 
Potassium  Chloride, 

E.  M.  F.  of  Cells  using,  (Table,)  135 
E.  M.  F.  of  Metals  in,  Gore,  (Table,) 

334 
Potassium  Cyanide,  E.  M.  F.  of  Metals 

in,  (Table,)  342 

Potassium  Iodide, 

E.M.  F.  of  Metals  in.  Gore,  (Table,) 

338 
Permanganate  as  Depolarizer,  190 
Pouillet, 

Electricity  by  Combustion,  530 
Electricity     by     Decomposition     of 
Water,  522 
Powders  in  Electrolyte,  Action  of,  372 
Powell,  Thermo-chem.  Cell,  295 
Power 
of  Accumulators,  484 
Unit  of,  18 
Prax  Cell,  100 

Preece,   Effect  of   Heat  on  Zn-Pt,   Bi- 
chromate Cells,  129 
Pressure 

Cell,  Zazareff,  510 

Influence  of,  on  the  Elec.  Difference 
between  a  Liquid  and  a  Metal  in 
Contact,  387 
Production  of  Electricity  by,  509 
Primary  Cell,  defined,  9 
Pulvermacher  Cell,  90,  94 
Purapelly  Accumulator,  454 
Putot  Cell,  122 

Quantity,  Unit  of,  21 
Quincke,    Electricity  by   Immersion  of 
Mercury  Electrodes,  517 

Radiguet 

Swinging  Cell,  176 

Windlass  Battery,  174 
RaouU 

Cell,  207 

Effect   of     Condition    of     Metals    in 
Daniell  Cell,  200 

Effect  of  Liquid  between  Saline  Solu- 
tions in  Daniell  Cell,  202 

Effect  of  Platinum  Electrodes,  281 


Raoul  t — Continued. 
Effect  of  Porous  Partition.  326 
Experiments  on  Two-meud,  Tiro 

Cells,  192 
Influence  of  Temperature  oa  E.  M. 

354 
on  E.    M.    F.  of   Platinujn-platifl 

and  Platinum-gold  Cells,  404 
Polarization  by  Chlorine,  391 
Polarization  by  Hydrogen,  388 
Polarization  by  Liquids  aod  Soli 

405, 

Polarization  by  Oxygen,  393 

Relation   between   Chemical  Eoer 
and  E.  M.  F.,  358 

Spontaneous     Polarization,  (Table 
401-2 

Standard  Daniell  Cell,  202 
Rayleigh, 

Mode  of  preparing  Clark  Cell,  250 

Temperature   Correction  Clark  Ce 
252 
Reckenzaun  Accumulator,  457 
Regenerable  Cell,  291 
Regenerated  Cells,  481 
Regnault, 

Amalgamation  of  Cadmium,  347 

Cell,  191,  268,  313 

Diaphragms  on  Daniell  Cells,  202 

Dilution  Effect  in  Daniell  Cell.  200 

E.    M.   F.  of   Amalgamated  Mei^*! 
146 

Experiments  on  Two-metal,  Two-Si 
Cells,  192,  194 

Iodine  Cells,  265 

Porous  Diaphragms.  352 

Zinc      and      Potassium      Amalgac 
(Table).  283 
Reinch  Cell,  165 
Reinhold,  Galvanic  Ring,  4 
Reinsch,  Bunsen  Cell,  160 
Remanent  Polarization^  400 
Remark  Cell,  209 
Renard  Chloro-chromic  Cell,  168 
Resistance,  External,  13 

Extra,  in  Standard  Cell,  252 

High,  Measuring,  52 

Internal,   13 

of  Cells.  Measuring  Resistance,  4^ 

Small.  Measuring,  50 

Unit  of,  21 
Reversing  Cell,  248 
Reynier 

Accumulator,  427,  472 

and  Sim  men  Accumulator,  426 

Cell,  214 

Coefficient  of  Reduction,  492 

Constaius  of  Plaiu6  Accumulator.  4 
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of    Enclosed    Positive    Elec- 
;  (Table),  139 

F.*s    of    Single-electrolyte 
>les  (Table).  137 
rd  Cell,  105 
>f  Amalgamated  Zinc  (Table), 

L  of  Accumulators,  504 
>f  Accumulators.  484 
bermo-Cbem.  Cell,  295 

ti 

ary  Cell,  320 

ulator,  463 
oS,  123,  229 

n, 
of      Various       Accumulators 

le).  506 

of  Accumulators.  458 
malgamation  of  Zinc,  347 
:ell,  90,  188 
Cell.  167 

lulator,  474-481 
61,  162.  189,  190 
Oxalic  Add  in  Grore  Ccil,  i $3 
Down  of  Ceils,  ^3 
Cell,  214 
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Schulxe  Accumulator,  430 
Sea-water 

Battery,  317 

E.  M.  F.  of  like  Platts  ln(Tal)l«).  0N1 

E.  M.  F.  of  Metals  with  {TMvu  1  u 
Secchi,  Minotto  Crll.  918 
Secondary  Cells,  9,  390 
Selenium,  304 

Cells,  304 
Selion  and  Volckmar  AtrumuUiur,  4'iij 
Selmi  Cell,  109 
Senet  Cell,  190 
Series  Grouping  of  C«lls,  ttt, 
Siemens-Froelich  Method  of  S(r«Uun< » 

Measurement,  <5 
Siemens- tialttke  Cell,  at) 
Silica,  Gelatinous,  in  f>rv  Oils,  fi } 
Silver  Chloride  Cell,  9$n 
Simmen  AccumuUior,  496 
Single-llouid  Ccllf 

Classiiiration,  97 

E.  M.  F,  of  (Table),  137,  14^/,  mj 
"  Singular  "  Polarijuici'/ri^  413 
Sinst^n,  Sttjmiimry  Oils,  41', 
$iph'>n  Cell,  17^ 
Standard  Oil,  '/7 

Arri'/n  and  U'trrf,  i*0t 

Halif;  and  F^ry,  a'^O 

Heetx,  y// 
i     Cartia/t  CUm1(^  t\t 
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Smith  Gas  Cell..  322 

Sodium  Bichromate  in  Cells,  186 

Sodium  Chloride 

as  Electrolyte,  101 

Cell,  Reactions  in,  loi 
Sokoloflf  "Singular'*  Polarization,  413 
Solid  Depolarizers,  269 
Solutions, 

Electricity   by   Action    of   Water  on 
Saline,  528 

Electricity  by  Mutual  Action  of,  527 

E.   M.   F.   due  to   Mutual  Action  of 
(Table),  370 

in  Accumulators,  486 

Influence  of  Substance  in  Solution  on 
Sign  of  Electricity  (Table),  523 

Replacing  Oxidizable  Metals  in  Cell, 
361 
Somz6e  Accumulator,  446 
Sorei,  Experiments  on  Copper  Deposi- 
tion. 70 
Sorley  Accumulator,  460 
Sosnowski  Cell,  165 
Storage  Cell,  see  Accumulators 
Sirenitz,    Polarization    by    Hydrogen, 

407 
Siurgeon, 

Amalgamation  of  Zinc,  347 

Cell,  91 

Definition  of  Voltaism,  6 
Submarine  Battery,   Pigoti,  319 
Sulphate  of  Mercury  Ceils,  Du  Moncel 

on,  256 
Sulphates  as  Depolarizers,  190 
Sulphates  of  Mercury,  Depolarizer,  247 
Sulphating  in  Accumulators,  4SS 
Sulpho-chromic  Salt  Depolarizer,  163 
Sulphur  Depolarizer,  266 
Sulphuric  Acid 

Cells,  E.  M.  F.  of  (Table),  135 

Effect  of,   in    Bichromate    Solutions, 
(Table,)  128 

E.  M.  F.  due  to  Action   of  Water  on 
(Table),  365 

E.  M.  F.  of  Cells  using  (Table),   131, 

134 
Sulzer,  Aniicipation  of  Volta,  i 
Sutton  Accumulator,  436,  474  * 
Swinging  Cell,  176 

Tail  and  Wanklyn.  Electricity  by  Evap- 
oration (Table),  524 
Tamine 

Accumulator,  424.  4S0 

Merits     of     Various     Accumulators 

(Table),  508 
Theory  of  Accumulators,  434 
Taylor  Cell,  1C3 


Temperature 

Correction,  Standard  Cell,  252 

Effect  of,  in  Daniell  Cell,  198 

EfTect  of,  on  Two-liquid  Cells.  28 r 

Influence  of,  on  E.  M.  P.,  352-54 

Influence  on  Grove  Cell,  153 

Liquid  Combinations  giving  Current 
without  Elevation  of,  300 

Variation  of  E.  M.  F.'s  with,  284 
Terminal,  deflned,  12 
Testing  Accumulators,  493 
Thann  Cell,  167 
Thermic 

Constants  (Table),  28 

Constants,  Tommasi's  Method  of.  25 

Reactions  in  Grove  and  Bunsen  Cell, 
158 
Thermo-chemical  Cells,  292 

Becquerel,  294 

Bleekrode.  294 

Hellcsen,  294 

Pacinotti,  294 

Powell.  295 

Riatti,  295 
Thermo-electric  Couples  of  Saline  Solu- 
tions (Table),  299 
Thermo-electric  Power 

of  Copper-copper    Sulphate    (Table), 
298 

of  Zinc  zinc  Sulphate  (Table),  29S 
Thv)msen 

Cell,  1S2 

Relation    between    Chemical    Energy 
and  E.  M.  F.  (Table),  355 

Thermic   Reactions   in    Bunsen   Cell, 

159 
Thomson 

and  Houston  Regenerated  Cell,  4S1 

Cell,  210,  221 

Electricity  by  Metallic  Contact,  518 

Standard  Cell.  204 
Time, 

Effect     of,     on    E.     M.    F.   of  Zn-Cu 
Cell,  (Table,)  144 

Unit  of,  17 
Tommasi 

Accumulator,  446-479 

Action    of    Pulverized  Substances    in 
Electrolyte    with    Moving     Plates;, 

372 
and  Radiguet  Carbon  Cell,  269 
Cell,  92.  no,  122 
E.   M.   F.   of  Zinc-platinum    Couple,. 

136 
Experiments  on  Influence  of  Negative 

Electrode,  95 
Influence  of  Heat  on  E.  M.  F.,  354 
Method  of  Amalgamation,  349 
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Tommasi  —  Continued, 

Method  of  Thermic  Constants,  25 
on  Fabre  Cell,  183 
Remanent  Polarization,  400 
Thermic   Reactions  in  Bunsen  Cell, 

159 
Thermo-chemistry  of  Accumulators, 

434 
Torpedo,  534 

Torregiani  Cell,  104 
Tribe  Accumulator,  478 
Trough 

Battery,  89,  2x6 

Cell,  Lalande  and  Clapeyron,  243 
Trouv6 

Callaud  Cell,  219 

Cauiery  Cell,  118 

Moist  Cell,  215 

Reversing  Cell,  248 

Windlass  Battery,  120 
Tudor,  Accumulator,  445 
Turbith  Mineral,  247 
Turpentine  in  Bunsen  Cell,  160 
Tschekzow,  Theory  of  Carbon  Cell,  270 
Two-liquid  Cells,  152,  267 

Agitation  of  Electrodes  in,  277 

Effect   of  Affinity  of  Sol.  for  Water, 
280 

Effect  of  Concentration  of  Liquid,  279 

Effect  of  Temperature  on,  281 

Joule's    Table  showing  E.  M.  F.  of, 

275 
Presence  of  Air  in,  277 

Raoult's  Table  showing  E.  M.  F.  of, 

276-78 
Reynier's  Table  showing  E.  M.  F.  of, 

276 
Table  showing  E.  M.  F.  of,  273 
Tyer  Cell,  91,  239 

Ubicini  Gravity  Cell,  221 
Uelsmann  Cell,  154 
Units, 

Electrical,  21 

of  Measurement,  17 
Upward  Cell,  262 
Urquhart  Cell,  123 

Valencourt,  Saturation  of  Copper  Solu- 
tion, 206 
Van  den  Eynde  Cell,  190 
Van  Marum,  Experiments  on  Effect  of 

Oxygen  on  Cells,  106 
Varley 

Accumulator,  481 

Daniel!  Cell,  197 
Vegetable  Voltaic  Cell,  534 
Verit6  Cell,  220 


Vergnes 

Cell,  170 

Method  of  Amalgamation,  349 
Vibrations, 

Electrostatic  Polarity  by.  510 

Production  of  Electriciiy  by,  510 
Villari,  £.   M.  F.  of   Palladium  in  Gas 

Cells,  324 
VioUet,  Porous  Diaphragms,  352 
Voisin  and  Drosnier  Cell,  123 
Voller,  Influence  of  Heat  on  E.  M.  F., 

353  . 
Volpicelli, 

Currents  due  to  bending  Metals,  510 

Polarity  by  Vibrations,  510 

Volta 

Cell,  87;  Modifications  of,  90 

Definition  of  Element,  13 

Electricity  by  Condensation  of  Vapor, 

521;  by   Disengagement  of  Gases, 

529 
Voltaic 

Accumulator,  defined,  9 

Battery,  defined,  10 

Cell,  defined,  9 

Cell,  Possibilities  and  Limitations  of, 
72 

Pile,  309 
Voltameter,  the,  63 
Volta, 

Scale  of  E.  M.  F/s,  330 

Secondary  Cells,  320 

Theory  of,  6 

Type  of  Cell,  87 

uses  Ammonium   Chloride   as    Elec- 
lyte,  96 
Voltmeter,  Weston,  36 
Volt,  the,  21 

Wach  Cell  analogous  to  Daniell,  195 

Waddell  and  Entz  Accumulator,  469 

Waitz,  Polarization  bv  Hydrogen,  396 

Walker  Cell,  92 

Water  Jets,  Electricity  by,  515 

Watkin  Battery,  310 

Watt,  i8' 

Watson  Cell,  209 

Weare  Cell,  90,  188 

Weber  Cell,  100 

Weight 

of     Accumulators    corresponding    to 
I  H.  P.  hour,  504 

Yield  of  Accumulators  per  Kilo  of,  492 
Western  Union  Gravity  Cell,  22 
Weston 

Ammeter,  standardizing,  62 

measuring   Instruments,    Precautions 
in  using,  59 


$62 


INDEX. 


Weston — OnUinued, 

Standard  Cell,  253 

Volt  and  Ammeter,  30 

Voltmeter,  standardizing,  60 
Wheatstone, 

Aluminium  in  Cell,  346 

Cell,  1x0 

E.  M.  F.  of  Amalgams,  147 

Lead  Peroxide  Cell,  228 

Method   of  comparing  £.  M.   F.  of 
Cells.  43 

Peroxide  of  Lead  Experiments,  466 

Porous  Partition,  326 

Proportion  of  Meul  in  Amalgam,  348 
Wigner  Cell,  165 
Wilbrant  Cell,  190 
Wiedemann,  Polarization,  398 
Wild, 

E.  M.  F.  of  Thermo-electric  Couples 
of  Saline  Solutions  (Table),  299 

Influence  of  Heat  on  E.  M.  F.,  352 
Wildt,  LecUnch6  Cell,  237 
Wilkinson,  Definition  of  Element,  13 
Windlass  Battery,  120,  174 
Winkler  Accumulator,  448 
Woehler  and  Weber  Cell,  968 
WolUston  Cell,  8S 
Woodward 

Accumulator,  432 

Cell,  III 
Work, 

Mechanical,  of  Cells,  83 

of  Accumulators,  483 

Unit  of,  17 


Wright  and  Thompion,  Alterable  Solu- 
tions replacing  Oxidizable  Metals  in 
Cell,  36X 

Zaliwski, 

Bunsen  Cell,  x6o 

Cell,  loi,  164, 165 

Depolarizers,  303 

Mikorski  Cell,  1 10 
Zamboni  Dry  Battery,  310 
Zazareflf  Pressure  Cell,  510 
2>nger 

Gas  Cell,  324 

Regenerated  Cell,  482 
Zinc, 

Action  of,  in  Leclanche  Cell,  233 

Amalgamation  of,  346 

and  Potassium  Amalgams,  E.  M.  F. 
of,  (Table.)  283 

Chloride  in  Leclanch6  Cell,  233 

-Copper,    Magnesium -sulphate   Cell, 
(Table,)  144 

Liquids  acting  like,  in  Cell,  267 

Methods  of  amalgamating,  349 

Oxychloride  in  Leclanch6Cell,  232 

Principal    Facts    as    to  Cells    using 
Zinc  as  Positive  Electrode  (Table), 

77 
Tests     of    Amalgamated,     Reynier. 

(Table,)  349,  50 
Wasteless,  224 

Zinc"!^  Couple,  E.  M.  F.  of,  151 
Zinc  Sulphate,  Thermo-electric  Power 

of,  (Table,)  298 


